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PREFACE 


The characteristics of the circuits and techniques treated in this book 
were of necessity chosen primarily to meet the needs of the counter- 
measures program. Among the requirements Avere broad-band modula- 
tion and amplification, Avide frequency range, and simplicitA’’ of tuning. 
This book does not pretend to be either a textbook or a comprehensiA'c 
treatise coA’^ering all aspects of the u-h-f field. As a handbook or refer- 
ence work, however, it should enable research ph3’‘sicists and engineers 
to save considerable time and effort in the solution of problems in tliis 
field. It AAdll undoubtedly also sen'e as a A'aluable source of information 
to authors of textbooks. The material is sufficiently fundamental and 
neAv, and the range of subjects coA'-cred so great, that cverj'' A\’orkcr in the 
v-h-f field Avill find it least some part of the material of interest. 

The successful completion of tliis Amlume is due in no small measure 
to the efforts of Dr. F. E. Terman, aa'Iio organized the material and guided 
its preparation. 

IlEnnEiiT J. Reich 

GAsmnrDGE, Mass., 

April, 1946 . 



FOREWORD 


The Radio Research Laboratory was a large central laboratory' 
established by the Office of Scientific Research and Development for 
developing countermeasures against enemy radar. It was operated by 
Harvard University and came under Division 15 of the National Defense 
Research Committee of which Dr. C. G. Suits was Di%dsion Chief. 

The Radio Research Laboratory was unique in being the only large 
temporary wartime OSRD laboratory concerned in a major way with the 
extension of continuous-wave techniques to the high radio frequencies 
used in radar work. Such techniques were the basis of most prewar 
activity in radio below 100 Me, and it is expected that they will be impor- 
tant in the exploitation of the higher frequencies that the war has made 
available. 

The work “Very High-frequency Techniques” represents a sum- 
mary of the methods, theories, and circuits used by the Radio Research 
Laboratory that it is believed u'ill be of general interest to radio engineers 
and physicists. The material prescirted is based on knowledge gained 
from many sources. Much of it originated with the Radio Research 
Laboratory staff, but much of it also came directly or indirectly from the 
numerous NDRC, industrial, and ser\’ice groups with whom the Radio 
Research Laboratory worked in close cooperation. Because of this 
cooperation, it has in general been found impracticable to attempt alloca- 
tion of credit for individual developments, either among individuals or 
organizations. Attention is, moreover, directed to the fact that the 
Radio Research Laboratory engaged in tube de^'clopmcnt only to a 
minor extent; rather, it worked closely wdth tube-development groups 
in the laboratories of other contractors of Division 15 in evaluating their 
products. Hence, the portions of tliis volume that discuss tubes draw' 
heavily on information originated by Bell Telephone Laboratories, 
Federal Telephone and Radio Corporation, General Electric Companv, 
Litton Engineering Laboratories, Radiation Laboratory of M.I.T. (Divi- 
sion 14, NDRC), RCA Manufacturing Company, Westinghouse Electric 
and Manufacturing Company, and others that carried on tube develop- 
ment for Division 15 of NDRC. In addition, acknowdedgement is duo 
to various organizations that influenced the Radio Research Laboratory’s 
technical thinking and hence contributed indirectly, though in an 
important way, to this book. The more important of these include the 
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Radiation Laboratorj’ of the General Radio Company, the Naval 

Research Laboratorj’, the Special Projects Laboratory at ATSC, the 
Telecommunications Research Establishment (TRE) of England, and 
the many manufacturers of countermeasures equipment. 

This volume has been compiled under the able editorship of Dr. 
Herbert J. Reich and the group of assistants listed on the title page, each 
of whom devoted appreciable time to editorial work. In addition valu- 
able assistance of an editorial nature was supplied by George E. Hulstede, 
Robert Hammett, and Gunnar Hok. The authors of the different sec- 
tions were in everj’ instance closely associated with the work they are 
reporting, but the information that theyliave compiled should be regarded 
as the results of the efforts of (earns, of which the authors were important, 
but not the only, members. 

The material presented in “Very High-frequency Techniques" is a 
monument to the many engineers and scientists who contributed to the 
Radar Countermeasures program of Division 15 of the NDRC and in 
particular to the several hundred very able men and women whoso 
technical e.xpericncc3 wliile on the staff of the Radio Research Laboratory 
are recorded in this volume. 


Mass., 
April, 1918. 


F. E. Teiiman 

Director, Radio Research Laboratory 
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CHAPTER I 

BROAD -BAND ANTENNAS 
By Andrew Alford 

1-1. Antennas and Their Band Widths. — ^An antenna is a trans- 
former for converting guided electromagnetic waves into free waves. In 
general, the relations between the electric and magnetic vectors and linear 
dimensions in a guided wave are different from those in a wave in free 
space, and therefore it is necessary to provide some means of impedance 
matching between waves in free space and waves in a transmission line 
or waveguide. The frequency range over which the transformation 
between guided waves and free-space waves can be effected depends on 
the nature of the mismatch in this transformer. If the transformation 
has the nature of a gradually tapered line so that the controlling parameters 
do not undergo a sudden change but var3’^ gradually between a point 
where the waves are definitely guided waves and a point where the waA^es 
are definitely free-space waves, then, as in other gradually tapered transi- 
tions, the reflections are distributed over a distance of one or several 
wavelengths and have a chance partly to cancel because of phase differ- 
ences. In a tapered transition the OAmr-all reflection is not criticallj'- 
dependent either on the exact length of the transition section or on the 
exact wavelength of the transmitted Avaves. 

When the transformation between guided and free-space Avaves is in 
the nature of a sudden change, there is a region of reflection such that 
a portion of the power is sent back into the line from Avhich it came. 
This reflection can be counteracted by an equal reflection somcAvhere in 
the line that produces a reflected wave equal in amplitude but opposite 
in phase to that Avhich is transmitted back through the second reflection 
point from the first reflection point. In such an arrangement the dis- 
tance betAveen the tAvo reflection points plays a major part. When this 
distance is substantial in terms of the wavelength, a .slight change in fre- 
quency changes the relative phase of the tAvo reflected Avaves so that thej’- 
no longer cancel out. A transformer in AA'hich the tAvo reflections occur 
becomes a frequency-sensitive circuit AAuth a frequency region Avithin 
which the reflections cancel, but outside of Avhich it no longer acts as a 
matched transformer. Under these circumstances the transformer is 
said to have a band width. Within the band Avidth the transformer 
produces a degree of match that can be described by the amplitude of 

1 
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the reflected wave when the direct wave is assumed to have unit ampli- 
tude. The band width is a relative term that can be made definite only 
by specifjdng the maximum value of the reflection coefficient not to be 
exceeded within the band. Thus, if we specify that the amplitude of the 
reflected wave shall never exceed one-third of the amplitude of the direct 
wave, the band width has a definite value, characteristic of different 
transformers. These band widths on the basis of a reflection coefficient 
of arc, of course, greater than the band widths corresponding to a 
reflection coefficient of, say, Ho* Since various applications of antennas 
call for different ma.vimum values of the reflection coefficient, the defini- 


tions of band width varj’. 

One commonly used definition of band width is based on a reflection 
coefficient equal to one-third. Another 
frequently used definition calls for the 
maximum value of reflection coefficient to 
\ / be less than The first is useful when 

antennas are employed with transmitters 
for communication and other purposes, 
\y/ while the second is applied to radar and 

11 directional communication antennas con- 

sisting of a large number' of individual 
elements. Still another definition is com- 
I monly used in connection with receiving 

,. ,, , . antennas. Thlsdefinitioncallsforareflec- 

tion coefficient p less than %. 

The term hroad-hand anUnna, like the band width, is also relative. 
The general concept is that an antenna having a large band width is a 
broad-band antenna. A half-wave antenna made of thin wire for lower 
ultrahigh frequencies has a frequency band width of the order of 15 per 
cent on the basis of p = This antenna is regarded as a narrow-band 
antenna. The term broad-band antennas is therefore reserved for those 
which have band nidths of over 15 per cent, on the same basis. This is 
an arbitrary definition. It is obvious that it can be challenged, for it 
amounts to making exact by definition a concept that is by nature quite 
vague. It is probably safer to say that a broad-band antenna is one that 
has a band ^ndth substantially greater than that of a thin-wire half- 


wave antenna, whatever the basis of comparison may be. 

Perhaps the simplest broad-band antenna is that shown in Fig. 1-1. 
In this figure a concentric transmission line T gradually diverges in such 
a way that the ratio between the diameters of the inner and outer con- 
ductors is kept constant. The law of divergence is roughly exponential. 
If it is assumed that the change in dimensions per wavelength in the 
tapered transmission line is not very great, there will be relatively little 
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reflection at any particular point along the diverging line. A wave 
traveling along the line will make the gradual bend, vnll expand oyer 
larger and larger space, and finally having reached the end of the line 
will proceed into free space. If the distance between the edges A and 
B in Fig. 1-1 is of the order] of a wavelength or more, very little reflec- 
tion occurs in the region of departure, i.c., along the surface of revolution 
that separates free space from the region between the two expanded 
conductors of the transmission line. 

The structure in Fig. 1-1 is an antenna, though with equal justifica- 
tion it can be called a horn. Experiment shows that there i.s nothing 



very critical about such a structure. It may be distorted to a consider- 
able extent without losing its main property of being a wide-band trans- 
former between a concentric transmission line and free space if, in the 
process of distorting the structure, the feature of small change in dimen- 
sions per wavelength is kept. If the structure is distorted so that there 
is a sudden change in cross section or in any other feature, one or more 
sources of reflection are introduced and the band Avidth is reduced. 
Figure 1-2 illustrates a number of -ways in -which the structure of Fig. 
1-1 may be distorted. 

1-2, Parameters That Affect Band Width. — In order to gain an idea 
of some of the parameters that affect the band width of the various dis' 
torted antennas of Fig. 1-2, it is convenient to con.sider a family of cone 
antennas, as shown in Fig. 1-3. One characteristic that distinguishes a 
cone antenna from some of the other antennas is the fact that the cone 
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together ^th the flat plate constitutes a transmission line having a 
definite value Zc of characteristic impedance. This value is 

Z« = 138 logn cot ~ (l“l) 


Figure 1-4 shows the value of Z, i 


a function of the angle of flare SC'. 


(01 ih) 

Fio. 1-3 — Cone antennas with different values of characteristic impedance L,. 


In general, the characteristic impedance Z» of the transmission line 
which is used to carry power to or from a cone antenna is different from 
the characteristic impedance of the cone, so that there are two reflection 
zones, one at the aperture, i.e., in the re^on near the surface S indicated 





by dotted line in Fig. 1-3, and 









another at the apex of the cone. 
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1-2 except antenna a. Other an- 
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tennas, such as cylinders or cone 
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cylinders, all possess this double- 









reflection feature. In cylinders the 
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ance is not constant but increases 









with the distance from the point of 
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junction with the transmission line, 
j so that there is an additional region 
of distributed reflections. 


Fia. 1-4. — The relation between the If the length Z/ of the Cone IS 
‘Sel"" ““ less than H wave- 

length and the cone is very thin, 
angle being of the order of 1 deg, the antenna is, in effect, a thin-wire 
quarter-wave antenna. The base impedance of such an antenna is 
a resistance of the order of 36 ohms. The value of base impedance is 
thus much lower than the 284-ohm (for 4' = 1 deg) characteristic 
impedance Zf of the cone. This is true because of the relatively high 
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Aralue of the reflection at the aperture, i.e., in the region of the end of the 
antenna. Let the current reflection coefficient at the aperture be p = poc'“. 
Then at the current maximum, appro.ximately X/4 from the end, i.e., at 
the apex of the cone, the current is 7o(l + po), while the potential i.s 
hZcil - po). The input impedance at the apex is 

Z, = 36 ohms 

1 + po 


Hence 


Po 




0.775 


If the cone angle is increased, the eharacteristic impedance Zc rapidl 5 '' 
decreases, as shown in Fig. 1-4. The value of po also decreases and at 


such aratethatZc(l — po )/ (1 + Po) 
remains rouglily constant. As the 
characteristic impedance Zc of 
the conical transmission line ap- 
proaches a value similar to the 
characteristic impedance of con- 
venient concentric transmission 
lines, it just so happens that at 
the same time the aperture reflec- 
tion coefficient po approaches a 
low value. When the cone char- 
acteristic impedance is decreased 
further, the aperture reduces to a 
narrow ringlike slot, which pre- 
sents a large mismatch with space, 
and Po increases again. In the 
intermediate region the cone trans- 
mission line has a convenient value 



Fia. 1-5. — Approximnto value of (he coef- 
ficient of ‘‘aporlurc” refiection. po is the 
ratio of the amplitutio of (ho reflected wave 
to Uie amplitude of tlio outKoing wave as 
measured at tlio apex of tlic cone. 


of Zc and is terminated “at the aperture” in an impedance nearly equal 
to Zc. 


Since the dimensions of the aperture in wavelengths are changed when 
frequency is varied, the aperture reflection coefficient of a given cone 
varies rapidly with frequency. Typical behavior of po is shown in Fig. 
1-5. If the input impedance of a cone antenna is plotted on a resistance- 
reactance diagram ivith one point for each frequency, the resulting curve 
is a spiral that curls around the value of Zc (see Fig. 1-6). This spiral 
shape is explained as follows. The impedance at a distance 6 deg from 
the end of a transmission line terminated by an impedance Z having 
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coefficient of reflection p == p#e^ n Z\ ^ R jX where 


■ 1 + PD* + 2p» cos u 


V I 2pi) sin « 2 n_ 2 'i 

^ 1 + Pb* + 2po cos tt * ^ ^ 


If « is eliminated from these equations, the result is 

This is a circle of radius Z, ■ . with the center located at 

1 “ Po 

ff ss Z A’ = 0 

* 1 - Po* 

This result, when applied to a 
cone antenna, leads to the follow- 
ing conclusions. At lower frequen- 
cies the value of pg is large, so that 
the impedance point (i?, A*) lies on 
a circle of a large radius with tho 
center at a large distance from tho 
axis A B 0. As the frequency is 
increased, the radius of the circle 

Z, . . decreases wliilc the cen- 

1 -* P«* 

ter of tho circle moves closer to 
R = Z,. Thus with decreasing pg 
R.Ohms ^ the impedance point moves along a 

'“■y' “ umaller and sraallcr 

numbers wsociated with dots Along the radiuS of CUrvaturC. WHien pg is 
impedance curve indicate the values of L 

in wavelengths that correspond to the 'G*y small, the radlUS of the Circle 
values of X and ll represented by the is also VCiy Small and the Center of 
points The numbers associated with cir- .i.^ 7 ti 

cles indicate the values of the standing. CHT’® 13 "»• Tim 0\ Cr-all 

WBveratiothatTiouldresuItifthetranamia. rcsuft IS a Bpiraf, as sflOWn fn Fig. 
eion line were terminated bv any impedance 
represented by a point on tho circle. l~v. 

So far wo have outlined the be- 
havior of a cone radiator. Other radiators of shapes intermediate 
between the radiator of Fig. 1-1 and the radiator of Fig. 1-2/ behave 
in a similar manner. Fat cylinders are no exceptions in this respect. 
If a cylinder is provided ivith a conical taper of proper Z, near the 
plate that serves as the return conductor, the localized excess of 
capacitance is reduced to the point where there is only a slight 
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tendency for the impedance spiral to be shifted in the direction of negative 
reactance because of the lumped base capacitance. Wlien a taper is not 
used, the tendency of the spiral to be displaced in the negative-reactance 
direction is very marked. Except for tlu's detail, the R-X impedance 
diagram is a spiral, as in Fig. 1-7, that is very similar in shape to that of 
the cone sho^vn in Fig. 1-6. Thin structures, such as the one in Fig. 
\-2g, do not exhibit a rapidly decreasing aperture reflection coefficient 
as the frequency is increased. On the contrary, the reflected vave pro- 
ceeding in the dii'ection away from the end of such an antenna remains 
equal to a substantial fraction of the direct outward wave. The low 



Fig. 1-7. — A tjTiical R-X diaKrnm of a Flo. 1-8. — A typical R~X dincram of a 
cylindrical antenna. D = I/IOA. slcovo nntenna. 


value of the reflection coefficient at the input is obtained by providing 
one or more compensating reflections within the antenna itself or in an 
associated compensatory circuit. 

In the case of the antenna in Fig. \~2g, the major portion of the com- 
pensation is provided by the reflected wave traveling upward along the 
sleeve s. This wave results in an inductive impedance between the end 
of the outer conductor and ground, while the reflection at the end of the 
inner conductor and ground is capacitive. Since the two impedances arc 
effectively in series with each other, the reactive components tend to 
cancel, leaving a resistive termination for the feeder. 

As in other thin antennas, a large reflection may be compensated for 
by another, correspondingly large, reflection, if the two reflections are in 
proper relative phase to reduce the total reflection to a low value. This 
compensation occurs only within a limited band of frequencies. Outside 
this band the two reflections compound to produce a total reflection that 
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is greater than either of the individual reflections. The over-all result is 
that thin antennas with substantial band ^yidths behave somewhat like 
band-pass filters ivith steep cutoff characteristics at the lower and upper 
limits of the pass band. The corresponding R-X curve has a large radius 
of curvature at lower frequencies, then a small radius of curvature 
corresponding to the lower values <k p» within the pass band, and finally 
a large radius of curvature above the pass band. The resulting shape 
of the R-X curve is a loop, as shown in Fig 1-8. This curve is typical 
of a structure in which the aperture reflection is relatively large but is 
compensated for by another reflection within a limited band of 
frequencies. 

1-3. Electromagnetic Homs. — A gradual transition between a wave- 
guide and space can be accomplished in much the same way as the transi- 
tion between a concentric transmission line and space. Figure 1-9 
shows the so-called electromagnetic kom, which is a wide-band transformer 
between guided waves and waves in space. 
Here, as in Fig. 1-1 , the parameters affecting 
the propagation vary gradually at a slow rate 
so that there is only a small change per wave- 
lengtli from a point that is in the waveguide to 
a point that is in free space. If the aperture of 
the horn is wide enough, a wavelength or more, 
and the angle of flare, t e., the rate of taper, is 
not too great, the transition between guided 
waves and free space is effected nith very little 
reflection. Again, as in the antenna of Fig. l-I, 
the exact shape of the flare or the exact dimen- 
sions of the aperture are not critical. The rate of flare, i.e., the change in 
cross-sectional dimensions per wavelength, may also be varied over wide 
limits without much effect, provided it is suflSciently small to start with. 
The shape of the horn may be dbtorted in various ways, but as long 
as the feature of small change in cross-sectional dimensions per wave- 
length is preserved, the band width of the antenna remains great. 

From the point of view of impedance, the electromagnetic horn is in 
aonift respects very similac to a cylindcicoJl antenna,, shown in Fig. l-2t. 
At the aperture there is a zone of reflection. The horn itself is a wave- 
guide with variable characteristic impedance. At the junction of the 
hora and the waveguide there is another discontinuity in characteristic 
impedance. These three zones of reflection are reminiscent, respec- 
tively, of the end reflection, of the variable characteristic impedance, and 
of the re^on in the immediate vicinity of the junction with the transmis- 
sion line in the case of a cylindrical antenna. 

When electromagnetic horns are used at lower frequencies, they are 
usually distorted to a considerable degree from the form shown in Fig. 



(b) 


Tig. 1-9. — A horn antenna. 
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1-9. One form of distorted horn is obtained by increasing the flare angle 
to 180 by 180 deg. This is parti- 
cularly convenient when there is 
already a metal sheet that can serve 
as such a horn. A simple example 
of a distorted horn of this type is 
shown in Fig. 1-10. The principal 
source of reflection in this case is in 
the region where the waveguide joins 
with the horn, i.e., with the metal 
sheet. The reflection coefficient in 
this case depends on the dimensions 
of the waveguide. With an ordinary 
rectangular jTFi.o-mode waveguide 
with h/a = 2, the reflection coefficient is of the order of 34- With a 

narrow waveguide having h/a = 8, the 
reflection coefficient is about 

Because of the large size of wave- 
guide for lower frequencies, it is more 
convenient to use coaxial transmission 
line for conveying power of such fre- 
quency to or from an antenna and to 
install a coaxial-line-to-waveguide trans- 
former near the antenna. An arrange- 
ment of this type is illustrated in Fig. 
1-11. Since a reflectionle.ss transfor- 
mation between coaxial line and wave- 
guide would allow a wave reflected at 
the aperture to continue as a reflected 
wave into the transmission line, some 
effort is usually made to arrange for a 
compensating reflection in the coaxial- 
line-to-waveguide transformer. B^ien 
this is done, the over-all structure 
acquires the characteristics of a band- 
pass filter. The shorter the distance 
between the aperture reflection and the 
compensating transformer reflection, 
the greater is the attainable band width. 
Also, the smaller the aperture reflec- 
tion, the greater is the band width. 
Since the aperture reflection increases 
when the width of the waveguide is decreased, the band width is smaller 
with narrow apertures. 



Fig. 1-11. — (a) A slot antenna. 
(6) The electric lines of force around 
two parallel magnetic currents flowing 
in the same direction showing the 
cancellation of the electric field along 
the plane equidistant from the currents. 



Fio. 1-10. — A rectangular opening in a 
large metal sheet. The opening is ener- 
gized by a waveguide. 
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The ISO by ISO-deg horns provided with a short length of waveguide 
and mth the coaxial-line-to-waveguide transformer mounted close to the 
aperture are often referred to as slot antennas. The impedance character- 
istics of slot antennas are quite similar in major respects to those of other 
compensated antennas. Below the frequency at which compensation is 
efifective, the reflection coefficient 
po is la^e, so that the R-X curve 
has a large radius of curvature. 
Within the compensated band, po 
is small, resulting in one or more 
small loops. At frequencies above 
the compensated band, po is again 
large and the R-X curve proceeds 
with a large radius of curvature. 
When the compensation wdthin the 
pass band is good, the value of po 
is comparable to that of small 
reflections from the edges of the 
■ 20” 30” 40 ‘50 60 70 SO 90 JOO sheet, the tefleclLons from conncc- 
torsandfromothersources. These, 
* coHecUvely, sometimes contribute 
small curls in the R-X curve. All 
these effects are illustrated in Fig. 1-12, which shows a typical R-X curve 
of a slot antenna. 



1-4. Antennas for Lower Frequencies : Impedance Compensation. — 
In practice it is almost always desirable to keep the volume occupied 
by any antenna to the very minimum. Structures like that shown in 
Fig. I-l are, as a rule, uneconomical 
in the sense that they occupy more . y,. 

space than other structures that 
might have the required band width. Y 

Smaller structurw are obtained by Iz'^ 

allowing a greater reflection in the 

transformation between guided 5"'-— 

waves and space waves, but COmpen- Fio. l-iS. — a transmission line ter- 
P-ittnff it hv n. t-pflnotinn in ihp minated by its cbaractenstic impedance 
satmg It oy a retlcction m tne z. and with two reflection points, one at 
transmission line. The lower the A,th«otheratB,eachreflectionproduced 
frequency, the more important it is impedance, 

to make use of various methods of compensation in order to avoid 
the great bulk that a broad-band radiator is otherwise likely to 
have. At the lower frequencies the gradual transitions illustrated 
in Figs. I-l and 1-9 result in very unwieldy dimensions and are 
therefore generally avoided. The design of broad-band antennas for 
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frequencies below 700 Me or so almost always calls for some form of 
compensation. It is appropriate, therefore, that we discuss in broad 
terms a typical example of compensation. 

To make the discussion more concrete, it is convenient to consider the 
arrangement sho^\^l in Fig. 1-13, in which a transmission line is termi- 
nated in its characteristic impedance Zo and is provided vdth two reflec- 
tion points, one at A and another at B, wliich are spaced along the 
transmission line by a distance of ^ deg. TJiis arrangement corresponds 
to an antenna provided with a compensating device which is placed 
deg from the antenna. The characteristic impedance Zo in Fig. 1-13 
corresponds to the free-wave propagation into space; the first reflection 
at B corresponds to the reflection produced in the antenna; the second 
reflection at A is the reflection introduced b}’’ the compensating circuit. 
This is an elementary arrangement that will be used to illustrate two 
important points: (1) The greater the distance of the compensating 
circuit from the antenna, the narrower is the band vddth. (2) The 
greater the indiAudual reflections at A and B, the narrower is the band 
width. 

In order to prove these points, it is convenient to introduce several 
auxiliary concepts. Let a transmission line terminated by its character- 
istic impedance be shunted by a reactance jX. Let the current amplitude 
of the direct w'ave that travels from the generator toward the reactance 
be unity, and let the phase of this wave as it airives at the junction point 
where the reactance is shunted be zero. Let p, a complex number, 
represent the amplitude and phase of the reflected wave as it leaves the 
junction point. Let r, also a complex number, represent the amplitude 
and phase of the transmitted w'ave as it leaves the junction point. The 
following notation is convenient: 

P = PoC'“ 
r = ToC’’’ 

Along the transmission line between the generator and the shunted 
impedance there are standing -waves. At a point where current maximum 
occurs the current is (1 + Po) and the potential is Zo{l — po). Since at 
such a point the current and voltage are in phase, the transmitted power 
is 

P — ^o(l — Po)(l + Po) — Zo — ZoPO' (1“'!) 

The power that is delivered to the load at the end of the transmission line 
is To^Zo. Since there is no loss of power in the reactance, we have 

/jo ~ /joPo“ — 'J‘0'^0 


Hence 


To" -|- Po" = 1 


(1-5) 
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On the transmitter side of the shunt the potential is Zo(l - p)- Since 
there is no generator at the shunt, potentials on both sides of the shunt 
are equal, so that 

Zs(l - p) = ZcT 


Therefore 


T + p = 1 


(1-6) 


This is a vector equation in which both numbers are complex. 
At the junction point the impedance is Z, given by 


Z jX ^ Za 


The current-reflection coefficient 

Zt 

Z,~-Z jX 
^ Zt Z Za , n 


(1-7) 


(1-8) 


In the special case for which the shunting reactance is a length of A deg 
of open-circuited transmission line of characteristic impedance 2g, 



rr fT ^ , j — tan A 

A= Z.colA »nd 0-_,^„i + 2 y 

(1-9) 

Let 6 be an auxiliary length in degrees defined by the equation 



tan A — 2 tan 9 

(1-10) 

Then 

— tan 9 . . 

^ — tan P + j 

(1-11) 

and 

T = 1 — p = cos 9e~^* 

(1-12) 


By comparing these results Avith the definitions of p and t, we see that 
in this case 

po = sin 9, a = ^ — 9 
Tg = cos 9f 

1-6. Calculation of the Reflection Produced by Two Networks along 
a Transmission Line. — Consider now the case of two points of reflection, 
as shovTi in Fig. 1-13. Let the distance between these points be deg. 
It will be convenient to work in terms of n and p\ which are, respec- 
tively, the transmission and reflection coefficients of reactance at A, 
under the assumption that the reactance at A is the only one shunted 
across the transmission line. Similarly, let pt and n be, respectively, the 
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reflection and transmission coefficients of the reactance at B, also under 
the assumption that the reactance at B is the only one shunted across 
the transmission line. Let the amplitude of the current in the incident 
direct wave, wluch travels from the generator toward A, be unity, and 
let the phase of this current be zero at A. Let the Mai current in the 
forward wave as it leaves A in the direction of B be represented by the 
complex number XJ. As this direct wave arrives at B, it is equal to 
Ue~’^. The total reflected wave that travels from iS to >1 is therefore 
P 2 Ue~’'^. This wave is again reflected at A and forms a part of the direct 
wave XJ. The wave reflected at A toward B is PiPiUc~‘‘^. The direct 
wave !7 is a sum of the portion ti of the primary wave transmitted 
through the junction and the reflected wave piP 2 Uc~~’^. Thus we have 

U = Ti Pip2Ue~^‘^ (1—14) 

This equation can be solved for U and 


U = 


Tl 

1 — 


(1-15) 


The total reflected wave R which goes back toward the generator is a 
sum of two waves, the wave reflected at A, which is equal to pi, and the 
portion of the reflected wave from B, which is transmitted through the 
junction at A, i.e., TiPiUcr-’^. Therefore, 


R — Pi + 


By substituting 


2/’f' 

1 — piP2C~-’'^ 


Pi = PloC’“>, P2 = P20C^“» 
Tl = TioC’’’* 


and using the fact that 


IT 


we get 


7'io“ + pio^ = 1 and jji — «! = — ^ 


1 — Pl0p20C'<“l+“s--'*'^ 


The square of the absolute value of R is therefore 


(1-16) 


(1-17) 


2 _ PlO^ + P20~ 


= f 


(PIO ~ P2 d)- , 

2pi0P20 cos V _ (1 — PioP2o)* ' 


+ Pio“p2o^ — 2piop2o cos V 


4pi0p20 , „ V 

(1 - PioP 2 o )-^“^‘2 


1 + 


4pioP2i 


(1 


Pl0P20)“ 2 


(1-18) 


where 


V = ai -j- as ~ 2'^ 



14 VERY mOH-FREQUEtlCY TECHNIQUES ICiiAp. 1 

The value of IHl is mmimum or maximum when a = 0 or u = a. 

The maximum value can bo found from 

i»u — (Pu 'h fw)* 

“ (1 + p„m«)« 


|R|- 


(1-19) 

( 1 - 20 ) 


the tni'nimiim , from 

(1 — ptcpto)* 

The values of the standing-wave ratio that correspond to these values of 
1^1 are 

I pw + I 


\ + 


1 + PicPiaf 


1 - 


0 + Pt# I 


= ff-jiTs 


1 + 

Pi» ~ Pit 

1 •“ PitPto 

T 

Pl» ~ Pto 


1 — PlbPtft' 


! — if PlO > Pit I 

Z 

— if pit < pto I 


(1-21) 


where pj - « r *^ -— . Thus we sec that the standing-wave 

1 — Pia 1 — Pit 

ratio that is produced by two networks must fluctuate between the prod- 
uct cifft and the ratio or of the standing-wave ratios produced 
by these networks w'hen each is placed alone on a rcflcctionless trans- 
mission line. Complete compensation, t'.e., c = 1, can be had only when 
“ fTi and j; ** 0, 2ir, etc. 

Let us assume that sin v/2 « 0 and pa ^ p-o at the frequency / = /«. 
Then at other frequencies near ft smaller values of |72|- are obtained if 
Pio and Pit remain equal, because the numerator of Eq. (1-18) is a sum of 
two positive terms. When pa remains equal to pa in the neighborhood of 
ft, where sin v/2 is small, we have 

and 

. „ 1 + 2 (p. - i) |xi„ ij =. 1 + 2 (v. - |.i„ _ ^)] (1-22) 

The rate at which cr deviates from unity thus depends on the product of 

”” ^ f'he distance between the 

networks, is large in comparison with the length of the compensating 
networks and the latter are not sharply resonant, as is usually the case, 
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the value of varies much more rapidly than aj + 0 : 1 . Then the devi- 
ation from unity of a, the standing-wave ratio due to the two networks, is 
rapid. This rate of deviation is still further increased when cri is large. 

In deriving these equations, it has been assumed that tlie impedance 
shunted at A is a reactance. Nothing has been assumed in regard to the 
nature of the impedance at B except that it has a reflection coefficient 
Pioe”’’, which imposes no limitations at all. It can be shown that all 
the results deri^'ed above apply equallj'^ well when the compensating net- 
work on the generator side is a scries reactance or, in fact, any nondis- 
sipative network or a combination of nondissipative networks. The 
proof of this more general theorem is length}’’ and wilt not be given here. 

The above calculations show that (1) at any one frequency it is always 
possible to cancel completely one reflection by another; (2) as the fre- 
quency is changed from this critical frequency, the reflection increases 
at a rate that is a function of the distance between the two sources of 
reflection; (3) the greater the distance between the two reflections, the 
greater is the rate of increase in over-all reflection; (4) the greater the 
individual reflections, the greater is the rate at which the total reflection 
increases ndth the deviation from the critical frequency. These arc preva- 
lent ideas. They apply to almost every kind of compensation that is 
employed in the design of bi’oad-band antennas. 

We have considered a simple case consisting of a single compensating 
reflection. A number of other possibilities exist. It is convenient to 
regard the pair consisting of the primary reflection and the first compen- 
sating reflection as one single source of reflection. This reflection pro- 
duces zero reflected waves at the critical frequency but above and below' 
this frequency re-sults in a back \Yave having a certain amplitude and a 
certain phase. It is possible to insert into the transmission line one or a 
combination of several i-oflections that are zero at the critical frequency 
but that tend to cancel out the reflections of the first pair above and below 
the critical frequency. This might be called compoxmd compcnsalioii. 
Compound compensation has been applied at frequencies below 70 Me 
where other means for obtaining the desired band W'idth resulted in 
prohibitive size of the antenna. 

1-6. Radiation Patterns and the Elementary Huygens’ Principle. — So 
far w’e have considered in some detail the phenomena that take place on 
the transmission-line, or w’aveguide, side of an antenna. We shall no'W’ 
inquire into what happens to the w'aves in free space after they leave the 
antenna. Consider first the horn radiator showm in Fig. 1-9. The 
waves proceeding within the horn continue on into space \vithout chang- 
ing their general direction of travel. At the aperture of the horn the 
phase front, i.e., the surface along ■which the electric vectors have 
the same phase at a given instant, is a curved surface somewhat like the 
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Tig 1-14 — lUuatrntea vector addition 
oI tbe Belda arrivinB Iro^n eleroentary 
Huyeens' sources. The beWieen 

the successive \ectora are phase an^es. 
There is an infinite number of individual 
Huygens' sources but an approximate 
result maj be obtained by dividing them 
mto four or more groups. 


cover o£ a rectangular watch with the convex side toward free space. 
By Huygens’ principle, as used in dementary optics, each point along 
the phase front may be regarded as a new source of radiation. If the 
curvature of the phase front is slight, which is actually the case when the 
taper of the horn is small, the phase 
surface approximates a rectangular 
section of a plane. At a distant 
point along the avis of the horn the 
Avaves arriving from the individual 
Huj'gens’ sources are in the same 
phase, so that the amplitudes of the 
individual electric vectors add to 
make a large total. At a distant 
point along a line such as line CPt, 
at an angle to the axis of the horn, 
the AA-aA'es arru’ing from the individual sources have different phases, the 
electric-field vectors S-dding vectorially as shown in Fig 1-14. In this 
case the resultant field is only a fraction of that existing along the horti 
axis. It is clear that the radiator of Fig. 1-9 does not send electromag- 
netic waves equally in all directions but distributes 
them in space, in a manner illustrated in Ilg. 1-15, 
in Avhich angle is the angle between the axis of 
the horn and a direction in a plane passing through 
the a\is of the horn. The radius vector drawn 
from zero to a point on tlie locus C is proportional 
to the electric field along the surface of a large 
sphere having its center at the center of the aper- 
ture of the horn. 

The radiator of Fig. 1-1 results in a somewhat 
different distribution of electric field in space. We 
can again get a qualitative idea of the distribution 
of the radiated field by applying the elementary 
version of Huygens’ principle. In this case the 
phase front at the aperture of the radiator is a 
curved surface which in the first rough approxima- 
tion is a portion of a cone, as shown in Fig. 1-16. 

Because of the symmetry about tbe axis OZ of the 
antenna, the electric field has the same value along 
any small circle such as C on a large sphere S. 

The electric field, however, varies from point to point along a great circle 
passing through Z. In a direction ON, which is normal to the conical 
phase front, the waves originating from the individual Huygens’ sources 
on the phase front are more nearly in phase than in other directions such 



Fio. 1-15 — A typi- 
cal radiatioa pattera of 
a amaU hots antenna. 
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as OM. The result is that the electric field along a great circle {e.g., one 
in the plane of the paper) is distributed as shown in Fig. 1-17. It is clear 
that the radiator of Fig. 1-1, like the horn of Fig. 1-9, does not radiate 


equally in all directions but has 



Fio. 1—16. — The phase front at the 
aperture of the radiator of Fir. 1-1; 
roughly conical as shown b 5 ' broken line F. 


distinctive directional characteristics. 
Because there are some planes, such 
as the planes of' the small circles, 
within which the electric vector is 
constant in all directions, the radia- 
tor of Fig. 1-1 is sometimes called 
omnidirectional. The word omnidi- 
rectional as used in this connection is 
misleading because it applies only in 
a narrow sense. 

yM 


y 



Fiq. 1-17. — Tho main fea- 
tures of flic radiation pattern of 
tho antenna of Fig. 1-1. 


1-7. Equivalence Principle and Radiation Patterns of Apertures. — 
The application of the elementary form of Hu 3 ’^gens’ principle to antennas, 
such as the horn of Fig. 1-9 or the radiator of Fig. 1-1, is not justified 
when quantitative results are desired. A modification of this jirinciplc 
designed to take account of line charges along the edges of the aperture 
as well as of the vector character of the electromagnetic field is based 
on the so-called equivalence principle. In accordance with this principle 
the aperture is closed by an imaginary surface S carrvdng a distribution of 
electric charges, electric currents, magnetic charges, and magnetic cur- 
rents which, taken together, exactlj’^ cancel the electric and magnetic 
fields of the aperture just outside tho surface S. The field of tho magnetic 
and electric currents and charges is calculated bj' the v'octor-scalar- 
potential method. The radiation field of the aperture is equal to this 
calculated field except for a change in sign. This procedure is accurate 
when the surface S is either a closed surface or a surface exl, ending to 
infinity. Approximate results are obtained when the surface is extended 
only over the aperture, provided that the field outside the aperture is 
sufficient!}'’ small so that its contribution may be neglected. 

The equivalent current and charge sheet along surface S has the 
following properties. The surface density of the distributed electric 
charge is such that it cancels the normal component S„ of the electric 
field on one side of surface S. The electric current density i is such that 
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the equation of continuity is satisfied along S. This current density is 
that required to cancel 3Cp, the component of the magnetic field SC pardlel 
to surface S. Similarly, the magnetic charge density is chosen so as to 
cancel the normal component 3C, of the magnetic field on one side of 
surface S. The magnetic current density t*, which is related to magnetic 
charge density a* by the equation of continuity, turns out to be just 
sufficient to cancel 8,, the component of 8 parallel to surface S. The 
direction of t is normal to 3C,„ and the direction of t* is normal to 

The magnetic and electric fields produced by the magnetic and electric 
charges and currents, after reversal in signs, are 

JC = curl ^ A* + — grad (div A*) 
c jw 

in electromagnetic units 

S = — ^ A + — grad (div A) — curl A* 
c ju 

m electrostatic units 

where A- J j^ds,A* = cj ^ ds and c is the velocity of propa- 
gation m free space. The magnitude of t * (c/2t) 3C, and i is perpendicu- 
lartoKp. The magnitude of t* * (l/2irc)8,andt*isperpendicuInrtoC,.‘ 

This method may be applied to calculate the field from the narrow slot 
antenna of Fig. l-ll. In this case it is convenient to take as surface S a 
plane parallel to the metal sheet into which the slot is built. If surface 
S is at a very short distance from the metal, the following assumptions 
are appro^mately correct. Within the aperture the normal component 
S„ of the electric field is zero. Outside the aperture, in the immediate 
neighborhood of the metal sheet, the parallel component Bp of the electric 
field is zero Since i = (c/2r)JCpand** = (l/27rc)6p, it follows that i* = 0 
along the entire surface except within the aperture. Therefore the 
integral 

A" - cj j ~ds 

is extended only over the aperture. The electric current sheet along 
surface S contributes no field because it has an equal and opposite image 
in the metal sheet. When surface S is sufficiently close to the metal, 
the field of the image of the electric emrent in the metal sheet cancels 
the field of the current. This is true even of the current along that 
portion of the surface which is within the aperture, provided that the 

* A more detailed discussion and references are given m Alfohd, Andrew, tfltra- 
short Electromagnetic Waves: V, Radiation, Elec. Eng., 62, August, 1943 This 
subject is related to recent work of Cooker m connection with Babinel’s principle. 


( 1 - 23 ) 
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aperture is narrow, for the direction of i is parallel to the long sides of 
the aperture. The field of the electric charges is also canceled out by 

the image. ^ 

The image of a magnetic current in a metal sheet is positive because 
the electric hues of force around a magnetic current are closed curves, as 
shown in Fig. 1-116, so that two parallel magnetic currents flowing in the 
same direction result in cancellation of the tangential component of the 
electric field along the plane that is equidistant from the currents. 
The cancellation of the tangential component of the electric field is the 
condition that an image must fulfill. 

The image of a magnetic charge is also positive because along a metal 
surface the normal component of the magnetic field must be zero, and this 
requirement is consistent only with a positive image. 

As the distance between surface S and the metal sheet is decreased to 
zero, the field due to the electric currents and charges is canceled out 
by the images, while the field of the magnetic currents and charges is 
doubled. Thus we arrive at the conclusion that the field of a narrow slot 
in an infinite metal sheet is given by 


where 


3C = 2 


A* gi-ad (div A *) 
c jw 

8 = —2 curl A* 


A* = c 



[i!] 

r 


ds 


(1-24) 


the integral being extended over the aperture of the slot and i* 


JL 

27rc 


Sp 


w'ith the direction of i* perpendicular to Sp. 

1-8. Elementary Dipole; Vector-scalar-potential Method; Radiation 
Patterns of Thin Antennas. — ^Another, alternate, 
approach to the problem of the distribution of field 
produced by a radiator of a given shape is based on 
the properties of an infinitesimal dipole. An exact 
solution for the distribution of electric field radiated 
from an infinitesimal dipole was obtained by Hein- 
rich Hertz.^ At a large distance from the dipole 
the electric field is distributed as sho\vn in Fig. 1-18. 

The utihty of the dipole concept comes from the fact that thin 
radiators, such as the one illustrated in Fig. 1—19, may bo thought to be 
broken into a number of small segments, each of wdiich is equivalent to an 



Fig. 1-18.— Iladia- 
tion pattern of a small 
vortical dipolo in tlio 
vertical pl.anc. 


1 PiBHcE, G. W., “Electric Oscillations and Electric Waves," McGraw-Hill Book 
Company , Inc., New York, 1920; Slater, J. C., “ Microwave Transmission,” McGraw- 
Hill Book Company, Inc., New York, 1942. 
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infimtcsimal dipole. Consider the current distribution in n dun radiator 
fhoivn by curve I in Tig. 1-19. If the radiator of Fig. 1-19 is assumed 
to be subdivided into small segments, each segment may be regarded as 
a dipole uitli a different current flowing through it. The current in a 
particular dipole located at a dUtance z from tlie end of tiie radiator is a 
function of 2 . The charges on the ends of the adjacent dipoles do not 
(juitc caned out. Tlie difference between these charges, how ever, comes 
out to be exactly equal to the surface charges required by the conditions 
of continuity. Once a radiator has been broken up into dipoles, it is 
easv to visualize at lea**! the main features of the radiation pattern with- 
out a detailed calculation. Con- 


sider the radiator of Fig. 1-19. 
Since both conductors are assumed 
(o be thin, the reflection of the 
waves at the ends of the radiators 
is nearly complete.' Under these 
conditions there is a standing wave 
along Li, the current being distrib- 
uted approximately as shown by 
curve I in Fig 1-19. The current 
along Lt is also in the form of a 
standing wave which is a continua- 
tion of the standing wave along Li 
when both Li and Li are H wave- 
length long. The current along Lt 
flows in the same direction as the 
current in L\ and, further, the cur- 
rents flowing at all points along Li 
and Lt are in substantially the same 
phase. If Li and Lj are broken 
into dipoles as shown in Fig. 1-19, 
it i'! clear that the maximum radiation is at right angles to L because 
in that direction the individual dipoles contribute electric vectors that 
are in tiic same ph.a5C at a large distance. Also, no radiation will be 
emitted in the direction of the axis of the antenna, because the individual 
dipoles radiate nothing in tliis direction. In an intermediate direction 
such • j OP the total electric field is less than that at right angles to L for 
two reasons: (1) because each individual dipole radiates loss in this direc- 
tion and (2) because the electric vectors from the individual dipoles will 
not add arithmetically but will add vcctorially, each having a different 
time phase. 



Tia 1-10, — On« form of sleet c antfona. 
Tlie (lotlo<l curve / ehows the approximale 
form of the current ilintribution. The 
fieurr.of^ight pntterns arc rndtation pat- 
terns of t«o <]( the large number of dipoW 
into Hfiirh the antenna tn.ny be subdivided. 


‘ This is only approximately true at the lower end of the sleeve in Fig. 1-19. 
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1-9. Radiation Patterns of Cylinders. — ^The radiator shown in Fig. 
l-2c differs from that of Fig. 1-2/ in that the radiating element is a fat 
cylinder. The reflection at the end of a fat C 3 dinder is only partial. The 
reflected wave along the C3dinder is not equal to the direct wave traveling 
outward, so that the phase of the total current along the radiator is no 
longer constant but varies progressive^ from point to point. The fatter 
the C5dinder, the smaller is the reflected wave in comparison with the 
direct wave. For this reason radiation patterns of fat cylinders, at least 
in a qualitative way, tend to approach the radiation patterns of conductors 
carr 3 dng onl 3 '' waves traveling in one direction. In order to gain a picture 
of what happens under such idealized conditions, we shall assume that 
waves along conductor TF in Fig. 1-20 are propagated from left to right 



Fig. 1-20. — A diagram used in the discussion of a radiation pattern of a wire carrjdng 
waves that travel from left to right. The source of energy i.s not shown. The terminating 
impedance Z<s, shown diagrararnatioally, could bo a resistor in series with an inductanco 
and a small spherical capacitor. 

and that the 3 '^ are not reflected at the end of the conductor. If con- 
ductor W is broken into elementar 3 ’- dipoles, the phase of the current in 
each dipole increases linearl 3 ’- with z. Consider the radiation from dipoles 
1 and 2, separated b 3 ’’ a distance D. The phase of the current in dipole 2 
is retarded vith respect to the phase of current in dipole 1 1 ^ 3 ' the number 
of electrical degrees corresponding to distance D. In the direction such 
as Si each dipole radiates maximum electric field, but the two electric 
vectors differ in time phase vdth respect to each other by the angle 27 r D /X 
and the fields add vectorially. In a direction such as S 2 each dipole 
radiates a somewhat weaker electric field, ])ut the two fields add more 
nearl 3 '' in phase because the radiation from dipole 1 has to travel a longer 
distance, and tliis fact reduces the phase advance of the field from this 
dipole -with respect to the field from dipole 2. In a direction such as S 3 
the fields from dipoles 1 and 2 are very nearly in phase, but the individual 
fields are very small. Similar arguments could be extended to appl 3 '- to 
any number of dipoles along conductor 17. AVhen this is done, it is 
found that the maximum field results in some direction such as S 2 which 
is intermediate between the direction of the conductor and the direction 
at right angles to the conductor. The exact value of the angle between 
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the conductor and the direction of maximum radiation depends on the 
length of the condiJctor in wavelengths. Tlie radiation pattern of a 
conductor carrjdng traveling naves is thus tilted toward the direction of 
propagation. 

It k po-sible to carrj* out an accurate calculation of such patterns for 
conductors of various lengths nhen the conductor is assumed to have a 
diameter small in comp.irkon nith the wavelength. The results of such 
a calculation are illustrated in Fig. 1-21. 

Since even along verj* fat cylinders the amplitude of the reflected wave 
is not zero but has a finite value, the radiation patterns of such antennas 
are intermediate between the patterns for traveling waves, illustrated in 
Fig. 1-21, and the well-known patterns of conductors carrying standing 
waves. 



rndjitiofl pnttern ot a thin wire four wavptenEths long. 


When the distribution of the amplitude and phase of the current along 
a conductor or conductors is known at every point along their surfaces, 
the radiation field may bo calculated by subdividing the conductor into 
elementary dipoles or by the equivalent procedure that makes use of the 
.scalar and veclor potentials. Both methods are well knomi, so that no 
derivation need be given here. Tbcvcctor-scalar-potential method, when 
nppliefl to u-h-f currents, gives the magnetic and electric fields in the 
following form: 

0 - “ y -I grad (div ri) 

OC = curl .1 

uhero 



and the integration U carried out ox'er the surface of the conductor. 
1-10. Relation between Radiation Patterns of Conductors and Aper- 
IS instructive at this pmnt to compare the radiation pattern of a 
conductor with the radiation pattern of an aperture in an infinite plane. 


(1-25) 
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Accordingly, we shall compare Eq. (1-24) of Sec. 1-7 wth Eq. (1-25). 
Such a comparison shows that there is only one important difiference: 
ae and S are interchanged. The distribution of field due to an aperture 
in an infinite flat sheet is thus identical, except for the interchange of 
3e and 8, with that due to a flat conductor, of the same shape as the 
aperture, carrying current that at eveiy point is in the plane of the con- 
ductor, normal to the electric field in the aperture, Ep, and proportional 
to Ep. This similaritj’- of radiation fields of apertures and conductors, of 
course, holds good only on that side of the infinite plane where the aperture 
produces a field. For example, the field of a nan-ow aperture a half wave- 
length long (in wliich 8^ is at right angles to the long dimension) is identical 
uith that of a half-wave antenna except that the lines of magnetic force 
are replaced wdth lines of electric force, and idee versa. 

The lines of electric force due to an aperture are semicircles termi- 
nating on the metal sheet. The radiation pattern in a plane at right 
angles to the long dimension of the aperture is a semicircle. The radi- 
ation pattern in a plane through the long axds of the aperture is given by 

9°^ t(7r/2) cos 0 ] ^ .g well-known pattern of a thin lialf-wavo 

sin e 

antenna. 

1-11, Some General Properties of Directional Antennas. — Many 
applications call for broad-band antennas with highly directional charac- 
teristics. The property that makes an antenna very directional has 
been mentioned in connection with the horn of Fig. 1-9. This property, 
stated in a general way, is that the phase front in the immediate neigh- 
borhood of the antenna must be a flat, or at least approxiraatelj’’ flat, 
surface that has substantial dimensions in comparison with the wave- 
length. The horn of Fig. 1-9 is a good example of abroad-band directional 
antenna. The horn produces a nearlj’’ flat phase front. Substantial 
changes in frequency do not result in substantial changes in the shape 
of the phase front near the aperture of the horn. The horn there- 
fore remains very directional as the frequency is vaided. As the frequency 
is increased, the area of the aperture in terms of square wavelengths 
increases and so does the directivity. 

It is customary to measure directmty in terms of beam width, which is 
defined as that angle within which the electric field does not fall below 
0.707 of its maximum value. Under certain conditions, which usually 
are approximately satisfied in practice, there is a simple relation between 
the beam width and the dimensions of an aperture. Consider a rec- 
tangular aperture with a horizontal dimension a and vertical dimension h. 
Assume, further, that the phase front is a plane and that the inten- 
sity within the phase front is uniform. If the aperture is divided into 
two equal parts by a vertical line through the center, there arc two 
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apertures which act as two sources in the direction normal to the aperture. 
In a direction at an angle 6 from the normal, in the horizontal plane, the 
waves coming from the two apertures are no longer in phase. The 
average phase of the waves coming from the left aperture differs from 
the average phase of the waves coming from the right aperture by the 
phase angle which is equal to {2irfh){a/2) sin 6. When this phase dif- 
ference is 90 deg, the sum of the electric fields from the two apertures is 
0.707 of the maximum value along the normal. This occurs when angle 
d is such that 


When angle 6 is small, sin 0 ~ ® in radians, so that the beam width 
W = 26 is 

ir = 20 = - rad =» 57.3 - deg 
a a 

This calculation disregards the directivity of the radiation from each 
half of the aperture When this directivity is taken into account the 
result is 

IF - 29 - 51 ^ deg. 

A convex phase front results in a broader beam than a uniformly illumi- 
nated one. When the Ulumioation is concentrated toward the center of 
the aperture and falls off toward the edges, the beam width is increased. 

When the illumination is not uniform, it is still possible to write 

ir-K^ 

a 

in which iC is a characteristic of a particular type of illumination. 

In at least one direction a directional radiator produces greater field 
than a nondirectional one when both are energized with the same amount 
of poiver. By supplying two radiators of different directivities with 
different values of power it is possible to find that power ratio which 
causes equal fields to be produced by the two radiators at a distant point. 
The power ratio P 1 /P 2 is called the potpcr gain of one radiator ivith respect 
to the other 

It has been found convenient to give the power gain of directional 
radiators with respect to a so-c^ed isoirojiic radiator which radiates 
linearly polarize waves equally in all directions. While such a radiator 
does not and cannot e.xist, it is useful as a standard of comparison. All 
values of power gain in this book are ^yen with respect to the isotropic 
radiator except when otherwise stated. 
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The following simple relation between power gain and beam width is 
useful when maldng crude estimates. Let TFi deg be the beam width of a 
given directional radiator in the horizontal plane and TFs be the beam 
mdth of the same radiator in the vertical plane. The beam can then 
be described as occupjdng TFi X Fz sq deg. The total number of square 
degrees in a sphere is approximate!}’’ 41,000. The power gain G of the 
directional radiator wnth respect to an isotropic one is therefore given 
by the relation 


41,000 
IFi X 


(1-26) 


This formula is not e.\'act because it fails to take into account the 
exact shape of the beam and the minor lobes. In spite of these short- 
comings this formula may be used in making estimates except when the 
beam has an unusual shape. 

Consider a radiator with a rectangular aperture with sides a and b. 
Then 


= IF, = /Coy 

a b 


When these values of TFi and W* arc substituted in Eq. (1-26), we got 


_ 41,000 ah 
KJCt r- 


(1-27) 


This equation is a special case of a more general equation 


G = 


A 


area of apertui e 
X- 


(1-28) 


When the aperture is large and is uniformly illuminated, A = 12.50 = 47r. 
For nonuniformly illuminated apertures the value of A is lower than 
12.56. For example, for apertures of parabolic reflectors the value of A 
is usually between 6 and 8. When Eq. (1-28) is applied to small apertures, 
i.e., apertures of the order of A-, the results are not reliable because the 
approximate formula for the beam wddth used in deriving Eq. (1-28) is 
inaccurate when a is comparable -with X. 

In the chapters that follow, various types of broad-band antennas 
are discussed in detail. A number of the ideas and mental pictures 
sketched in this introduction are applied to specific cases and sometimes 
are also considered from a different point of view. The art of broad-band 
antennas is still very young, with the greater part of the realm as yet 
unexplored. It is hoped that the data and ideas described and compiled 
in the following pages will stimulate interest and further efforts. 



CHAPTER 2 

ULTRAHIGH-FREQtTENCY MEASUREMENTS 
By J. a. Xelson, D. Lazarus, J. W. Chbistensen, and R. R. Buss 

2-1. Transmission-line Measurements. — Since discussions of the 
theory of transmission-line measurement are available in many standard 
texts, in this section tlie discussion is limited to the transmission-Iine- 
measurement techniques that are of particular importance in the develop- 
ment of broad-band antennas The equipment and techniques described 
are applicable to measurements at frequencies from below 100 Me to 
above 3000 Me. 

It is possible to determine the input impedance of an antenna (or 
other device) by measuring the voltage or current distribution on the 
transmission line feeding the antenna. If the ratio of the voltage maxi- 
mum to the voltage minim um, the distance from the antenna to a voltage 
minimum, the characteristic impedance, and the velocity of propagation 
in the line are known, the antenna impedance may be determined, os 
shonm in Sec. 2-14. 

2-2. The Smith Chart. — The Smith chart’ is of such great usefulness 
in the solution of impedance relations determined from transmission-line 
measurements that a description of the calculator and brief directions 
for its use are included here.* The calculator can also be used for the 
solution of M'aveguidc transmission problems (Sec. 2-20). 

The chart, Fig. 2-1, is essentially a transmission-line circle diagram, 
with all impedances normalized or converted to a per-unit basis by expres- 
sing them as fractions of the characteristic impedance Zo of the line, as 
indicated in Fig. 2-1, Admittance, in the form F = G -f- jB, is similarly 
normalized by dividing actual components by the characteristic admit- 
tance Fo of the line. Admittance problems are then solved in exactly 
the same manner as impedance problems by interpreting the designations 
of resistance component and reactance component on the chart as conduct- 

‘ Smith, Phicup H., Tmnsmtsaon Unc Calculator, Eledrcmtcs, IT, 1 (1944) •, 12, 
29 (1939). A plastic calculator of considerable utility is manufactured and marketed 
by the Emeloid Co., Arlington, KJ. 

* A chart useful for similar purposes is desenbed by H. Cafferata, Marconi Rev , 
January-Februarj', 1941, p. 12; March, 1941, p. 21. This chart gives impedance in 
the polar form. An enlarged chart, giving attenuatioiim decibels, rather than nepers, 
has been constructed for the U.S. Naval Research Laboratory and is published by the 
¥. S, Hydrographic OfEce as Puhlicattonz U. Q Hfisc. 9909 and 9999a (a smaller form) 
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atice component and susceptance component, respectively (capacitive 
susceptance is positive). 

The chart is composed of an orthogonal sj^tem of coordinate lines of 
constant series resistance and constant series reactance, all passing 
through the point of infinite impedance. The movable scales (the 
circular wavelength scale at the edge and the transparent arm and 
indicator) m conjunction wth the chart relate the impedance (or admit- 
tance) at any point along a uniform transmission line to the impedance 
(or admittance) at any other point and to the several other electrical 
parameters such as voltage or current standing-wave ratio (ff), attenua- 
tion, and reflection loss. Circles of constant radius, centered at the 
point R/Zo = 1, X/Zo = 0 (the center of the chart), correspond to fixed 
values of standing-wave ratio. For example, the impedances anywhere 
on a uniform lossless transmission line having a voltage or current stand- 
ing-wave ratio a of 2.0:1 all he on the circle passing through the points 
F/Zo-2 0, X/Zo^Q; R/Zt^OS, X/Zc=±0Q; R/Z<, = 0 5, 
X/Zq " 0 Thus, since the<r of a lossless uniform line remains the same 
throughout its length, if either the impedance at any point on the line 
or the c of the line and the position of a voltage maximum or minimum 
are known, the impedance at any point can be found by setting the slider 
on the transparent arm at the impedance or at the standing-wave ratio 
c (which equals the per-unit resistance R/Zo at a voltage maximum) 
and rotating the arm the desired number of wavelengths toward the load 
or generator as required. Since impedances repeat every half wave- 
length, an integral number of half wavelengths are subtracted from the 
required wavelength distance to be traveled so as to bring the remainder 
to a quantity less than ^ wavelength. Total attenuation may be 
introduced into the determination at any point of the calculation by 
moving the slider the required number of decibels toward the center or 
toward the rim of the chart, according to whether the unknown quantity 
to be determined is closer to the generator or to the load, respectively. 

Reflection loss and the loss coefficient due to additional copper and 
dielectric loss that result when standing waves are on the line can be 
evaluated from the nomograms on the trai^parent arm, as well as such 
quantities as <r expressed in decibels (impedances disregarded), and maxi- 
mum and minimum values of current and voltage (compared with values 
on a matched line carrjdng equal power). 


Example; An antenna exhibited an impedance corresponding to a o- of 1.2 
when measured with a 50-ohm slotted line. The minimum-voltage point shifted 
0.13 wa\'elength toward the generator when the measuring equipment was short- 
circuited at the antenna. What is the antenna impedance? 

Solution- Set the indicator at a o- of 1.2 and rotate the arm 0.13 wavelength 
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toward the generator from the zero-impedance end of the resistance axis since 
the low-resistance point on the line with the antenna connected is 0.13 AvaA^elength 
farther from the generator than the reference zero-resistance (short-circuit) point. 
Then 2^/Zo = 1.0 + jO.lQ; so ^ = 50 j9.5 ohms. 

2-3. Components of Impedance-measuring Equipment for Wide 
Frequency Ranges. — The essential components of a transmission-line 



Fig. 2-2. — Block diagram of impcdancc-mcnsnritig equipment. 


measuring setup are a slotted coaxial measuring line, a traveling probe, 
a probe-output indicator unit, and a signal generator (see block diagram 
Fig. 2-2). Each component should be designed to require a minimum 
of adjustment for frequency changes over a wide range. A measuring 
line with continuous dielectric sup- 


port for the inner conductor (see 
Fig. 2-3) and having no discontinui- 
ties at the load end of the line may 
be used at any frequency for which 
the dielectric material has negligible 
loss and the line diameter is not 
large enough to permit the e.xistence 
of modes other than the primaiy 
mode. The line must, of course, be 
at least 3^ wavelength long at the 
lowest frequenc 3 ^ A line long 
enough to use at 80 Me is unneces- 
sarily long for use at 3000 Me. 



Continuous dielectric support for 
the inner conductor is desirable in a 


I'lO. 2-3. — Typical cojisti iiction of a SO-oliiii 
measuring line. 


measuring line for use at low frequencies, since a long inner conductor sup- 
ported only at the ends is liable to sag or become bowed, and since dielectric- 
bead support distorts the voltage distriljution on the transmission line. 
A measuring line for very high frequencies may be an air-dielectric line 
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-with bead supports at both ends of the line. For these reasons it is 
desirable to have several measuring lines for different portions of the 
frequency range. It is sometimes desirable to have measuring lines of 
various diameters to eliminate the use of tapered connections (see Sec. 
2-7). 

The use of an untuned probe is recommended for broad-band work, 
since no time need be spent in tun- 
ing the probe, and the signal is at 
all times apparent on the indicator. 

2-4. DetectorProbes. — Aprobc 
consists of a shielded box that may 
be mox'cd along a slotted measuring 
line and that Im-s a voltage pickup 
wire or a current pickup loop ex- 
tending through the slot into the 
field inside the measunng line (Fig 
2-4). The probe shown in Fig. 
2~la is an r-f output probe, with no 
detector. The probe in is a erj's- 
tal probe, in which one end of the 
pickup wire extends into the coaxial 
line, and in which the other is con- 
nected to t^^o crystal detectors, 
both grounded on the far side, one 
directly and the other through a 
capacitor. The detected signal is 
the d-c voltage between the inner 
and outer conductors of the probe 
concentric output line. The probe 
in c is a bolometer probe, in which 
two bolometers arc usctl. The r-f ^ 
current in the pickup wire flows to 
ground through the two bolometers, 
which are in parallel for r-f currents 
snee the capacitor acts as an r-f 
short. The two bolometers are in series as far as the probe output is con- 
cerned. The probe in d is a diode-detector probe. At e and /, respec- 
tively, are RhoT,vn a loop current probe and a pickup wire voltage probe. 
The spacing between the probe and the inner conductor should bo kept as 
large as ; esible. 

Usually the traveling probe on a measuring line has a detector such 
as a crystal, a diode, or a bolometer built into it. In general, the bolo- 
meter-type probe is preferable, since the bolometer is known to have 



Ftq. 2-4. — Various traveling-probe 
types (a) r-{ output probe, (ft) crystal 
probe, (c) bolometer probe; (d) diode 
probe, («) tunent probe, (/) voltage probe. 



31 


Sec. 2-6] VLTRAIIIGH-FREQUENCY MEASUREMENTS 

square-law response and requires no calibration. A crystal or diode must 
be calibrated frequently to ensure accuracy. The d-c output of the diode 
or crystal may be measured directly with a microammeter, or "with a 
vacuum-tube voltmeter. When a crystal or diode is used, the u-h-f 
signal ma}’’ be modulated or not, as is most convenient. 

. A bolometer is a small piece of fine wire, the resistance of which is 
proportional to temperature and, therefore, over the normal temperature 
ranges encountered, proportional to the square of the cimrent flowing 
through the wire. The current in the wire is, of course, proportional to 
the voltage or cm-rent picked up on the transmission line by the pickup 
wire. A Littelfuse SAG Moo-amp fuse makes a satisfactorj^' bolometer, 
although bolometers of smaller size and greater sensiti\dty are available 
for use at very high frequencies. It is customary to increase the sensi- 
tivity of a bolometer by appl 3 dng a d-c voltage that heals the bolometer 
almost to the burn-out point. A modulated u-h-f signal is used on the 
transmission line in the conventional application of the bolometer. As 
a result of the modulation, the bolometer resistance varies at an a-f 
rate and gives rise to an a-f voltage, proportional to the square of the 
voltage on the transmission line, which maj’’ be impressed on the first 
stage of an audio amplifier. The amplifier output may be fed to a meter, 
or to an oscilloscope. When wide voltage variations, i.c.., large standing- 
wave ratios, are to be read, it is convenient to have a calibrated attenuator 
built into the circuit and to read the ratio of attenuator settings required 
to equalize the maximum and minimum signals. The input-to-output 
ratio of the amplifier must be constant for a wide input voltage range. 
A tuned amplifier may be used when the audio modulation is sinusoidal 
and of a fixed frequency. 

2-6. Use of Probe with Receiver. — It is possible to use an r-f outj)ut 
probe wth a receiver for an indicator unit. Such a system is verj'- useful 
when the generator power is small. It is necessary either to calibrate 
the receiver or to use a calibrated r-f attenuator in either the probe or the 
generator circuit. The attenuator is used to set the receiver reading to 
the same value Avhen the probe is set at the maximum and minimum volt- 
age points on the slotted line. The ratio of attenuator settings is the 
standing-wave ratio. Two common sources of error in making standing- 
wave ratio measurements with an attenuator are (1) overloading of the 
receiver and (2) variable impedance at either end of the attenuator. 
The latter may be avoided by inserting some high-attenuation cable 
on each side of the attenuator. Usually the generator output is great 
enough to allow the use of sufficient lengths of lossj'- cable. 

2-6. Calibration of Probes and System.— A convenient way to cali- 
brate a detector, or to check the accuracy of any part of the equipment 
is to measure the voltage distribution along the transmission line when 
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it is short-circuited at the load end. Any deviation from the expect^ 
sine curve indicates au inaccuracy of some sort. For instance, a bump in 
the curve indicates some mechanical inaccuracy, usually in the relative 
position of the inner conductor nith respect to the outer conductor, 

A small displacement of the inner conductor of the transmission line 
causes considerable error in the probe readings, ance the field strength 
at the pickup udre is inversely proportional to the distance between the 
probe and the center of the inner conductor. The inner conductor may 
be displaced quite easily if the dielectric supports swell or are distorted 
in any way, or if the inner conductor becomes bowed or bent. The effect 
of such displacements on the standing waves on the line, however, is 
small, because seldom is the inner conductor very much out of alignment, 
and the characteristic impedance changes slo^vly as the line becomes 
eccentric ‘ The transition from the nominal characteristic impedance 
to the characteristic impedance of the eccentric line is gradual. For these 
reasons, the actual standing waves are distorted verj' little, although 
the probe readings may be badly distorted at the position of the dis- 
placement. It is possible, therefore, to make fairly accurate measure- 
ments on a measuring line with “bumps" when the probe readings may 
be taken at positions away from the bumps. 

2-7. Line-to-load Connections. — One of the problems of transmission- 
line impedance measurements is the connection between the measuring 
lino and the load to be measured. Seldom are the dimensions such that 
the inner and outer conductors of the load may bo attached directly to 
the inner and outer conductors of the measuring line. Therefore it is 
usually necessary to devise some sort of tapered connection between the 
measuring line and the load. Sometimes it is necessary to employ 
connector adapters to connect the end of the taper to the connector on 
the antenna. Such tapers and adapters, when designed to maintain the 
specified characteristic impedance throughout, are not much of a problem 
at Ion frequencies. For instance, at 200 Me there was no significant 
difference between the measured standing-wave ratio of a given load nith 

• Tlic formula for the characteristic impedaoee of a concentric Lne is 
Z<, - JSSIogw- 

aiid of an eccentric lino is 

Z. - 1381.e,.51^' 

vilcrc a and 6 a. ’ the radii of tlie inner and outer conductor, respectively, and c is the 
distance bclwi-cn he t«o centers. The difference in the two formulas is (-cVa6), 
which IS nm -1 smaller th.-in hfa for reasonably small values of c. For instance, when 
n 0.125, b = 0 312, andc » OOC2, Ziis55obmafor the concentric line and .53 ohms 
for the eccentric line 
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one pair of connecting type-N connectors and ndth 10 connecting adapters 
of various sorts. At frequencies over 1000 IMc, tapers and adapters may 
have a large effect. In general, the best policy is to use as few devices 
as possible between the measuring line and the load. Figure 2-5 shows 
the standing-wave-ratio variation with frequencj’’ introduced b}’’ a type-N 
connector in a 50-ohm line, the standing-wave ratio of which is close to 
1.05. 

In Sec. 1-5 the effect on the standing-wave ratio of two sources of dis- 
continuity along a transmission line is discussed. It is shown there that 
the highest standing-wave ratio is the product of the standing-wave ratios 
due to each discontinuity and the lowest is the quotient. When there are 
more than two discontinuities, the lowest standing-wave I'atio is the 
combination of products and quotients that gives the lowest value greater 
than unity. Thus, four connectors inserted at random in a matched 



0 1000 2000 3000 4000 5000 6000 7000 8000 SOOO 10.000 

Frequency, Me 

Fig. 2-5. — Standing-wave ratio produced by the insertion of n lype-N connector in a 

50-ohm load line. 

line, each causing a standing-wave ratio of 1.15, will raise the standing- 
wave ratio to (1.15)'* or 1.75 in the worst case, and in the best case the 
effects vdll completely cancel. 

Occasionally one finds u-h-f types of connectors on equipment. 
These connectors introduce both loss and standing-wave-ratio distortion 
at frequencies in the decimeter range. Although the effects are small 
at 100 or 150 Me, it is wise rvhenever possible to avoid their use vith 
measuring equipment. 

For many purposes it is desirable to have a dummy load that matches 
the measuring line. Such a load rvas used in measuring the effect Of the 
type-N connector in Fig. 2-5. The problem of making a very broad- 
band 50-ohm load has not yet been solved. A roll of 50-ohm r-f cable 
makes a fairly good load, having a standing-wave ratio of around 1.1:1 
up to 10,000 Me. A shorter length of lossy cable, such as RG-21/U, may 
be used. Disk resistors are available for low-power loads, but the resist- 
ance is not always constant and there is a reactive component in the 
impedance of most disk resistors. Loads consisting of carefully dimen- 
sioned Polyiron plugs placed in front of the short-circuited , end of a 
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dcfeignetl to feed a SO-ohm coaxial line, so that the maximum power is 
transferred when the generator "sees" a SD-ohm line. When the genera- 
tor has an excess of po^\ er, it is possible to insert a length of lossy cable 
l)etween the generator and the measuring line. The impedance looking 
into the lossy cable will be close to 50 ohms no matter what the load 
impedance is, and consequently tuning devices are not needed. 

2-11. Elimination of Harmonics.— The output signals of practically 
all generators in the u-h-f rc©on have appreciable harmonic content. 
Harmonics existing on the transmission line distort the voltage distri- 
bution along the transmission line, and the standing-wave ratios measured 
by an untuned probe are thus false. It is possible to eliminate harmonics 
of the measurement frequency by using a low-pass filter (see Chap. 27) 
designed to cut off at a frequency below' the second harmonic. A series 
of low-pass filters with overlapping frequency ranges is very useful in 
wide-range impedance measurements. 

2-12. Ground Plane. — A great many antennas are designed to w'ork 
against a ground plane, such as the metallic fuselage of an airplane. A 
laboratory ground plane should be as large as is convenient, preferably 
a full wavelength in diameter, and at least a half w'avelength in diameter, 
at the lowest frequency at which it is to be used. It is possible to design 
a smaller ground plane by introducing lossy material, such as resistance 
cloth, around the periphery in such a way as to absorb the current flowing 
on the ground plane and prevent reflections either from the edge or from 
the lossy material. A good position for a ground plane is on the outside 
of a building, covering one wall, with an aperture in which the antenna 
to be measured may be placed. Precautions must be taken to ensure 
good contact from the base of the antenna to the ground plane. An 
added advantage of having the ground plane outside the building is 
that no diflicultlcs are encountered Avith measurement errors due to 
reflections from objects in the radiation field. 

2-13. A Complete Measurement Setup. — A block diagram of the 
meo-surement setup used at the Radio Research Laboratory is shown in 
rig. 2-2. Two sets of equipment were used, one for measurements at 
frequencies below 1500 Me and one for measurements at frequencies 
above 1000 Me. In the high-frequency setup^Uie lines were shorter and 
the tuners smaller. The filters, of course, were designed to have appropri- 
ate cutolT frequencies. 

2-14. Measurement Procedure . — A typical data sheet for an imped- 
ance measurement of an antenna is shown in Table 2-1. For these 
measurements, a heterodyne frequency meter was used on which the 
frequency was read directly. To locate the positions of minimum and 
raa.ximum voltage, the traveling probe was moved along the transmission 
line, and the magnitude of the detected signal observed on an oscilloscope. 
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The voltage standing-wave ratio was determined by taking the square 
root of the ratio of attenuator settings required for the same oscilloscope 
level for the minimum and maximum voltages, since a bolometer probe 
was used. The Reference Minimum column lists the positions of voltage 
minimums measured with a short 
circuit at the load position. The ^ 
distance d in centimeters is obtained g 
by subtracting the position reading >< 
of the reference minimum from the g 
position reading of the voltage mini- ^ 

mum measured with the load on the i80 220 260 300 340 380 420 460 

line. When the latter is on the load Frequency, Me 

side of the position of the reference 2-7. — Measured iuipedauce vs. 

minimum, the difference between fiequoncy. 

the two is a negative distance, as in the / = 280 Me row in Table 2-1. 
The distance d/Xis, of course, the distance d dhdded by the wavelength cor- 
responding to the frequenc 3 ^ The pointer on a Smith chart (Sec. 2-2) is 
rotated the distance d/X from the 0-wavelength point in a counterclock- 
wise direction when d/X is positive and in a clockivase dii’cction when 
d/X is negative. The antenna impedance is located on the pointer line 

,, . , . o at the di.stance from the center 

Meosured Impedance Curve i- , , 

corresponding to the measured 

standing-wave ratio cr. The char- 
acteristic impedance of the trans- 
raLssion line is 50 ohms, so that the 
values read off the Smith chart are 
multiplied by 50 to obtain the load 
impedance. The impedance curve 
may be plotted as in Fig. 2-7, re.sist- 
ance and reactance vs. frequency, or 
"0 10 20 30 40 50 60 70 80 '90 ioo as in Fig. 2-8, resistance vs. react- 
Resistance, Ohms ance on an impedance plane, each 

Fio. plotted point representing the impedance 

measured at a different frequency. 
In many cases only the magnitude of the reflection coefficient is 
needed and an impedance curve is not required. When the measuring 
line is of the same characteristic impedance as the feed cable for the 
antenna, the measured standing-wave ratio is the standing-wave ratio 
that will exist on the feed line. The coefficient of reflection p is related 
to the voltage standing-wave ratio o- by the formula 
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Fio. 2-8. — Measured impedance plotted 
on an Ji-X diaginm. 
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It is usually sufficient to plot the standing-wave-ratio curve, as the L'mits 
of acceptability of antenna impedance may be deiined by the maximum 
acceptable 8tanding*\\ave ratio. 

2-16. Balanced'Ilne Measurements Using Two Radio-frequency 
Cables. — Sometimes it is necessary to make measurements on a balanced 



Fra- 2-9. — Balanced two-wire measuring system employing r-f cable. Enlarged view of 
cutawwy. 

line. One rather crude technique that is satisfactory and simple is to use 
a probe voltmeter and two leng^is of cable, fed by a balun (see Sec. 
3-14) and cut open at regular intervals, as in Fig. 2-9. Such cuts do not 
change the characteristic impedance of the line appreciably. A probe 
voltmeter is a tuned voltage probe, where the inner conductor of the 
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probe makes contact with the inner conductor of the cable and the outer 
conductors of the probe and the cable are connected. The probe is so 
adjusted that it presents a vciy high impedance to the cable. A crystal 
detector and a microammeter are built into the probe voltmeter, and it is 
convenient to have a crystal calibration cuiwe attached. The timing 
device m.ny be a small variable capacitor or a telescoping coaxial line, or a 
combination of both. It is usually necessary to use two probe volt- 
meters, since vdth one it is not 
possible to tell when the probe volt- 
meter is timed to present a high 
impedance to the line. With two 
probe voltmetere, one is put on the 
line to serve as an indicator, and 
the other is tuned until there is a 
negligible difference in the readings 
of the first when the tuned probe 
voltmeter is either on or off the line. 

2-16. Waveguide Measure- 
ments: Slotted Sections. — Meas- 
urements of reflection coefficient and impedance of a load or discontinuity 
in a waveguide transmission system may be made in a manner completely 
analogous to the methods used with coaxial transmission lines. Sections 
2-16 to 2-22 are devoted to a description of some of the components and 
techniques employed in making measurements with rectangular wave- 
guides in which energi^ is propagated in the fundamental or TEi,o mode. 

In a coaxial slotted section, the only restriction on the position of the 

slot milled in the outer conductor 
is that it be parallel to tlie axis 
of the line. Since the currents on 
the inside wall of the outer con- 
ductor travel parallel to the axis, 
the slot does not, therefore, disturb 
the field inside the line. In a 
waveguide, on the other hand, the 
electric field does not have radial 
symmetry for the T’Ai.o mode, and care must be taken to locate 
the slot in such a position that it does not disturb the current flowing 
in the walls of the guide. The current distribution on the inner 
surface of the guide is obtained by taking the orthogonal trajectories 
of the magnetic field within the guide. This distribution is shown in 
Fig. 2-10. It is evident that only at the center of the broad dimension 
of the guide are the lines of current flow' parallel to the direction of 
propagation. The slotted section must, therefore, be constructed with 



Fig. 2-11. — Proper position of slot in 
rectangular waveguide for TEi.o mode. 



Fio. 2-10. — Lines of current flow in 
rectangular waveguide for TEi.a mode. 
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the slot cut along this center line, as shown in Fig. 2-11. As in the 
coaxial slotted line, it is important also that the surface wliich is slotted 
be uniform, so that, as the probe is mo\'ed along the slotted section, it 
will alwaj-s project the same distance into the interior of the guide. 

2-17. Probes, Detectors, and Indicators.— For waveguide measure- 
ments, the same probes, detectors, and indicators are used as in measure- 
ments Avith conventional transmission lines. Tliese components have 
been discussed in Sec. 2-4. 

In the use of the probe, some consideration must be given to the effect 
of the penetration of the probe into the guide. Slater* has shown that 
the parallel impedance introduced into a waveguide by a probe is of the 
form Z, = Z/k. The quantity Z 
is the sum of the intrinsic imped- 
ance of the probe plus the imped- 
ance looking from the probe into 
the line feeding it. The quantity 
b is a constant depending on the 
length of the probe relative to the 
smaller dimension of the guide 
and increases according to a 
square-law relation from a mini- 
mum of 0 to a maximum value of 
2 with increasing length of the 
probe. 

In order to maintain a large value for Z„ either k must bo very small 
or Z very large. The value of k can be kept small by keeping the length 
of the probe very short compared with the height of the guide. If test 
oscillators of low power output are used in the measuring setup, it is 
often difficult with such a limitation to extract sufficient power from the 
guide to ensure accurate measurements. It may then be better to make 
Z large by tuning the probe to resonance by means of a coaxial stub in 
series with the probe os in Fig. 2-12. 

Figure 2-13 shows a typical slotted guide and probe assembly, 
deigned for use at about 10,000 Me. The probe is tunable to rwonance, 
and the whole detector assembly is mounted in a masdve carriage that 
may be moved along tlie axis of the guide by means of a rack-and-pinion 
drive. Although it is desirable for electrical reasons to keep the width 
of the slot milled in the slotted section to a minimum, this introduces 
mechanical problems at these very high frequencies, since the probe must 
be constructed to project through the slot. Therefore, it is necessary 
to make the slot slightly ■wider than might seem advisable from other 

' Si«^TETR, J. C., “Micro\'rave Transmission ” Chap. VII, McGraw-Hill Book Com- 
pany, Inc., New York, 1942. 
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considerations. The amount of energy that might be lost by leakage 
through the slot is negligible, for practical purposes, but some error in 
reading may result if this r-f energy reaches the indicator ch’cuit. For 
this reason, quarter-wave chokes are built into the underside of the car- 
riage where it makes contact vnth the top surface of the guide. These 
chokes isolate the bolometer and the cable leading to the indicator from 
any r-f energy that might be radiated from the slot. 



2-18. Tuning Sections. — As in the case of coaxial tuning sections, a 
branching section of waveguide may be used as a tuning stub. If the 
stub branches from the narrow side of the guide as in Fig. 2-1 4a, the 
voltage and current at the junction are shared by the two branches. 
Such a stub is obviously of the shunt type and is identical in behavior 
to the coaxial tuning stub. If the stub branches from the broad side 
of the guide, as in Fig. 2-146, the current in the direction of propagation 
is interrupted and flows into the branch circuit and then back into the 
main guide in a manner characteristic of a series circuit. In this series 
case, impedances add in the same way as admittances for the shunt case. 
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In either case, two or more stub sections may be tised to effect a match 
to a given impedance. 

Another very simple tuning mechanism commonly used in waveguide 
measurements is the so-called tuning scrcto. A screw or rod.jnscrtcd 
from the broad face of the guide, presents a shunt capacitance aOTiat 



(a) (t>) 


FiQ. S-14.— Wavesutdo tuning s««tion* {a) »hunt tuning »tu)i, (4) ferira tuning hIiiU 


length of the screw. If the screw is also free to move back and forth in 
the direction of propagation over at toa'tt half a guide wavelength, as 
shown in Fig. 2-15, any impedance can be matched to the guide. 

2'19. Waveguide Loads.— For certain typos of measurements it is 
necessary to employ sections of waveguide that either absorb the energ)* 
traveling (Iosnti the guide or radiate 
it into space. Such devices, known 
ns wateguide hads, may c.vist in any 
one of a large variety of forms and 
arc essentially comprised of an ab- 
sorbing medium in combination 
with associated matching sections. 
By use of proper tuning sections it 
^ is possible to effect a perfect match 

tiG 3-15 — Tuniue screw. ^ . t . .. 

eitocr to space or to a dissipative 
medium of any type at a given frequency. There is nothing in the 
design of a particular load, therefore, that makes it in any way unique. 
The various types of loads that are discussed here are chosen because of 
their relative simplicity and broad-band frequency characteristics. 

Probably the simplest method of extracting energj’ from a waveguide 
without introducing large reflections is by use of a gradually tapered 
horn, as in Fig. 2-16a. If the angle of taper is small and the length and 
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dimensions of the aperture large compared with the w’avelcngth, such a 
sj'^stem A\ill transfer all the energj’- from the guide to space without 
appreciable mismatch over a very 
broad band of frequencies. A 
similar transfer can, of course, also 
be effected simply by terminating 
the guide directly in air, as in Fig. 

2-16&. Here some impedance (a) 



mismatch is generallj'- encountered 
and must be compensated by 
means of a tuning section before 
the aperture, as showm. The sec- 
ond method is naturallj’- more fre- 
quency sensitive than the first. 
Both of these methods have, the 
disadvantage th at v ajying-refl ec- 
tionTma^be intr oduce d .into . the 
gmcle'by^bjects moving about in 
tlieTadiatiorTfi eld'. FoF'tliis'Yea- 
sdn, iris~sometimes necessary to 
employ loads in wdiich the energy 
may be completely absorbed with- 
out radiation. 

Several types of such loads are 
showm in Fig. 2-17. In each of 
these a resistive medium such as 
carbon, or w'ater, is used to absorb 
the energJ^ In each case the 
transition betw^een the air-filled 
guide and the load is made as 




Fio. 2-17. — Absorption loads, (n) broad' 
band water load; (6) sand and aquadafi 
load; (c) ro.sistivo strip load. 


gradual as possible to reduce the frequency sensitivity of the device, but 
for single-frequency use any reflections that may be introduced can alw^ays 
be canceled b 3 '- the use of tuning section.s. 
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2-20. Measurement Procedure. — ^The techniques involved in meas- 
urements with waveguide transmission systems are, with minor excep- 
tions, identical to those used in measurements with coaxial transmission 
lines. As has already been pointed out, the various waveguide com- 
ponents employed, slotted guide, tuning sections, loads, etc., are equiva- 
lent functionally to coaxial components. 

Values of resistance and reactance obtained from standing-wave-ratio 
measurements in either coaxial line or waveguide are expressed quantita- 
tively in terms of the characteristic impedance of the transmission line. 
In the case of coaxial lines, the characteristic impedance is a well-defined 
quantity that is dependent, for transmission in a given mode, only on the 
physical dimensions of the conductors making up the line. In waveguide 
measurements, some ambiguity arises from the possibility of defining 
three characteristic impedances for the guide, all of which are dependent 
on frequency. For measurements concerned with impedance matching, 
however, the closest analogy to coaxial transmission lines is obtained by 
employing the value of characteristic impedance defined by the ratio 
of the voltage between top and bottom surfaces of the guide to the current 
flooring in the walls of the guide, under the assumption that there is no 
reflected wave. For the TEi,o mode in air-filled waveguide, this char- 
acteristic impedance is given by the relation 

Zc» = 

where a and 6 are the width and height of the waveguide, respectively, 
and \g and X are the guide wavelength and free-spaco wavelength, respec- 
tively. This value of characteristic impedance differs only by a constant 
factor from that obtained by taking the ratio of the power flowing down 
the guide to the square of the current flowing in the walls 

The impedance at any position along the waveguide is then equal to 
the ratio of the voltage to the current at that position. It is related to 
the impedance at any other portion of the guide by the conventional 
transmission-line equations, considering the phase-shift constant /3 to 
be given by 



where X^ is the wavelength in the guide and is given by the relation 



With these modified definitions of impedance and phase shift, imped- 
ance measurements can be taken of a load or discontinuity in a waveguide 
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transmission system and the values of impedance determined and trans- 
lated to other points in the system by the use of conventional trans- 
mission-line charts (see Sec. 2-2). 

In broad-band antenna work, waveguide measurements are generally 
limited to two types : 

1. Measurements of the impedance of a waveguide radiating element, such 
as a horn or slot, made in order to design appropriate matching sections 

2. Measurements of the degree of mismatch introduced by bends or obstruc- 
tions in an otherndse matched waveguide transmission system, without regard to 
actual values of impedance 

To measure the impedance characteristic of a radiating element such 
as a horn or slot, a procedure identical to that followed in the measure- 
ment of the impedance of a coa.viallj’’ fed antenna maj'^ be employed (Sec. 
2-14). Standing-wave ratios are taken bj’’ means of a traveling probe 
and detector in a slotted section of guide and positions of the maximums 
or minimums determined. The radiating element is then replaced by a 
short circuit and the position of a maximum or minimum point of field 
intensity noted. Since the distance between this point and the short- 
circuited end of the guide must be an integral number of lialf guide- 
wavelengths, for a minimum value of electric field, the phase angle of 
the impedance of the radiating element is determined directly. With 
the standing-wave ratio and phase angle known, the impedance at the 
point at which the short circuit was inserted can be computed by means 
of a Smith chart (Sec. 2-2), or anj’’ of tlie other conventional methods. 
Numerical values of reactance and resistance may then be determined 
by computing the value of Zo by Eq. (2-3). 

The general precautions that must be followed in making measure- 
ments of this sort are the same as those which apply in impedance 
measurements made with coaxial lines. The length of waveguide 
between the probing section and the radiating element must be kept to a 
minimum to minimize the error introduced by frequency shift of the sig- 
nal generator. Care must be taken to pro\dde filters for the signal gener- 
ator in order to prevent harmonics of the fundamental frequency from 
being propagated in the guide. This is particularlj”- important in Avave- 
guide measurements, since the harmonics aauII travel in the guide AAnth 
phase velocities different from that of the fundamental, and the measured 
values of standing-wave ratio and phase angle A\dll vary for different pairs 
of maximums and minimums, resulting in an appreciable error. The 
presence of harmonics in waveguide sy.stems is easily recognized by the 
erratic nature of the standing-AAmve-ratio data. In general, the har- 
momes are less troublesome if the radiating element is also a broad-band 
radiator for the harmonic frequencies, since these Avaves aauII then be 
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transmitted without reflection. The major errors are encountered when 
the radiating clement will transmit only the fundamental frequency and 
%vill reflect one or more of the harmonics. 

In many cases impedance mcasutercients ore not required, but only a 
determination of the reflection coefficient introduced into a matched 
waveguide transmission S 3 ^em by an obstruction or other discontinuity. 
In these measurements, waveguide loads, such as those described in the 
preceding section, are employed. Two slotted sections are generally 
required, one betw’ecn the generator and the discontinuity, and a second 
between the discontinuity and the load. This second section must be 
used to make certain that the waveguide is properly terminated by the 
load. The load must be adjusted to give unity standing-wave ratio as 
measured with the second slotted section. Tiien the reflection coefficient 
introduced by the discontinuity is determined directly by the value of 
the standing-w'ave ratio taken with the slotted section that is between the 
generator and the discontinuity. 

2-21. Example of Waveguide Measurements.^ — A set of waveguide imped- 
ance measntementa made m the manner described m See. 2-20 wae taken to 



Minima 

Fia. 2-18. — Eziiertmental setup for wBTeeuid® ineASUrements 

determine the impedance at the aperture of a rcct.angular waveguide that was 
terminated directly in a ground plane. The cKpenmental setup employed is 
shown in Fig. 2-18. It consisted of a signal generator, n set of filters, a wave- 
giiide-to-coaxial-line transformer section, a slotted section of guide with probe 
and indicator, a ground plane with an aperture cut in it equal to the cross section 
of the guide, and a sheet of metal to be placed across the aperture to serve as a 
short circuit. A cavity type of wavemoter was used to measure frequency. A 
plot of the impedance values obtuned is ^ven in Fig. 2-19. 

2-22. Antenna Pattern Measurements. General Considerations. — 
Because of the large number of patterns needed to show the behavior of a 
broad-band antenna over its frequency range, determining the radia- 
tion characteristics of such antennas is laborious and unnecessarily time 
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consuming unless the techniques used are themselves broad band. They 
should be such as to permit the taking of data that conform to a given 
standard of accuracy throughout the frequency band mth a minimum 
number of changes and adjustments of the equipment. 

Basicall 3 q the techniques are the same as those used in anj’’ other phase 
of microwave antenna work. Advantage is almost alwa 3 "S taken of the 
fact that the small physical size of the antennas permits a measuring 
process in Avhich the antenna is rotated while the measuring equipment 
remaias stationar 3 \ Obviousl 3 ’’ this is easier and faster than moving the 
test equipment around the antenna as is required at low frequencies. 
It is also, of course, perfcctl 3 '’ simple to measure the pattern in any plane 



Fia. 2-10. — R-X plot of impedance at aperture of waveguide terminated in ground plane. 


by appropriatel 3 ’' orienting the antenna on the turning mechanism. 
Accordingly, the facilities that should be available for measuring the radia- 
tion patterns of broad-band antennas fall into the following categories: 

1. Microwave .signal sources that cover as near!}’’ as practicable the frequency 
range of interest 

2. Eeceivers or other detectors tluit also meet the general broad-band require- 
ments 

3. Broad-band test antennas to be used either to transmit to, or receive from, 
the antenna under test 

4. Working site and mechanical facilities such as turntables and antenna 
mounts that -will introduce either negligible reflections, or reflections whose 
behavior with frequency can easity be controlled 

5. Auxiliary devdees that speed the taking of data 

In the following sections, typical specific techniques are indicated 
that have facilitated meeting the foregoing requirements. It is assumed 
that the reader is familiar ndth the basic considerations that apply to 
any radiation-pattern measurements. These would include such mat- 
ters as the number of surfaces in which patterns should be measured 
in order to represent satisfactorily total three-dimensional patterns, the 
advantages of various coordinate systems, and the necessity for investi- 
gating the polarization as well as the intensity of the field being measured. 
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2-23. Basic Pattern-measuring Techniques. — It is well known that, 
in accordance with the Rayleigh-Carson reciprocity theorem, one may 
measure the radiation pattern of an antenna by using it either for trans- 
mitting or receuang. According to the first method, the relative field 
strength at a fixed distance from the antenna is measured in various direc- 
tions with respect to the antenna. In the second method, the relative 
strength of the received signal is measured at a fixed distance from a 
transmitting antenna, as the direction of the transmitting antenna 
relative to the antenna under test is varied. Throughout the following 
discussion, it will be assumed in the interests of simplicity that the 
antenna under test is being used for receiving. 

2-24. Signal Sources.— Almost all types of broad-band oscillators 
may be used in pattern measurements. The most useful are obviously 
those in which the greatest frequent^ range may be obtained with the 
greatest facility. Whether or not the signal should be modulated, and 
if go, the type of modulation most suitable depends on the nature of the 
oscillator and on the typo of detector used in the receiving equipment. 
Such considerations naturally depend upon the particular circumstances. 
Practically all the commercial signal generators, how'ever, and the oscil- 
lators (except those of the highest power) described in the receiver and 
transmitter sections of this book have been used without difficulty. 
Tliere is one important precaution that may appear self-evident, but that 
is nevertheless mentioned because failure to observe it adequately has 
occasionally resulted in con^derable nuisance. It consists of providing 
sufficient shielding and by-passing to ensure that negligible radiation 
occurs from either the oscillator itself or the cables leading from it. It is 
obviously important to shield the oscillator and its cables; otherwise the 
signal received will arrive not only from the transmitting antenna, but 
from the oscillator and the other objects connected with it. This is 
more likely to be troublesome in broad-band work than in other work, 
because shielding and filtering that are satisfactory over a great part of 
the range of an oscillator may be completely xinsatisfactory over the 
remainder. Accordingly, a superficial test at a few frequencies, which 
indicates that oscillator radiation is negfipble, can be misleading and 
result in erroneous data, 

2-26. Detectors and Receivers.— Practically all that has been stated 
above in connection with signal sources applies as well to detectors and 
receivers. The effect upon the measurements of receiving equipment 
that responds to radiation which falls directly upon it or on the cables 
leading to it is likely to be just as serious as the effect of an oscillator that 
radiates. In both cases the m^nitude of the effect depends upon the 
relative location of the pieces of the equipment and on the patterns of 
the antennas. But as a general rule, it is not possible to make satis- 
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factory pattern measurements if either the transmitting or the receiving 
equipment is not very well shielded. In tliis connection, it might be 
mentioned, attempts to compensate for poorly shielded equipment by 
placing it in shielded equipment houses are liable to be unsuccessful, 
because the larger the object being shielded (in this case the house), 
the more diJBcult the job is likely to be. Furthermore, such arrange- 
ments are likely to increase unnecessarily the seriousne.ss of reflections at 
the measuring site and, therefore, can hardly be considered good practice. 

Of the many types of receiving equipment suitable for pattern 
measurements, such as bolometers, crystals, and diodes (used with various 
types of amplifiers), and the superheterodyne and other receivers, no 
particular one is most suitable for all purposes. However, the circum- 
stances of broad-band work frequently make the superheterodyne receiver 
much more useful in pattern measuring than it ordinarity is in microwave 
antenna work. "Vnien used for antenna measurements, the current in 
the second detector stage is ordinarily used as an index of received 
signal strength. 

The superheterodyne receiver possesses several advantages. One of 
the most important of these is the ease and accuracy with which good 
receivers of this type can be tuned. A second is that gain can readily 
be controlled by varying the bias on the i-f amplifier stages. This 
permits the use of a variety of signal sources, some of which provide 
much more power than others, without producing cither overloading 
with strong signals or excessive noise-to-signal ratios vdth weak ones. 
Because in broad-band work a heterogeneous collection of signal sources is 
likely to be unavoidable, the adjustable sensitivity can be an important 
point. 

The disadvantages of the superheterodyne receiver are primarily that 
calibration curves must be used and that the amplitude range avail- 
able at a given i-f a-g-c setting is relatively small. Neither of these is 
as serious in broad-band work as might be supposed. With regard to 
calibration curves this is true because, although a particular calibra- 
tion curve applies only for the gain-control setting at which it was 
taken, such a curve is usually applicable regardless of frequency. The 
principal effect of the limited amplitude range of the superheterod 3 ’'ne 
receiver is that of decreasing the accuracy with which minor lobes of a 
radiation pattern can be measured. It is usually difficult to take readings 
that are more than about 25 db below the maximum reading. In broad- 
band work this frequently does not matter because no attempt at detailed 
control of minor lobes is made. It is inevitable that they vary Avith 
frequency, and it is usually sufficient that they be below a particular level. 
With the superheterodyne receiver it is usually possible to determine 
whether or not this is so. 
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2-26. Test Antennas. — The most satisfactory test antennas are those 
that are not only broad-band with respect to input impedance, but 
unidirectional and balanced ns well. A unidirectional tost antenna is 
practically always desirable in pattern measuring because it permits 
directing most of the radiation at the antenna under test. Consequently, 
a completely unobstructed test site is not needed. It is sufficient that 
there be no obstructions in the sector included in the major lobe of 
the transmitting antenna. Conversely, the amount of directivity needed 
will depend upon the site available. Frequently a clear 180-deg sector 
can be found, and under tliis circumstance a comer-reflector antenna 
assembly of the type described in Sec. fr-fl provides more than sufficient 
directivity throughout its operating band Since these antennas 
are also balanced, they are quite useful os test antennas in pattern 
measurements. ! 

An unbalanced, t.e., unsyrametrical, antenna is unsatisfactory for sev- i 
eral reasons (1) The direction m which its lobe points mil change mth i 
frequency, thus requiring constant adjustment of the antenna orienta- | 
tion. (2) The outside of the cable used to feed it is likely (at least at 
some frequencies) to become e.\cited and radiate. Under this circum- 
stance the direction from wfuch the signal arrives at the antenna being 
tested, and the polarization of that signal, will depend upon the position 
of the feed cable and mil change whenever any change occurs in the 
position ol the feed cable. This elTect is analogous to that produced by 
the use of a poorly shielded signal source. (3) A difficult}’ that is more 
likely to be encountered with unbalanced than "with balanced antennas 
is that of impure polarization. With balanced antennas, the field (at 
least u\ the major lobe) is bkely to be essentially plane polarized. With 
unbalanced antennas, this is frequently not the case, and, moreover, the 
polarization of the held may be expected to vary uith frequency. It 
then becomes impracticable to determine which component of the field 
of the antenna under test is being measured, and interpretation of the 
data may be impossible. 

The term balanced anlaina is usually applied to symmetrical dipoles 
or dipole-reflector assemblies. However, as far as the discussion m the 
preceding paragraph is concerned, a symmetrical horn is also balanced. 

In fact a symmetrical horn excited with a r£,,o ivave is a particularly 
convenient test antenna. 

2—27. Site and Mechanical Facilities. — ^The site requirement insofar 
as freedom from obstruction is concerned b{» been mentioned above. As 
to other requirements, the drawing of generalizations is not feasible 
because of the wide variety of rircumstances that may be encountered. 
Similarly, the mechanical facilities that are most appropriate udll depend 
upon the particular situation. Obviously, remotely controlled turning 
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mechanisms will usually speed the work. Tliore is, however, one specific 
practice that is frequently applicable and that has proved very worth- 
while. This consists in the use of toAvers on AAdiich to mount both the 
antenna under test and the transmitting antenna. As Avith the recom- 
mendations made aboA’^e, the adA'antage of this is not confined to broad- 
band Avork, but is merely greater in 
such Avork. The object in using 
towers is to permit directing the 
radiation so that reflections fi'om 
the ground (or ground screen) AAdll 
not reach the receiving antenna. 

This is not a necessary condition 
for pattern measurement, but it 
eliminates the necessity (Avliich 
otherAAUse exists) for changing the relative position of the’ tAVO antennas 
AAuth each change in frequency. Figure 2-20 sIioaa'S a setup in Avhich 
toAA^ers are used in this Avay. Figure 2-21 shoAVs the radiation pattern 
of a typical antenna that maA’- be used for transmitting. With this pattern 
the field intensit}’- of the horizontally directed radiation is eight times as 

great as that of the radiation directed 45 deg 
below the horizontal, Avhich, AA’itli the toAA'crs 
shoAAm, is the direction of propagation for the 
energy that reaches the receiving antenna bj"^ 
reflection. Thus, at the recciAung antenna 
the directlj’’ received energj’- (cAmn neglecting 
the difference in path lengths) is much greater 




Fig. 2-21. — Radiation pat- 
tern of typical antenna used for 
transmitting. 


than the reflected energJ^ Consequently, 
the resultant field AA'ill for all practical pur- 
poses be equal to that of the directly trans- 


mitted radiation regardless of the relative phase of the energy arrii'ing 


along the tAAm paths. If the transmitting lobe were directed slightl 3 ' 


above the horizontal, the relative intensity of the reflected energy Avould 


be even more reduced. In addition, it is frequently true that the pattern 


of the antenna under test is such 
as further to discriminate against 
the reflected signal. Thus the field 
at the receiving antenna (on the 
assumption that radiation from the 



Transmitting Receiving 

Fig. 2-22. — Tran.smitting and reccivim. 
antennas with low or no towers. 


associated equipment is small) is substantially that AA’hich arrives fronv 
the transmitting antenna alone. This is a neccssaiy condition for pat- 
tern measurement, regardless of frequency. The desirability of toAvers 
becomes apparent from a consideration of the behaAdor of a setup such 
as that of Fig. 2-22, in Avhich no towers arc used. It is assumed that the 
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ground has approximately uniform reflecting properties (obtained 
through the use of a covering of wire mesh, if necessary); ii this is not the 
case, accurate pattern measuring is impracticable. The angle between 
the ^rcct path and the path by reflection Is now 5 deg. From Fig. 2-21, 
it is clear that no orientation of the transmitting antenna that allows a 
strong direct signal can greatly reduce the relative amplitude of the signal 
that arrives by reflection. Accordingly, at the receiving antenna the 
intensity of the field from the transmitting antenna will depend upon 
the relative phase of the two components. If they are out of phase, so 
that the resultant is very small, stray radiation from the signal source, 
cables, small obstructions, etc. (and some such stray radiation is always 
present) will be relatively large and the data are likely to be meaningless. 
Of course, it is possible to avoid this condition by appropriately adjusting 
the spacing and the heights of the antennas. The relations involved are 
well kno^ra,* and when understood the adjustments can be made experi- 
mentally, rather rapidly, but nevertheless the fact that a separate adjust- 
ment is required for each frequency substantially impedes work Tvith 
broad-band antennas. Accor^ngly, towers should be used when 
practicable. 

2-28. Automatic Pattern-measuring Methods. — In Sec. 2-22, it was 
suggested that auxiliary dences that speed the taking of data are an 
important part of the equipment for measuring radiation patterns. Such 
deuces may take many forms, varying in elaborateness from simple 
remote controls for the turning mechanisms, to equipment that auto- 
matically produces permanent records of the radiation patterns. A 
relatively simple and very useful system is one in which a polar plot of 
the radiation pattern is presented upon the screen of a cathode-ray 
oscilloscope. A system of this type is identical \vith one of the forms of 
direction finders described in Sec. tl-13. For pattern-taking purposes, 
it is merely necessary that the amplitude of the radial deflection be made 
proportional to the strength of the received signal. This has been satis- 
factorily achieved by the use of a superheterodyne receiver and the 
indicating circuit of Sec. 11-17. This equipment, although it does not 
yield so accurate information in regard to minor lobes as some other 
systems, is very well suited to many development problems, since it 
permits one to see instantly the effect of any change made. Permanent 
records are readily obtained by photographing the screen. The patterns 
of Chap 4 on Cones and Cylinders were obtained in this way. 

> See, for example, Termax, F. E., “Hadio Engineers’ Handbook,” pp. 691-693, 
McGraw-Hill Book Company, Inc , New York, 1943. 



CHAPTER 3 

IMPEDANCE MATCHING, TRANSFORMERS AND BALUNS 
By J. a. Nelson and G. Stavis 

3-1. Broad-band Impedance Compensation. — ^The basic principles of 
impedance compensation are discussed in Secs. 1-4 and 1-5. Briefly, 
impedance compensation is accomplished bj’’ introducing into the trans- 
mission line a reactive network so chosen and so placed that the reflected 
wave from the reactive network tends to cancel the reflected wave from 
the antenna. When an antenna impedance is to be compensated at a 
single frequency, or over a narrow band of frequencies, the reactive net- 
work may be designed to give complete compensation. When an antenna 
impedance is to be compensated over a 
broad band of frequencies, complete 
compensation throughout the entire 
band is usually not feasible; however, 
the compensating reactive network ma}'' 
be designed so that at all frequencies 
•within the band the reflection coefficient 
of the compensated antenna is less than 
a specified limit (see Sec. 1-5). This is 
consistent with the definition of antenna 
band ■vridth given in Sec. 1-1 as the 
frequency band within which the reflection coefficient of the antenna 
does not exceed a certain limit, the value of which depends upon the 
purpose of the antenna. 

The input impedance of an antenna at a given frequency may be 
expressed as a complex number R -1- jX or ZZO and may be i^lotted as 
a point on a complex plane, called an R-X diagram, having abscissa R and 
ordinate X (see Fig. 3-1). Since only positive values of resistance occur, 
the R-X diagram consists of the first and fourth quadrants of a complete 
complex plane. The variation of input impedance of an antenna with 
frequency may be showm graphically on an R-X diagram by plotting the 
impedance point determined for each frequency and connecting the 
points with a curve (see Fig. 3-2). 

It will be shown in the first part of this chapter that an analysis of 
the transformation equations of line transformers, parallel networks, 
and series networks in terms of variable frequency and impedance values 
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Fio. 3-1. — Location of a point R + jX 
on an R-X tliaBram. 



[Chap. 3 


54 VERY niGH-FREQUENCY TECHNIQUES 

leads to mathematical expressions for antenna impedance and compen- 
sated input impedance that- may be 
lepr^entM as areas on an K-X dia- 
gram. Since one may consider a curve 
of impedance vs. frequency in terms of 
the area within which it lies, the graphi- 
cal presentation of the equations in the 
form of areas is directly and immediately 
applicable to the problem of impedance 
compensation. 

3-2. The Definition Circle. — The 
input impedance of a broad-band an- 
tenna is acceptable when the reflection 
coefficient is less than the specified 
Uraitinfi value. It can be shown that 
Resistanc«, Ohms lines of constant reflection coefficient p 

r«.3-2-Anirap^danrtcurveplottert gf Constant standing-wave 

ratio <r are circles on an Tt-X diagram, 
centered on the R axis, with R intercepts at Z^/v and Zo X where Zj is 
the characteristic impedance of the transmission line. The standing-wave 
ratio tr is related to the reflection coefficient by the formulas 




1 + P 
1-P 
c — I 
<r+ 1 


(3-2) 


Figure 3-3 shows several constant p 
circles for Zo = 50. Within a circle 
of constant p lie all the impedance 
points that have a lower reflection 
coefficient. Thus, on an R-X dia- 
gram, a constant p circle may be 
drauTi, which, since it includes all 
the acceptable input impedance val- 
ues for a satisfactory broad-band 
antenna, ve shall call a definition 
circle. The position and radius of 



the circle are determined by the characteristic impedance of the transmis- 
sion line and by the limiting value of the reflection coefficient. 


Impedance compensation consists of the transformation of an antenna 


impedance that has a reflection coefficient greater than the specified 
limit to an input impedance value that has a reflection coefficient less 
than the specified limit. This process is represented on an R-X diagram 
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by the transformation of a point outside the definition circle to a point 
inside the definition circle and, for a broad-band antenna, by the trans- 
formation of the portion of the antenna impedance curve corresponding to 
the frequency band of interest from a position outside the definition 
circle to a position witliin the definition circle. 

3-3. Transformation Circles. — The present approach to the problem 
of impedance compensation may be considered a reversal of the direct 
approach. Tlie area coiTesponding to the acceptable input impedance 
(the definition cii’cle) is stated first. Then the transformation equations 
are so expressed that areas on the R-X diagram are obtained as functions 
of the acceptable impedance at the input to the compensating network, 
with the quantities that describe the compensating network as param- 
eters. General rules are obtained for determining the values of param- 
eters that ^vill transform the definition circle to the area on an R-X 
diagram that approximates the area wdthin ^vhich the antenna impedance 
curve lies. The values of the parameters correspond to the design con- 
stants of the compensating network. 

The final transformation equations for the three types of netAvorlcs 
considered arc all in the standard form of a circle 

(R - CjY- -k (X - CsY- = Cz- (3-3) 

We shall call these circles transformation circles. The quantities Cj, Cz> 
and Cs are functions of the definition circle, whicli is known, and of the 
parameters of the compensation network. The transformation circles 
are completely defined for a particular compensating network at a given 
frequency by an equation in the form of Eq. (3-3). When frequency 
varies, Eq. (3-3) represents a family of transformation circles, since the 
values of the network parameter and, lienee, Ci, Cs, and Cs are functions 
of frequency. It -will be shoiiiTi that the envelope of tliis family consists 
of two curves, which we shall call boundary curves, between which an 
antenna impedance cuiwe must lie to be compensated by the network 
the equation of which defines the boundary curves. 

For any particular antenna the impedance-cctoipensation problem 
may be visualized veiy quickly by plotting on an R-X diagram the 
antenna-impedance curve and the appropriate definition circle. By 
drawing the boundary emwes corresponding to various possible networks, 
it may be determined by inspection (1) whether the impedance curve 
does not fall completely within any pair of boundaiy curves, and there- 
fore the antenna impedance cannot be compensated by a single network, 
or (2) whether the impedance curve does fall within a pair of boundary 
curves, and therefore it may be possible to compensate the antenna 
impedance with the network corresponding to the boundary cuiwes. 
In the second case, it is often possible to determine the exact network 
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values by drawing one or two of the specific transformation circles, as 
discussed in Secs. 3-6, 3-S, and 3-0 

A specific example of an impedance transformation (shown in Fig. 
3-4) is given here merely to illustrate the type of problems with which 
we are concerned. In the example, the characteristic impedance of the 
feed line is 50 ohms and the maximum acceptable coefficient of reflection 
is 0.33, corresponding to the standing-wave ratio of 2:1. The defini- 
tion circle thus passes through the points R = 50/2 and B = 50 X 2. 
Figure 3-46 shows the impedance presented to the transmission line when 





Compe/isctea Imped once, Z, 


0 20 ‘10 60 60 100 120 HO 160 0 20 40 60 80 >00 120 

Resistance, Ohms Resistonce, Ohms 

(a) (b) 

Fia S-4 — An esainpVe of ao aoleima impedance curre at to), and at tW the input 
impedance curve to which it may be traDsforiDed by the appropriate compensating network. 

the proper compensating network is used. The network employed, and 
the techniques involved in designing it, arc described in Sec. 3-10. 

3-4. T3>pes of Compensating Networks. — ^There are various possible 
compensation networks. At lower frequencies it is possible to use 
lumped-constant compensation networks, such as coils and capacitors, 
but at frequencies above 100 Me it is usually more convenient to use 
distributed-constant compensating networks. Those most frequently 
used, because of their simplicity, are of three types: (I) the line trans- 
former, (2) the series network, and (3) the parallel network. 

A line transformer consists of a short length of transmission line of 
characteristic impedance different from that of the main transmission 
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line interposed between the antenna and the transmission line. A series 
network consists of a short length of open-circuited or short-circuited 
transmission line placed in series ndth the iimer or outer conductor of 
the main transmission line. A parallel network consists of a short length 
of open-ch-cuited or short-circuited transmission line placed in parallel 
with the antenna. 

Several possible methods of construction of these types of compen- 
sating network are shown in Fig. 3-5. The transmission lines used for 



Fio. 3-5. — ^Examples of the several types of compcnsatinf; networks in the form in which 
they can be constructed for use -ndth a coaxial transmission line. 


compensating networks are usuaU 3 '' short in wavelengths and built of 
such materials that any loss introduced by the compensating network 
may be neglected. In all three of the compensating networks considered, 
there are two variables, the characteristic impedance Z^' and the electrical 
length e. The characteristic impedance Zo' is a constant for any particu- 
lar network, but the electrical length 6 is a function of frequenc 3 h It is 
usually convenient to consider the effect of a compensating network as 
the frequency changes in terms of var 3 dng 6. Since d is proportional to 
frequency for a fixed physical length of transmission line, one may quicldy 
convert B values to the corresponding frequencies once the relationship 
at any one value of 9 is determined. 


5S 


VERY mGU-FREQVE}!CY TECHNIQUES 


[Chap. 3 


3-6. The Line Transformer: Preliminaiy Considerations. — Since a 
line transformer is simply a short length of transmission line inserted in 
series wth the antenna, the impedance at the input to the line transformer 
is related to the antenna impedance by the transmission-line equation 


(3-4) 


Zm 


Zo 


Zj 

Antenna 

Impedance 


_ _ r 7 jZo' tan 0 
• Z,'+3Z,tane 

where is the impedance at the 
input to the line transformer, Zt 
the impedance of the antenna, Zo' 
the characteristic impedance of 
the line transformer, and 0 the 
electrical length ot the line trans- 
former, .as illustrated in Fig. 3-6. When Zt and Zo' are held constant 
and 0 is varied from 0 to 180 deg, the values of form circles on an 
fi-A’ diagram, with centers and radii dependent upon the absolute value of 
the reflection coefficient given by 


Kj-ine 

, _ Transformer 

''transmission 
Line . 

Tio. 3-G — DiaBrammatio representation of a 
line-transformer compensating network. 


zy - Zi 

Z<) + Zt 


These circles are of course the same os the constant-standing-wave-ratio 



circles shown in Fig. 3-3. At the frequency at which ? = 90 deg, the 
quarter-wave transformer results, and 
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It is obvious from this relationsliip that at a single frequenc}^ a purely 
resistive antenna may be matched to a transmission line of real character- 
istic impedance by means of a quarter-wave transformer. The character- 


istic impedance Zo' of the quarter- 
wave line transformer is the 
geometric mean between the an- 
tenna resistance and the feed- 
line impedance Zo. 

Zo' = VS (3-0) 

Example: A quarter-wave trans- 
former is illustrated on a Smith chart 
(see Sec. 2-2) in Fig. 3-7, where Ei is 
100 ohms and the transmission line 
impedance Zo is 50 ohms. The line- 
transformer characteristic impedance 



R, Ohms 


Fig. 3-S. — The transformation of tho 
point Zi to tlio point Zin by a quarter- 
•vvnvo lino transformer plotted on an Ji-X 
diagram. 


Zo' is, therefore, 


^50 X 100, or 71, ohms. 


The ratio of the antenna impedance 


to the characteristic impedance of the line transformer is plotted on tho /?-axis 


I 


at 1.41. This impedance is rotated through the angle corresponding to 0.25X 



Fig. 3-9. — A transformation on a simplified Smith chart from an antenna impedance Zt of 
30 + f20 to an input impedance Zin of 60 + fO. 


toward the generator along a circle of constant standing-wave ratio to Z.„/Zo', 
at the point 0.71, or corresponding to a Zu of 50 ohms. Figure 3-8 illus- 
trates the same transformation on an J?-X diagram. Successive points along the 
line of rotation give the impedance looldng toward the antenna at corresponding 
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positions along the line transformer, or at corresponding frequencies lower than 
that at which 0 = 90 deg if always A = 100 ohms. 

Many complex load impedances may be matched to the feed line (or to 
another complex impedance) by a line transformer at a single frequency. 
The following equations for the Hne-transfornicr characteristic impedance 
Zo’ and the electrical length 0 required to transform Zt to Zh are derived 
from the transmission-line equation, 



aa li-X diagram from «a •nt^ana C s» ^ — Kj 

impedance Zt of 80 + }20 to an input n v‘ w 

linpedauee of 50 +j0. s* Aw — Aj 


Esantple; A transformation from an antenna impedance of 30 -h j20 to an 
Input impedance of 50 + iO is illustrated on a Smith chart in Fig, 3-0 and on an 
Jff-X diagram in Fig. 3-10. Upon substituting these values of Zt and in 
Eq. (3-7), one finds that Zd = 22.4 and d « 24 deg, or 0.067X. 


3-6. The Line Transformer: Transformation Circles. — Let us now 


consider how a line transformer effects the 
transformation of circles on an R-X diagram 
to the definition circle. First we shall dis- 
regard the effect of changing frequency and 
determine the equation for those circles 
which may be transformed to the definition 
circle by a line transformer with a given 
electrical length 0. Let us allow Z,, to 
assume all the values within the definition 
circle, or for the sake of simphmty, all the 
values on the definition circle, liie equa- 
tion for the definition circle is 

(Bw - ay + X,y = 6* (3-8) 



where the point 72 = a, X = 0 is the cen- b = 

ter and 6 is the radius of the circle, as 

shown on Fig. 3-11. The quantities a and b are related to the standing- 
wave ratio tr and the line characteristic impedance Zo by the equations 
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Equation (3-8) may be rewritten 

- a(Zin + Zin) =b^-a^ 


(3-9) 


(3-10) 


where 

and 


Zin = Rin +J-X^«n 
Zin ~ R'tn 3^in 


The values of Zin and Zin in terms of Zi and 2t may be obtained from 
Eq. (3-4) and are 

^ ^ , Zi A- jZo' tan 0 \ 

A-n-Zo z,'+jZi tan el 

.7 r,,Zi-jZo'tanel 

■” “ ” Zo' - jZ, tan 0 } 


Substituting in Eq. (3-10) the values of Zin and Zin given in Eq. (3-11) 
we have 


(,7 f^i+ tan B\f^,Zi- jZo' tan 0\ 

\ “ Zo' + jZi tan ej Zi! ~ jZi tan 0/ 

( r/ ,Zi At jZo' tan 0 , , Zi ~ jZo' tan 0\ 

^ Zo' + jZi tan B Zi! - jZx tan B) 
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(3-12) 


Equation (3-12) may be changed to the form 



a(l + tan2 d) 

n , or — b- , n n 

1 + /y /NO tan- B 
kAo ) 


-f 


X, 


z.' tan 0 - l) 

, a- — b" , n n 

1 + tan- B 

\Ao )■ 

6(1 + tan2 0) 

1 + tan2 0 

(.Ao )- 


(3-13) 


which is the standard form of the equation of a circle, since the quantities 
a, b, and Zo' are all constant for a particular line transformer and defini- 
tion circle and B is constant at a given frequency. The center of the 
transformed circle is at 

p _ + tan2 0) ^ (l^ “ 0 

^ -2 _ hi 



"o 25 50 ?5 JOO 125 25 50 75 ICO 

Resistance. Ohms Resistance, Ohms 

Tia 3-12 — AirantformatioRCtKle Fio. 3-t3. — A lamsly ot trt.nsforma- 

and a definition circle plotted on an tion circles for a line transformer of 
it'jt diagram, 'abere the definition fiO-ofim cViaiactenstic impedance, -where 
circle u a 1 1.1 atanding-wavc-ratio the dcSnitioo circle ts a 1.1:1 stand- 
circleoR a lOO-obmliRe, Zd' » 50 ohms log-irave-ratio circle on a 100-ohzn line, 

and 0 • 30 deg 

U =* 110, X = 0, and R ~ 91, X = 0. The quantities a and b thus have the 
values 100.5 and 9-5. In this example, the line transformer is 30 deg long and 
has a characteristic impedance Z* of 50 ohms. Substituting the given values of 
o, b, Zt, and 0 in Eq. (3-13), wc find that the transformation circle is centered at 
R » 57.5, A* = 37 and has a radius of 5 45. The impedance looking into the 
lino transformer described above lies uithintbe definition circle when the antenna 
impedance at the end of the line transformer lies within the transformation circle. 

A line transformer has a given length 0 at one frequency only, but a, 
b, and Zo' are independent of frequency. Thus, a family of transforma- 
tion circles with 0 as the parameter represents those impedances that 
will be transformed to impedances lying within the definition circle by a 
given lino transformer as the frequency is varied (see Fig. 3-13). Thus, 
when a line transformer is 30 deg long at 600 Me, it is 90 deg long at 
1500 Me, etc. 
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Figure 3-14 is a family of transformation circles for a line trans- 
former of 100-ohm characteristic impedance, where the definition circle 
is a 2:1 standing-wave-ratio circle 
on a 50-olim transmission line. 

Several general relationsliips 
may be found in Eq. (3-13) and 
are clearly illustrated in Figs. 3-13 
and 3-14. 

1. The transformation circles are 
not all the same size, the circles becom- 
ing larger as they move into the higher 
resistance area of the diagram. In 
fact, the radius of each circle is alwaj's 
directly proportional to the resistance 
value of the center of that circle, as 
is shown 63'- Eq. (3-13). 

2. Each series of transformation 
circles is bounded by two circles wliich, 
as mentioned in Sec. 3-3, are called 
boundar3>’ curves. One is tangent to 
the resistance-maximum point of the 
definition circle and the resistance- 
minimum point of the 6 = 90-dog circle, the other is tangent to the resistance- 
minimum point of the definition circle and the resistance-maximum point of 

the 0 = 90-deg circle. In Fig. 3-14, the 
inner boundary circle has degenerated to a 
point. When the definition circle and the 
d = 90-deg circle overlap, the inner bound- 
ar3'- circle is contained within all the trans- 
formation circles, and consequent!}' any 
point b'ing inthin an inverted inner bound- 
ary circle remains witliin it irre.spectivc of 
the value assigned to 0. Figure 3-15 shows 
such a case. 

3. The transformation circles progress 
within the boimdar}' curves in a counter- 
clockwise direction as 6 increases. 

3-7, Impedance-curve Transforma- 
tion by Line-transformer Methods. 
The properties of the transformation 
circles suggest a simple technique for 
establishing the suitability of any given 
impedance curve for compensation by a line transformer. When any 
impedance curve and any definition circle are plotted on an Ii.-X dia- 


Outer Boundary „ , 

Circle- /■8 = 90 Circle 



Definition Circle ^ 

Inverted Inner rgi 
Boundary Circle ISia 

Fig. 3-15. — e.vample of an in- 
verted inner boundary circle occurring 
when the characteristic impedance of 
the line transformer lies within the 
definition circle. 



Zo'/OO a = 62.5 b=37.5 

Fio. 3-14. — A family of transformation 
circles for a line transformer of 100-ohm 
characteristic impedance, where the defini- 
tion circle is a 2:1 standing-warc-ratio 
circle on a 50-ohm lino. 
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gram, an appropriate inner or outer boundary circle may be constructed 
by inspection. The other boundary drele may then be drawn, the ratio 
between the pure-resistance intercepts of the boundary circles being kept 
the same for the B « 90-deg poation as for the definition-circle position. 

Example: In the construction of Hg. a definition circle and the impedance 

curve are drawn first. On the assumption that it is desirable to compensate the 
curve between 100 and 190 Mo, an outer boundary circle may then be drawn, 
including the 100- and 190-Mc impedance points, which is tangent to the defini- 
tion circle at the low-resistance intercept The portions of the impedance curve 
lying outside this boundary cannot be compensated. The inner boundary circle 
may now be drawn. The definition circle crosses the fl-a«8 at .B = 22 and 
B * 53, thus the ratio of intercepts is 
2.4 (Zo * 34 ohms, a- 1.55). The 
outer boundary circle crosses the B-axis 
.at 170. Since the ratio of intercepts 
for the B = 90-deg circle is the same as 
for the definition circle, the inner bound- 
ary circle will cross the B-aas at 170/2.4 
or at B » 71. It may be possible to 
compensate with a line transformer for 
that part of the impedance curve wWch 
falls completely within the area bounded 
by the two boundary circles. It U clear 
from Jig. 3-16 that theimpedance curve 
does fall within the area between the 
boundary circles between 100 and 190 
Me and, hence, may be susceptible to 
compensation by a line transformer con- 
sisting of a transmission line of charac- 
teristic impedance equal to the mean 
be tween the two r esistan ce intercepts o f either of the boundary circles. Thus 
Vi70 X 22 ohms and V"! X 53 ohms are both equal to 61 ohms, the character- 
istic impedance of the required line transfornuir. 

To determine what length of transmission line should be used and 
what portion of the impedance curve lying wthin the boundaries will be 
compensated by the line transfonner requires that the effect of the vary- 
ing parameter 0 be investigated. A line transfonner has a (fifferent 
electrical length $ for every frequency. Tlierefore, a given line trans- 
former will compensate for one transformation circle at one frequency 
and another transformation circle at another frequency. 

Example: A line transformer is 30 cm long and of 100-ohm characteristic 
impedance (see Fig. 3-17). At 250 Me, 30 cm is 90 deg; so at 250 Me the line 
transformer will compensate the impedances lying within the 6 = 90-deg circle. 



Fio 3-16. — The construction of ap- 
propriate boundary circles for a given 
impedance curve and definition circle. 
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At 125 Me the line transformer is 45 deg long and -will therefore compensate the 
impedance lying -^v-ithin the 0 = 45-deg 
circle. 

Each, point on an impedance 
curve corresponds to one frequency, g 
If the impedance point for a fre- ^ 
quency falls -within the 6 circle for <j- q 
that frequenejq the point may be g 
compensated. When, at each sue- o 
cessive frequency, the impedance ^ 
point falls within the corresponding 
B circle, the whole curve may be 
compensated. The impedance 

curve may be so shaped that it Resistance, Ohms 

tracks vnth the 0 circles, or they z;=100 | Zi Antenna 

may be in opposition (see Fig. ' io ' em Impedance 

3-18). In Fig. 3-18a, most of the Line Transformer 

curve within the boundary circles Ftu- 3-17. — Transformation circles in 

-I , 1 „• .1 which a given physical length is assicnccl 

may be compensated, smee the ^ tho line transformer, making the circles 
increasing-frequency points fall of constant O also circles of constant 

■ndthin circles of increasing 6 ; in Fig. . 

3-185 only a small part of the curve ttdthin the boundary circles may be 
compensated, since increasing-frequency points fall in decreasing-0 circles. 




(a) (b) 

. impedance curves drawn -with boundarj' linos and transformation 

circles. The curve in a trades with the transformation circles; that in h is in opposition. 

Now let us go back to the impedance curve of Fig. 3-16. The next 
step in determining the appropriate values for the line transformer is to 
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draw in the various e circles. It is possible to locate the B = 45-deg and 
e - 135-deg circles in a very simple manner. A circle, centered at the 
origin, mth a radius equal to Zo' intercepts the two boundary circles at 
the points where the d = 45-deg and fl = 135-deg transformation circles 




Fio- 3-19 — Construction of $ ■> 45.d«e and d > I35^eg tiassformation circles. 

are tangent to the boundary circles (Fig. 3-10). The centers of the 
B “ 46-deg and $ = 135-deg circles may be located by constructing the 
perpendiculars to the tangents of the boundary circles at the points where 
they are crossed by the circle of radius 
Z#'. The 0 *» 90-deg circle is, of 
course, centered on the ^-axis and 
tangent to both the inner and outer 
boundary circles, and the 6 = 0-deg 
and 0 = 180-deg circles coincide with 
and are identical to the definition cir- 
cle. Kno'ving the position of four of 
the transformation circles, 0 = 0 deg, 
0 = 45 deg, 0 = 90 deg, and 0 = 135 
deg, it is usually possible to interpo- 
late \vith fair accuracy the values of 6 
required to compensate other positions 
within the region between the bound- 
ary circles. 

Figure 3-20 is the impedance 
curve of Fig. 3-16 plotted on an R-X 
plane with the definition circle shaded, the 0 = 45-deg, 0 = 90-deg, and 
0 = 135-deg transformation circles and the inner and outer boundary 
circles drawn and labeled. Before assigning a value to 0 for a particular 
frequency, one should consider the critical portions of the impedance 



Fio. 3-20 — Impedance curve of 
Tig. 3-16 plotted with tranaformation 
circles. 
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cui’ve. Points lying on one of the boundary circles can be compensated 
only by one value of d, since there is onty one fl-circle tangent to the 
boundar}'’ circle at a given point, h'lidway between the two boundary 
circles, the ff-circles overlap, and a single point may be compensated by 
many values of d. We see, therefore, that the portions of an impedance 
cur^'-e which lie on or near the boundaiy circle maj*^ be considered critical. 
Any portion of the impedance cunm that moves in a clockwise direction, 
i.e., where, as the frequency increases, the <?-circles decrease, is also critical. 
It is usually wise to assign a value to 0 for a frequency at which the imped- 
ance curAm is critical and from that value to determine the values of 0 
for the frequencies of other points on the curve. There are three critical 
points to be considered on the impedance cuiwe of Fig. 3-20, the 100- 
and 190-Mc points and the 140-lMc point. The 100- and lOO-AIc points 
are critical because they lie near the outer boundarj’- circle. The 140-Mc 
point is critical for two reasons; (1) because it is quite close to the outer 
boundary circle and (2) because between about 125 and 150 Ale the 
impedance cunm moAms in a clockAAOse direction. Choice of the optimum 
0-value for the 140-Mc point gives the best chance of compensating for 
both the 125-Mc point and the 150-Mc point. The 140-Mc point is 
probably closest to the center of the d = 75-deg circle. A line trans- 
former 75 deg long at 140 Me has the lengths shoAAm in Table 3-1 at the 
other frequencies. 


Table 3-1 


Frequency 

0 

0/360 

100 

54 

0.150 

110 

59 

0.104 

120 

04 

0.178 

130 

70 

0.194 

140 

75 

0.208 

150 

80 

0.222 

100 

80 

0.238 

170 

91 

0.253 

180 

90 

0.267 

190 

102 

0.283 


It is possible to estimate the position of the 0 circles for each value of 
S listed in Table 3-1. Each impedance point lying Avithin the correspond- 
ing estimated 9 chcle can be transformed to the definition circle. An 
inspection of Fig. 3-20 and Table 3-1 shoAvs that tlfis impedance curve 
can be transformed to the definition circle by a line transformer of 61-ohm 
characteristic impedance that is 75 deg long at 140 Me. 

If necessary, the exact value of the impedance at the input to the line 
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transformer may be determined graphically for each frequency on a 
Smith chart, as shown in Fig. 3-21. For this purpose it is convenient to 
have printed Smith-chart forms. The antenna-impedance curve rela- 



ria.3-21. — Trsntrormatioao(animp«d»nc«curv«onaStnitbchart withthe transfornuition 
luie for the / •• 160*Mc point drawn 

tivc to 01 ohms plotted on a Smith chart and each point 

rotated clockwise the appropriate distance m wavelengths (see Table 3-1), 
as shown for the/ « 160-Mc point. 
Figure 3-22 is the transformed im- 
pedance curve plotted on an R'X 
diagram. 

3-8. The Series Network. — A 
series network consists of an open- 
circuited or Bhort-circuited trans- 
mission line in series with either the 
inner or outer conductor of the 
main transmission line. The input 
reactance of series networks may 
be added directly to the antenna impedance, as in the formula 
Z, + JX, =Rt+ j(Xi + A'.) (3-14) 

where Zi = -f jX\ is the antenna impedance and jX, is the input 
reactance of the series network. 

Since the definition circle equation is 

(Jt ~ a)» -f X’‘ = 62 


i-?5j 




— 

''DefiniiionOrck 

1 

i 


''Compensoied 
fmpedan ce Curve 


25 50 75 too 

Reststance.Ohm& 

Fio. 3-22. — Transformed impedance 
curve ol Tig. 3-2D plotted on an R-X 
diagram. 


(3-8) 
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and a series network adds reactance directly, the equation for the circles 
which will be transformed to the definition circle by a series network at 
any one frequency is 

{R - ay- -t- (X X.y = ¥ (3-16) 


It is clear that this is the equation of a family of circles having the same 
radius as the definition circle, with the center on the line R = a displaced 
from the R-axis a distance equal to —X,. A family of such circles is 
shown in Fig. 3-23. 

The reactance jX, of a series network is a function of the electrical 


length and characteristic impedance 
of the line. For a short-circuited 
line 

X. = tan 0 (3-16) 

and for an open-circuited line 

Z, = -Zo' cot 0 (3-17) 

where Zo' is the characteristic im- 
pedance and d is the electrical 
length of the line. 

Since the electrical length of 
the series network 0 is a function 
of frequency, for a network of given 
physical dimensions X, varies with 
the frequency. 

In general the values that X, 
has for certain values of 9 maj'^ be 
determined by inspection from Eqs. 
(3-16) and (3-17). 



0 50 100 150 200 


Resistonce.Ohms 

Fig. 3-23. — A family of series-network 
transformation circles. 


1. The value of X, is infinite for a short-circuited series network 90 deg long 
and for an open-circuited series network ISO deg long. Consequently, series 
networks are not useful for impedance compensation at frequencies where 9 has 
such values. 

2. The quantity X, has a value of zero for a half-wave short-circuited series 
network or a quarter-wave open-circuited series network. At frequencies where 
9 has these values, the series network does not affect the load impedance. At 
lower frequencies, the series network adds capacitance, compensating for trans- 
formation circles in the inductive region, and at liighcr frequencies the series 
network adds inductance, compensating for transformation circles in the capaci- 
tive region. Thus, an impedance curve of the shape of Fig. 3-24 may be com- 
pensated by an open-circuited series network of length 90 deg at 350 Me. 

3. A short-circuited series network less than 90 deg long or an open-circuited 
series network between 90 and 180 deg long has inductive reactance. The abso- 
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Fiq. 3-24 —Transformation of tbe 
Bolid-hne impedance curve to the dashed- 
line impedance curve bj’ an open-cir- 
cuited tSO-ohm line 90 deg long at 350 Me 
in senes. 



Fio. 3-25.' — Transformation of tbe 
eobd-line impedance curve to the dashed- 
bne impedance curve by a short-circuited 
50-ohm Une 45 deg long at 475 Mo in 
senes. 


lute value of X, mcreases with 0 in these regioD5> so that the displacement distance 
of impedance points is a direct function of frequency. Thus a curve such as the 
one u rig. 3-25 may be compensated by 
such a series network. 

4. An open-circuited series network 
less than $0 deg long, or a short^ircuited 
senes network between 90 and 180 deg 
long, has capacitive reactance. The 
absolute value of X, decreases with 8 
and frequency in these regions, bo that 
the displacement distance of impedance 
points IS an inverse function of fre- 
quency. Thus an impedance curve such 
as the one in Fig. 3-26 may be com- 
pensated by such a series network. 

5. The rate at which X, changes in 
value with frequency may be controlled 
"by adjusting the value of Zd'. This fact 
is most quickly understood by eonsider- 
ii^ an example. The value of X, that 
will best compensate for the / = SOO-Mc 
impedance point on the curve in Fig. 
3-27a is about 4-j40, since transposing 
this point 40 ohms straight up places it 
within the definition circle near the 
fi-axis. This value may be achieved 

with various values of Zo or 6. For instance, if we want Zd to be 100 ohms, 0 



Fia. 3—2(3 — Transformation of tbe 
solid-line impedance curve to the dasbed- 
line impedance curve by an open-cir- 
cuited 100-ohm line 60 deg loug at SOO Me 
in series 
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must be 22 deg, or if 0 is to be 50 deg, Zo' must be 34 ohms. Table 3-2 shows 
the value of X, for the two networks at several frequencies, and it is clear 
that although at 300 hlc the value of X, is equal for the two networks at other 
frequencies the values deviate widely. 



Ca) (b) Cc) 


Fig. 3-27. — (a) An arbitrarj’ impedance curve. (6) The effect on the impedance curve 
of adding in scrie.s a short-circuited 100-ohm lino 22 dog long at 300 Ztlo. (c) The effect 
of adding in scries a 3-1-ohin line 50 deg long at 300 Mo. 

The effect of the series networks is shown in Fig. 3-271» for Zo' = 100 ohms 
and in c for Zo' = 34 ohms. Ob^^ousl3q the 100-ohm series network is effective, 
and the 34-ohm series network is not. 


Table 3-2 


Frequenc}', Jklc 

100-ohm series network 

34-ohm series network 

0 

-f-jfi/o' tan 0 

0 

+jZo' tan 0 

300 

22 


50 


350 

20 


58 


400 

29 


07 


450 

33 


75 


500 

37 


83 



A series netw'ork is most effective when used to compensate an imped- 
ance curve in w'hich the lotv-frequency points are more inductive, or less 
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capacitive, than the high-frequency points, A series network tends to 
close such a curve or to cross the ends of it. An extreme illustration of 
this effect is the example shown in Fig. S~27c. A series network of high 
characteristic impedance distorts the shape of the impedance curve less 
than a series network of low characteristic impedance, as is clear from a 
comparison of Figs. 3—276 and c. 

3-9. The Parallel Network . — A parallel network consists of a short- 
circuited or open-circuited transmission line in parallel with the antenna. 
The electrical length of the parallel network is 0, and its characteristic 
impedance is Zt,'. The effect of a parallel network of input reactance Xp 
on an antenna impedance Zj may be determined by adding the suscept- 
anee of the parallel network to the admittance of the antenna, as in the 
equation 

Yi -1- jBp = Gt+ jiBt -i- Bp) (3-18) 

where Yi is the admittance of the antenna and Bp is the susceptance of 
the parallel network It is obvious from Eq. (3-18) that an admittance 
may be perfectly matched to the transmission line when Gt = Ye, the 
admittance of the transmission line, and Bp is chosen equal to —Bi. 

It is possible to fulffll this condition at a single frequency in any 
case where the antenna admittance has a conductance component not 
equal to zero or infinity by placing the parallel network at a point along 
the transmission line where the conductance G — Ye The proper posi- 
tion and susceptance of the shunt network may be determined graphic- 
ally on a Smith chart. 

Let us consider an impedance of 80 — 740 ohms that is to be matched to 
SO ohms pure resistance. On the Smith chart. Fig. 3-28, are plotted the Zi point 
(80 — 740)/50 and 180 deg away from it F|, S)/(80 —740). Yt is rotated 
toward the generator to the point where G = 1.0, a distance the chart shows to be 
0.105X. The addition of a susceptance of — 7O.8 X 60 will transform the admit- 
tance to the point G — 1.0, 5 = 0, and the antenna will be matched to 50 ohms. 

Before determining the circles on an R~X diagram within which lie 
the impedances that may be transformed to impedances plotted within 
the definition circle by a parallel network, let us consider the transforma- 
tion on a G-B admittance diagram. 

The admittance equation for a parallel network is of the same form as 
the impedance equation for a series network. Thus the family of admit- 
tance circles compensated by a shunt network when plotted on an admit- 
tance diagram will be in the same position as the family of impedance 
circles compensated by a series network when plotted on an impedance 
diagram (Fig. 3—23). The equation for this family of circles on an admit- 
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((? - a)- + {B- B,y- = (3-19) 

where a and (8 are the abscissas of the center and the radius of the admit- 
tance definition circle, respectivcl3^ This family of circles maj'' be 


0 



Fig. 3-2S. — The use of a parallel network to transform an impedance of SO — jiO to an 
impedance of 50 + jO illu.stratcd on a simplified Smith chart. 

plotted on an impedance diagram bj"^ substituting R/(I?r -f X") for G, 
— X/{R- -f X^) for B, a/Zo- for a, and b/Zo- for where Zo is the charac- 
teristic impedance of the main transmission line.^ Malting these sub- 


* The relationships between a and a, and b and jS (Uic centers and radii of the 
impedance and admittance definition circles, respectively) may be obtained from the 
following equations; 


a 

b 




(3-9a) 


Substituting I/Zq for Fo and simplifying transforms the equations to 


Thus a = ~ and 
* 0 ' 


a _ <r^ -b 1 
Zo 2(r 

b cr2 - 1 
Zo 2<r 

_6_ 


Zoa 


Zofi 


<r- + 1 

2<r 
— 1 
2<t , 


(3-9b) 
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stitittions and setting Bj, equal to —\/Xp ^vcs the relation 

Equation (3-20) may be rewritten in the form 




Since a* — 6* = 2o*, this equation may be rewritten* 

h 


H Wy- 

' + 




X- 


Xp 


I + 


(ti)‘ 


I + 


(D’ 


(3-21) 


(3-22) 


This is the equation of a circle ( a transformation circle) since for a 
given parallel network at a single frequency, a, b, Xp, and Zt, are all 
constants. Any impedance point falling mthin this circle ^till be trans- 
formed to an impedance point that falls nathin the definition circle by 
use of a parallel network having an input impedance Xp. The center of 
the circle is at the point 



1 + 

and the radius is 





Figure 3-29 shows a transformation circle that may be transformed 
to the deGnition circle by the parallel-network-transformation equation 
Avhere Xp is assigned a value of —50. The definition circle is a 2:1- 
standing-wave-ratio circle on 50-olim lino, passing through the points 
n = 100, A = Oand72 = 25, X * 0. 

Tlie quantity a thus has a value of G2.5, and b is equal to 37.5, Sub- 
stituting a = 02.5, b = 37.5, Zp = 50, and Xp = 50 m Eq. (3-22), one 


‘Since from Eq. (3-0) 

0 + 6 = aZi ftnd a — t = — 
0* - 6* - Z,i 
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finds that the center of the transformation circle is at the point R = 31.25, 
X = 25, and the radius is 19. Figure 3-30 is a familj' of transformation 
circles in which the value of Xp is the parameter. 

The imput reactance Xp of a parallel short-circuited-line net^^'■o^k is 

Xp = Zo' tan e (3-23) 

and for an open-circuited line 

Xj, = -Zo' cot e (3-24) 

where Zd is the characteristic impedance of the parallel network and 0 
is its electrical length. For a parallel network of given dimensions, 0 



Fia. 3-29. — A transformation circle 
which may be transformed to the definition 
circle by a parallel network whoso imped- 
ance Xp = —iso. 



Fig. 3-30. — family of transforma- 
tion circles which may bo transformed 
to the definition circle by parallel net- 
works with the indicated Xp values. 


varies directly with frequencj'' and Zo' is constant. At some frequency, 
therefore, a given parallel network assumes the reactance value corres- 
ponding to each transformation circle in Fig. 3-30. 

Several general conclu.sions may be dravm from Eqs. (3-22), (3-23), 
and (3-24). 


1. All the transformation circles are tangent to two boundary circles that pas.s 
through the origin and are tangent to the definition circle at its R intercepts. 
Any points lying between these two boundary circles may be transformed to the 
definition circle, and any points not lying between the boundaiy circles cannot 
be transformed to the definition circle. Several examples are shown in Fig. 3-31. 

2. Transformation circles the centers of which lie in the capacitive region can 
be transformed to the definition circle by parallel networks with inductive react- 




Resistance, Ohms Resistonce, Ohms 

(A\ (b) 

Fia. 3-31.— Examples of the parallel-network inner and outer boundary circles for two 
different definition circles 

3. The ratio betweea the radius and the resistance value of the center of each 
transformation circle is constant. Thus the circles become smaller as they 
progress from the dehnition circle to the 
origin. 

4. The value of Xf is zero for a short- 
circuited network 180 deg long, or an 
open-circuited network 90 deg long. Conse- 
quently, a parallel network is not useful at 
frequencies where 9 has these lengths. 

5. The value of X, is infinite for a short- 
circuited network 90 deg long, or an open- 
circuited network ISO deg long, and a 
parallel network does not affect the antenna 
impedance at frequencies where 6 has these 
values. In each case, at lower frequencies 
the value of $ is less and the network has 

w inductive reactance, and at higher frequencies 
Resistonce.Ohms Value of 6 is greater and the network 



dottod-hne impedance curve by an CUTVCS 8UCh as that in Fig. 3-32 can be com- 
c^n-circuited par^lel neUork of pensatcd by a parallel network. 

IW-olitn characteristio impedasco c t j > • 

180 deg long at 300 Me. 6. Impedance curves such as those m 

RgS. 3-33 and 3-34 where all the impedance 
points to be compensated lie in either ( 1 ) the capacitive region or (2) the 
inductive region may be compensated, respectively, by (1) short-circuited 
networks less than 90 deg long or open-circuited networks between 90 and 180 deg 
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long or (2) short-circuited networks between 90 and 180 deg long or open-circuited 
networks less than 90 deg long. 

7. The rate at whicJi Xp varies in value witli frequenc}'" may be controlled by 
adjusting the values of Zo' and 6. Tlie reactance of a network plotted against 
frequenc}’- is, of course, a tangent-function cun'e with a constant coefficient equal 
to the characteristic impedance of the network. The slope of the tangent curve 
for a given value of 6 is thus a function of the characteristic impedance of the 
network. Figure 3-35 contains two graphs of the reactance of networks vs. 
frequenej’^ where 6 has lengths such that the reactance of the network is inductive. 
The first, in Fig. 3-3oa, shows curves of input reactance against frequency for two 



Fig. 3-33. — ^An impedance curve which 
requires an inductive parallel network for 
compensation. 


Fig. 3-34. — An impedance curve 
which requires a c.apacitivc parallel net- 
work for compensation. 


networks, both of which have a reactance of -fjSO ohms at 500 Me. Both net- 
works are less than 90 deg long; one has a characteristic impedance of 100 ohms, 
the other of 25 ohms. It is clear that the 100-ohm line has the least reactance 
variation. Figure 3-355 illustrates the rapid reactance change that may be 
obtained by selecting an open-circuited line between 90 and 180 deg in length, 
or a short-cii’cuited line between ISO and 270 deg in length. All three lines are of 
100-ohm characteristic impedance, and the lengths are so chosen that the net- 
works all have a reactance of -l-j50 at 500 Me. In all cases the inductive react- 
ance increases wdth frequency, but almost any desired slope may be obtained. 

The slope of the curve of reactance against frequency for a net- 
work that is capacitive behaves in the manner described above, except, 
of course, that the capacitive reactance of a network decreases with 
frequency. 

3-10. Compensation with the Parallel Network. — ^In compensating an 
impedance with a parallel network, several aspects of the impedance curve 
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must be considered. (1) AH the points to be compensated must faU 
witJiin the boundarj' circles. (2) The curve must move generally upward 
(eounterclockwiae) on an R-X diagram as the frequency increases. The 
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of curve will be a sbort-circuiteci line wavelength long at midband 
frequencj’’, or an open-cii’cuited line wavelength long at midband 
frequenc 3 % so that all points at frequencies lower than midband frequency 
are moved upward (i.c., counterclockwise) and all points at frequencies 
higher than midband frequenc}’' are moved downward (or clockwise). 
It is obvious that the size of the loop is increased b.y a parallel network, 
and thus it must be originallj’^ smaller than the definition circle if it is to 
be compensated in this way. 


Example: Let us take the impedance curve in Fig. 3-36b as an example to show 
all the steps in determining a parallel network. The curve, the definition circle, 
and the boundary lines are drawn in Fig. 3~36b. The ne.xt stop is to compute 




Fio. 3-37. — (a) Tiic iinpodanco ciirv'o of Fik. 3-3Gt plotted with several transrormation 
circles; (6) the input inipc'lanco when an open-circuited 100-ohm lino 180-<icg long at 
400-Mc is added in parallel. 


several transformation circles, enougli so that it is po.ssihle to interpolate with 
reasonable assurance. The definition circle is a 1 .5:l-standing-wave-ratio circle 
for a 50-ohm line, passing through the points R = 75, X = 0 and R = 33.3, 
X = 0, Thus, a is equal to 54.2 and b is equal to 20.S. A quick method of 
locating a transformation circle is to compute the resistance value of the center 


of the circle, which isR = / V - v-; where Zo is the characteristic impedance 

1 + t^o/ApJ* 

of the main transmission line and Xp is the reactance of the parallel network. 
The resistance centers of the transformation circles for Xp = ±j50 and 


= +jT00 are 72 = 27 and K — 43. It is possible now to locate the center of 
the corresponding transformation circlc.s ndth a compass by trial and error, since 
the center must be on the computed resistance line, equidistant from the two 
boundarj’^ lines. The four transformation circles for X,. = +j50, Xp — +jT00, 
Xp == -j50, and Xp = — jTOO are drawni in Fig. 3-37a. The impedance curve 
of Figs. 3-36f> and 3-37 is of the type that maj' be compensated by a short- 
circmted network either H or wavelength long at midband frequency, or an 
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open-circuited network waveJength long at midband frequency (see See. 3-9). 
The 400-Mc point is defined as the midband point, since it is near the 7^-axis and 
since at 400 Me the curve is moving in a clockwise direction and is tlierefore 
critical. The 250-Mc point requires a reactance of -V-jSO ohms for compensation, 
and the 550'Mc point requires a reactance of — j50 ohms. It is now necessary 
to see whether there is a network that has infinite reactance at 400 Me, a -l-j50-ohm 
reactance at 250 Me, and a -j50-ohm reactance at 600 Me. 

A sJiort-circuited network 90 deg 
long at 400 Me is 56 deg long at 250 
Me and 124 deg long at 550 Me. 
Since Xp = +jZe tan 6, Zt, must be 
about S3 ohms if .Yp is to be +j50 at 
250 Me. A Ime of 33-ohm character- 
istic impedance 124 deg long has a 
reactance of — j49 ohms at 550 Me, 
which will compensate for the 550-Mc 
point. The reactance of such a line at 
350 Me IS about 1C5 ohms. From the 
information on Fig. 3-37a, it seems 
that the 350-Mo point would probably 
fall within the +jlC5 circle. The 
other points on tlie impedance curve 
may considered in a similai manner. 

An open-circuited network that is a 
half-wave long at 400 Me may also be 
used. The characteristic impedance 
of such a network must be higher than 
that of a quarter-wave Bhort-circuited 
network and may be determined as 
shown above. 

The input impedance characteris- 
tics of a compensated antenna may 
be computed point by point by using 
the formula for combining impedances 
in parallel 

Fjg. 3-38 — The giaiAical determina- .y y 

tion on a Smith chart of the input imped- V — 7-1 

ance plotted m Fig 3-37b. Z.+jXp 

where Zi„ is the impedance of the compensated antenna, Zj the impedance of the 
uncompensated antenna, andJXp the reactance of the parallel network. Figure 
3-375 k a plot of the calculated compensated impedance Z,n of the impedance 
curve in Fig. 3-37a placed in parallel with an open-circuited lOO-ohm line ISO deg 
long at 400 Me. The input impedance may be determined graphically on a Smith 
chart, as shown in Fig. 3-38. Carve 1 is the antenna impedance plotted on a 
Smith chart. Curve 2 is the antenna admittance, each point plotted ISO deg 
away from the corresponding impedsmee pmnt. Adding to each point on curve 2 
the susceptance value of the parallel network at that frequency gives curve 3, the 
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input admittance. Curve 4 is the input impedance; lienee each point is plotted 
ISO deg from the corresponding point on curve 3. 

3-11. General Considerations in Designing Single-element Broad- 
band Compensating Networks. — Impedance compensation is used to 
improve tlie impedance characteris- 
tics of an antenna, i.c., to reduce the 
magnitude of the reflected wave on 
the transmission line feeding the 
antenna. The impedance standard 
for an antenna designed for a particu- 
lar purpose may be expressed as the 
maximum permissible reflection coef- 
ficient. A definition circle may be 
drarni on an Ji-X diagi’ara enclosing 
all impedance points that have a 
reflection coefficient less than the 
standard. liffien the measured im- 
pedance of an antenna does not fall 
vithin the definition circle at all fre- 
quencies at which the antenna is to operate, an impedance compensation 
network may be useful. A great many antennas can be made to operate 
over a broad band of frequencies by the use of an appropriate compensat- 
ing network consisting of only one 
clement, called a single-element com- 
pensating nehoork. 

The procedure in determining 
the most useful type of compensat- 
ing network is to plot on an R-X 
diagram the measured impedance 
curs'^e and the appropriate definition 
cii-cle. Usually the most desirable 
type of network may be selected 
by inspection when the boundary 
curves corresponding to each type of 
network are dra\vn on the diagram. 
The boundary curves for a series 
network and for a parallel netw-ork 
are dependent only on the definition 
circle. The boundary curves for a 
series network are two vertical lines pas.sing through the resistance e.xtremes 
of the definition circle, the R = Zo X (t line and the R = 7j^/a line, where a 
is the voltage standing-wave ratio (Fig. 3-39). The boundary curves 



Fig. 3-40. — Parallel-network boundary 
curves for a given definition circle. 



Fig. .3-30. — Series-network boundary lines 
lor a given definition circle. 
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for a parallel network are two circles, passing through the origin, centered 
on the fl-axis and passing, respectively, through the two resistance 
extremes of the definition circle, as shown in Fig. 3-40. The boundarj' 
circles for a Ime transformer are dei)endeQt not only on the definition 
circle, but also on the characteristic impedance Zt of the line trans- 



former The optimum line-transformer boundary circles for a specified 
definition circle and particular antenna impedance curve may be con- 
structed by inspection, as discussed in Sec. 3-5 and illustrated in Fig. 
3-16. 

Example: Figure 3-41 is the impedance curve of Fig. 3-4, with the series 
network boundary' lines in a, the parallel network boundary lines in 6, and the line- 
transformer boundary lines in e. The definition circle to which this impedance 
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curve is to be transformed is a circle of 0.33 reflection coefiicient on a 50-ohm line, 
passing through the points f? = 25, X = 0 and R — 100, X = 0. Since in both 
cases the major part of the curve lies outside the boundaiy curves, it is ob^dous 
that neither a series network nor a parallel network would be effective in improv- 
ing the impedance characteristics of this cuiwe. A line transformer, however, 
might be effectir'e. The boundar}’- cuiwes for the line transformer are con- 
structed in the following way. The outer boundary circle is dravui tangent to 
the definition circle at 22 = 25 with a radius arbitrarilj’’ chosen large enough so 
that the 300-]SIc point is well within the circle. The high resistance i2-intercept 
of this circle is at 22 = 276. The inner boundar}’- circle intercepts the 22-axis at 
two points, at the resistance maximum of the definition circle and at the point 
where 22 is equal to the outer boundarj’- 
circle liigh-resistance intercept times 
the ratio of the definition-circle inter- 
cepts; in this case at 276 X ^Hoo or 
at 22 = 69. Thus the inner boundar}^ 
circle lies within the definition circle 
and is inverted (see Sec. 3-5). The 
characteristic impedance of a line 
transformer haxdng the boundary cir- 
cles shown in Fig. 3-4lc is 83 ohms, the 
geometric mean between 25 and 276, 
the 22-intercopts of the outer boundary' 
circle, or 69 and 100, the 22-intercopts 
of the inner boundary' circle. 

In order to determine the optimum 
length of the line transformer, it is 
necessan' to construct transformation 
circles for several values of 0. The 
6 =90-deg circle is tangent to the outer boundarj'^ circle at its high-resistance 
22-intercept and tangent to the inverted inner boundaiy circle at its low-resistance 
22-intercept, as shown in Fig. 3—42. The d — 45-deg and 0 — 135-deg circles are 
tangenttotheinnerand outer boundary circlesat the points wdierc they arc crossed 
by a circle of radius Zo', in tliis case 83, centered at the origin. Since the inner 
boundary circle is inverted, the transform.ation circles all include the inner bound- 
ary circle. The 0 ~ 45-deg and 0 — 135-deg transformation circles are drawn on 
Fig. 3-42. The SOO-Mc point is the most critical, since at that frequency the 

Table 3-3 


Frequency, Me 

0, Deg 

300 
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Fio. 3-12. — Bountlory curves and Irans- 
fonnation circles required to estimate the 
length of the Hue transformer needed to 
compensate the impedance curve. 
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impedaTice ciuve is moving clockwise (see Sec. 3-3) . Estimating the position of 
the various 6 circles near the SOO-hfc point, one could assume that the SOO-Mc 
point is closest to the center of the 0 = 105-deg circle. At the other frequencies 
on the impedance curve, 6 has the values shown in Table 3-3. By estimating 
the position of each $ circle, and seeing whether or not the corresponding imped- 
ance point falls \vithin it, the effec- 
tiveness of the line transformer may 
be determined. The 300-Mc point is 
probably about on the edge of the 
6 = 39-deg circle; the 400-Mc point 
is certainly within the d = 53-deg 
circle; the 500-Mc point is within the 
inverted inner boundary circle and, 
consequently, cannot be transformed 
out of the definition circle; the 600-Mc 
point is very probably within the 
fl =s 79-deg circle, the 700-Mc point 
must lie within the 6 <=> 92-<leg circle, 
since it is in both the 6 — 00-deg 
circle and the 0 = 135-deg circle; 
the SOO-Mc point is, of course, within 
the 0 » 105-deg circle, and the 
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Boundary Circle ^ Series Network 0 “ 118-deg circle, since it liee within 

(ai both the 0 »= 90-deg and 0 = 185-deg 

circles. Therefore, a line transformer 
of 83-ohin characteristic impedance, 
105 deg long at 800 Me will transform 
the impedance curve to the definition 
circle, the only questionable points 
being the 300-Mc point and the 
600-Mc point. Each point may be 
transformed on a Smith, chart to de- 
termine the input impedance of the 
compensated antenna. The com- 
puted input impedance is plotted on 
Rg. 3-46. 
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(b) 

Tio. 3-43.— .4n example of tTro-element 
impedanrc compensation; (o] tbo trana* 
formation of the aolid-Iine antenna-impedance 
curve by an open-ciccuited certea network of 
JOO-ohm eharactenatic impedance 00 deg 
long at / = 0 26 to the dottcd-luie curvo 
•nhicb tan t,6 transiontied t>y a tine trana- 
fonaer oi "O-ohm characteristic impedance 
00 (leg long at / B 0.36, (6) a diagrammatio 
representation of theeompensatingeystem. 


3-12. Multielement Compen- 
sating Networks.— It is possible 
to use several networks together 
to compensate an impedance curvethat cannot be compensated by a single 
element. The thcorj' of a multielement compensating network is to use 
the first element to transform the impedance curve to a position from 
which it can either be compensated by the second element, or be trans- 
formed by the second element to a portion from which it can be com- 
pensated by a third element, etc. 
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Example: An impedance cunm compensated by a two-element network is 
shown in Fig. 3-43a. The principles used in selecting the proper network types 
are similar to those used for single-element net-works. 

The solid-line impedance cunm of Fig. 3-43a (plotted -ndth relative frequency) 
cannot be compensated to the definition circle by any single-element network, 
since it lies outside the boundary lines for any tjqic of network. However, it 
seems possible by inspection that the cuiwc could be tninsformcd so that it would 
lie witliin the boundarj’^ curves of a line transformer by a scries network that is 
inductive at the higher frequencies. The boundaiy curves and the transforma- 
tion circles for a line transformer of 79-ohm characteristic impedance are drawn 
on Fig. 3-43a. The outer boundarj’- line was chosen to include a resistance equal 
to tire, highest rc-sistance at any point on the impedance cuiwe. Under the 
assumption that tlris point, which in Fig. 3-43a is the 0.36-impedance point, is 
to be transformed by the series network to a position near the 72-axis, a line 
transformer 90 deg long may be used to transform this point to the definition 
circle. 

A line transformer 90 deg long at a relative frequency 0.36 has the lengths 
given in Table 3-4 at the other frequencies. Therefore, in order that the line- 
transformer transformation be successful, the series netw'ork must transform each 
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1 
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impedance point to a position somewhere within the corresponding 0 circle. 
Table 3-4 includes the approximate values of X. required to transform each point 
to the corresponding 0 circle. It is now necessary only to determine a series 
network that has a reactance value at each relative frequency within the limits 
given in Table 3-4. An open-circuited network 90 deg long at the relative 
frequency 0.26 with a characteristic impedance of 100 ohms has the reactance 
values showm in Table 3-4. The dashed-line impedance curve on Fig. 3-43a is 
the impedance resulting from the addition of this series network to the antenna 
impedance. It is obvious that a line transformer of 79-ohm characteristic imped- 
ance 90 deg long at the relative frequency 0.36 -will be successful in transforming 
the dashed-line impedance cui-ve. The resulting system is shown in Fig. 3-43h. 

Other combinations of networks may be used for impedance compen- 
sation, following the principles discussed above. 

3-13. Baiuns: General. — The problem of transmitting energy from 
coaxial or unbalanced transmission-line systems to dual or balanced trans- 
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mission-line systems, or vice versa, occurs frequently in broad-band 
anteima work. Balanced antennas in general are better suited to broad- 
band applications than are unbalanced antennas. Since antennas are 
almost always fed by coaxial lines, there is need for a device to convert 
the unbalanced voltage of the coaxial cable to the balanced voltage 
required by the antenna. This balance-to-unbalance transformer is 
commonly called a halun. In the following sections some of the forms 
that the balun may take mil be discussed. 

3-14, Type-I Baiun.— A type-I balun, sometimes called a bazooka, is 



Fjo. 3-44 — TiTe-Ibsli®! 

& “bsiooka.'' 


shown in Fig. 3-44. In this balun 
the balanced pair of conductors is 
tied dir«Jtly to the inner and outer 
conductors of the coaxial line at 
points 1 and 2. In addition, a skirt 
C, placed nroxmd the coaxial line, 
extends ^ wavelength from its 
d junction ^dth the balanced line. 
Thus, the outer conductor B of the 


coaxial line and the skirt C form a second coaxial line the impedance of 


which, as measured between 2 and 3, is 


where Za is the impedance seen between 2 and 3, Ztao the characteristic 
impedance of the coaxial line consisting of outer conductor B and skirt 
C, I the length of the skirt C, and X the wavelength at the operating 
frequency. 

"When I X/4, the impedance Zjj 
is very high (limited by the Q of the 
section) and there is no shunt path 
to ground from 2 to 3 and conse- 
quently no division of current at 
junction 2. Thus, both oondnetoni ‘™''' 

of the dual line carry equal currents. 

There are, however, paths to ground from each of the dual conductors 
because of the distributed capacitance and conductance. Since these 
paths are presumably equal and ;^ce the currents in each of the dual 
conductors are equal and 180 deg out of phase, the voltages to ground will 
be equal and ISO deg out of phase and the dual line will be balanced. 

If the length of the skirt is not wavelength, however, Ziz 'will not 
be a high impedance, and it is apparent from the equivalent circuit 
shown in Fig. 3—15 that an unbalanced path will exist between 2 and 
ground. Therefore, the impedance to ground from 1 will be significantly 
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different from the impedance to ground from 2 and there will be a division 
of cuiTcnt at junction 2. The voltages ns measured from 1 to ground 
and from 2 to ground will no longer be equal or ISO deg out of phase, 
and the dual une will be unbalanced. The band width of this tj-pe of 
balun is therefore very limited, and the balun is suitable for use only in 
installations where the equipment is to be operated over a band not more 
than about 10 per cent wide. 

3-16. Type-II Balun. — The band width of the 
bazooka may be increased by utilizing another 
section of transmission line having exactly the 
same characteristics as the section formed by 
outer conductor B and sldrt C of the bazooka. 

As shown in Fig. 3-4G, tliis added section consists 
of B' and C, with B' connected to junction 1. 3 

Thus, wiiatever the impedance between 2 and 
ground due to B and C, it will have at all fre- 
quencies an exact counterpart betw'een 1 and 
ground due to B' and C. This is illustrated in 
the equivalent circuit (Fig. 3-47). Because the 
currents entering junctions 1 and 2 from the 
coaxial line are equal and ISO deg out of phase, 
and because the impedance betw'een junctions 1 
and 2 to ground are equal at all frequencies, the dual line will be balanced 
at all frequencies. At the frequency at which the lengths of B and B' 
are exactly 34 w'avelength, the impedance presented to the coaxial line 
will be only the input impedance of the dual line since the impedance of 
the sections of the balun is infinite. At any other frequenej’- the balun 



. 3-40.— Typc-ll 
baluu. 


will shunt the dual line with the impedance equal to j2ZoBc tan 



wiiere Zone is the characteristic 
impedance of each leg of the balun. 

If the gap betw'een B and B' is 
made large compared with the 
shortest W'avelength at wliich the 
balun is to be used, the section of 
inner conductor of the coaxial cable 
w'ill place inductance in series with 
one side and some unbalance will be present. This gap should therefore 
be made as small as is consistent with consideration of voltage arc-over and 
lumped capacitance betw'een 1 and 2. Practical values that have been 
used range from 34 to 34 iu- 

Generally, the characteristic impedance of the dual line is greater 
than the impedance of the coaxial line. Advantage can be taken of the 


•07 


Ba/un 




x 


'jZoBc tetn 0 

Fio. 3-47. — Equivalent circuit for typo-II 
balun. 
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shunt reactance presented by the balun by utilizing it as part of the 
impedance-matching network. An example in Sec. 3-17 illustrates this. 

3-16. Type-III Baiun.— The type 111 operates in the same manner 
as the type-II balun except that section B’ is placed beside section B so 
as to form a dual line within the skirt C, as ahoivn in Pig. 3-48. As 
pointed out in the preceding section, the 
length d of the inner conductor of the coaxial 
line must be kept short to minimize unbal- 
ance. Type-III construction does not lend 
itself to keeping this length short since, as 
can be seen from Fig. 3-48, the inner conduc- 
tor has to traverse the distance between the 
sections B and B' and this distance is deter- 
mined by the characteristic impedance de- 
sired in the balun. 

The principal advantage of a type-III 
balun is that its length need be only half that 
of a type-II balun. Furthermore, a short- 
circuiting bar can bo placed as shomi to per- 
mit adjustment of the length of the balun for operation at different 
frequencies. 

3-17. Use of the Balun as Part of an Impedance-matching Network. — 
In the preceding section it was pointed out that, nhilo the dual line is 
balanced at all frequencies, the balun sections will place a reactance in 
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Impedance 

Fio. 3-49. — Schematic diagram of bairsn used with quarter-wave transformer for broad-band 
impedance matching. 


shunt with the dual line at the junction Avith the balun. This shunt 
reactance can be incorporated as part of the impedance-matching net- 
work between load and coaxial line, as illustrated in the following example 


Example: Let it be assumed that a coaxial cable having a characteristic imped- 
ance Roi is to be used with an ideal balanced load of resistance Rl = 2f2flr. An 
ideal load is taken to mean one that does not change its impedance with frequency. 
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The maximum degree of mismatch that can be tolerated is assumed to be that 
which gives a 1.5:1 voltage standing-wave ratio. The impedance-matching net- 
work is to consist of the balun sections and a quarter-wave transformer, as shown 
in Fig. 3-49. It is required to find the characteristic impedance of the quarter- 
w’ave transformer and of the balun sections to give maximum band width, and to 
find the frequency range over which the required impedance match can be 
obtained. 

Since the impedances are in parallel, it will be more convenient to work in 
terms of admittance rather than impedance. 

Then 


II 

(3-27) 

Got = jf- 
jtoi 

(3-28) 

2Gl = Go, 

(3-29) 


First, let us plot, in terms of Goi, the cliaracteristic conductance (7oi of the 
coaxial cable and the conductance Gl of the load on the admittance chart of 
Fig. 3-50. The locus of all admittances 
that will produce a 1.5:1 voltage-stand- 
ing-wave ratio on the coaxial cable when 
used to terminate the cable is the circle 
given in Fig. 3-50 as curv'c 1. Admit- 
tances Ijdng within this circle will pro- 
duce standing-wave ratios of less than 
1.5:1. Therefore, it is nccessaiy to use 
a de%’ice that, wdien terminated in the 
load admittance Gl, will have an input 
admittance Ijdng within this circle over 
as much of a frequency band as possible. 

With this object in mind let us choose 
the quarter-wave transformer so th.at it 
is 14 wavelength long at the center fre- 
quenc}’-, and so that it will transform Gl to the maximum conductance point on 
the 1.5:1 circle. Thus the characteristic conductance Got = I/Rot of the trans- 
former becomes 



Fio. 3-50. — Admiltaiico chart for the 
circuit of Fig. 3-40. 


Gar" = ( 1 .5(?oi)(?/, (3—30) 

Got = '\/\.5Go\Gl (3-31) 

Substituting the value of Gl from Eq, (3-29), W'o get 

Got = = O. 866 G 01 (3-32) 

If we consider only the portion of the system consisting of the load Gi and the 
quarter-wave transformer, the input admittance to the transformer will vaiy 
wth frequency between the values Gl and l.SGoi along the circle showui as curve 2 
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on Fig. 3-50. The equation of this circle may be found from the transmission- 
line equations. Calling the input admittance to the transformer F,„ we may 
mite 


11 - 

Gut 


Cor 

Gl 


- j tan 0 + 3 tan 0 + tan* 6 


(If)’ 


(3-33) 


Got 




g(l + tan’0) 
jtan8[(^)’-l] 


(3-34) 


(3-35) 


Substituting from Eqs. (3-26) and (3-29), we get 

1.5(1 -I- tan* g) 
C#j 3 + tan* 0 
. ^ . V3 tan 0 

^ <?8i * ^3 -I- tan* 0 


(3-36) 

(3-37) 


Equations (8-36) and (3-37) are the equations of curve 2. 

The quarter-wave transformer has effected the required degree of match at/, 
only, where the two circles are tangent. At every other frequency the admits 
tanee presented to the coavial cable lies outside the 1.5:1 circle. However, for 
those frequencies where the real part of Kj, lies between the values 0.66001 and 
1.5Gei it is possible to collapse curve 2 to within the 1.5:1 circle by tuning out 
part of the reactive component of r<«. The reactance of the balun sections can 
be used to accomplish this tuning if the characteristic impedance of the balun is 
properly chosen. 

The frequency limits at which Gin is equal to 0,66G#: are found by substituting 
this value in Eq. (3-36). Then 


G^ 

Got 


= 0.66 = 


1.5(1 -htan*g) 
3 + tan* 0 


tan 6 = ± = iO.775 

0 = 37.8% 142,2® 


(3-38) 


(3-39) 

(3^0) 


At the center frequency /< the electrical length of the transformer was made 
equal to K wavelength, or 90 deg. ^ce electrical length is directly propor- 
tional to frequency, we may easily find the frequency limits corresponding to the 
value of in Eq. (3-40). Thus the lower limit is ft — 37.8/s/90 = 0.42/., and 
the upper limit is/. = 142.2/./go « 1.5^.. 

The susceptive component of admittance H.. presented by the transformer at 
these frequency limits is found from Eq. (3-37) to be +j0.373(7oi. 
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Up to this point the characteristics of the balun have not been mentioned. 
If the balun sections are made to be 'n-avelength long at the center frequency /r, 
then at this frequency the balun will shunt the quaiier-wave transformer with a 
veo' low admittance. At frequencies other than the balun will act as a 
shunt to the dual line at the junction and wdll have an admittance I'j equal to 

y. = -jWo: cot 0 (.3-41) 

where U02 is the characteristic conductance of the balun. In the case of the 
tj-pe-II balun, 602 is half the characteristic conductance of each section of the 
balun. If (?02 is chosen so that at/j and/u the value of I', will be exactly equal to, 
but of different sign from, U,„, then at these frequencies the total admittance 
seen by the coaxial cable will bo O.CGUoi and the effect of the balun stubs will be to 
transform curve 2 to curve 3. 

The value of Goi that wilt accomplish this is found by eeprating !?,„ in Eq. 
(3-37) to — F, in Eq. (3-41) for tan 0 = ±0.775. Then 


and 


Goi y/S tan d 
3 + tan- 6 


— Got cot 0 


(3-42) 


Goz = 0.2SS(toi 


(3-43) 


If at each frequencs'’ the net admittance presented to the coaxial lino by balun 
and transformer is plotted, curv'c 3 will be the result. Thus it can be seen that 
for all frequencies between /t and/„ the admittance terminating the coaxial cable 
lies within the 1.5:1 circle and the balun sctv'cs usefully as a broad-band dcxoce 
over a 3.76-to-l frequency range. This arrangement can work only over a 
limited frequency range because at 2/< the balun will short-circuit the dual 
line. 


3-18. Methods of Checking Balim Performance, 
concern in the performance of a balun 
is the degree of balance that exists 
on the output dual line. This may 
be determined by measuiing with a 
.suitable voltmeter the equality of 
the voltages from each of the dual 
conductors to ground. The volt- 
meter must have a verj’’ high input 
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Fic. 3-51. — Schematic cliaRram of r-f 
voltraotor. 


impedance so that it xvill not introduce any unbalance of its owm. Figure 
3-51 shows a type of voltmeter that has been used for this purpose. 
Basically, it is a quarter-wave coaxial line short-circuited at one end bj^ a 
high capacitance. A crystal and a d-c meter serve to detect the short- 
circuit current, which is directly proportional to the voltage at the input. 
If the length of the coaxial-line voltmeter is exactly H w-avelength, the 
input impedance to the voltmeter will be very high. 

Since the voltmeter gives a reading proportional to amplitude, this 



92 


VERY HIGIUFREQUENCY TECHNIQUES 


[Chap. 3 


method will not detect phase unbalance, i.e., unbalance in which the peak 
amplitudes of the voltages on the two lines are equal but do not occur 
180 deg apart in time. A better method of detecting unbalance, and one 
that does not have this shortcoming, is illustrated in Fig. 3-52. Here a 
quarter-wave stub is shunted across the dual line. Since the stub is 



a ba]ance<l 


short-circuited, it will present infinite impedance to the balanced voltage. 
For the unbalanced voltages, however, the quarter-wave stub is open- 
circuited at its end so that the points on the dual line at which the stub 
is attached are short-circuited for unbabneed currents. Hence, there 
wU be some voltage from the end of the stub to ground if any unbalance 
exists on the line. 



CHAPTER 4 

CONE AND CYLINDER ANTENNAS 
By a. Dorne 


A 

1 

I 

1 

I 


The cone antenna, when its side is several wavelengths long and its 
included angle is fairlj^ large, is usuall}'- regarded as a type of horn. In 
fact, when two such cones arc placed vdth their apexes together, the term 
biconical horn is accepted as standard. On the other hand, a cone 
antenna that has an included angle of only a few degrees and a side 

wavelength long is much more naturally regarded as a stub. From a 
theoretical point of view any distinction between the two appears some- 
what arbitrary and unnecessar5^ But from the point of view of uses 
and applications a distinction between these two types may be quite 
meaningful. It is on this basis that the material for this section has been 
selected. Thus, under the classi- 
fication cone and cylinder antennas 
is included information about an- 
tennas of these types that is of 
interest when thej'' are used as the 
broad-band analogues of the long 
thin dipoles or vertical masts of 
ordinary narrow-band practice. 

4-1. General Considerations : 

Impedance. — As discussed in Chap. 

1, an antenna of any typo maj' be 
regarded as a transformer between 
guided and free waves. Since, in 
the case of conical antennas, tliis is 

a paiticularly useful point of view, an example is given to illustrate the 
sense in which the Avord is used. 

Consider a junction betAA'een two transmission lines, one consisting 
of a coaxial line and the other of a section of guide of circular cross section, 
as shown in Fig. 4-1. The section between planes A A and BB consists 
of a section of transmission line that functions as a transformer between 
the coaxial line and the guide. If the diameter of the guide is now 
increased until it becomes infinite, the transformer section remains a 
transformer, but the guide has become free space, so that the transforma- 
tion is between the guided waves in the coaxial line and the free waves in 
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Fig. ‘F-l. — Transformer from coaxial 
transmission line to cylindrical hollow 
waveguide. 
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space. As with any other transformer, if it is rcOcctionless or nearly so, 
it will be broad band, while if it produces large reflections, it may still 
be a satisfactory transformer but only over a narrow frequency band (or 
bands) within which the various reflections cancel each otlier. In 
general, as is pointed out in other chapters, a gradual transformation 
between two types of waves is likely to be rcficctionless, whereas an 
abrupt change is not. 

If we consider the behavior of a conical antenna, we shall see that it is 
reasonable that it should produce only small reflections once it becomes 
reasonably large in terms of wavelengths. Schclkunoff* has devised 




a method for computing the bcliavior of the conical antenna in terms of 
electromagnetic theory. The mathematics becomes quite involved, 
however, and although this discussion follows his basic analysis of the 
problem, no quantitative solution is attempted. 

In terms of a conical antenna the situation of Fig. 4-1 becomes that 
of Fig. 4-2, in which are 8ho%vn the coaxial feed line, a conical antenna, 
and an infinite ground plane. The problem is slightly simplified if we 
remove the groimd plane and replace the image of the antenna by a real 
antenna, which is symmetrical with the first. We then have a balanced 
biconical radiator energized by a voltage applied between the apexes of 
the two cones, as shown in pjg. 4r-3. In this figure the cones are equal 
and collinear and are bounded at the ends by the spherical surface that 
has its center at the center of the antenna. The region within the sphere 

* ScHELKiTNorp, S. A., '‘Electromagnetic Waves,” D. Van Nostrand Company, 
Inc., New York, 1943. 
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Fig, 4-4. — Line.s 
of electric force for 
TEM wave in the 
presence of two col- 
linear conical con- 
ductors. (Prom S. A. 
Schclkimoff, "Ekdro- 
inaonclic 11’’oses,” D. 
Van Noslrand Com- 
pany, Inc., Akw York, 
1043, bp permission. 


may be regarded as the section of transmission line that comprises the 
transformer. 

This is a natural boundary to choose because the waves that can exist 
in this system possess spherical fronts, and if a particular wave extended 
only as far as the end of the antenna, it would, because it was spherical, 
extend as far as the sphere bounding the antennas. 

Accordingly, the spherical surface constitutes a 
boundary between free space and the transformer. 

There are three tjTes of waves that can exist in the 
system. One of these is a 7'Bj\T wave. Its existence 
depends on the presence of conductors to bound its 
field, and it can therefore exist onl 3 ’’ witlun the bound- 
ary' sphere. It is similar to the ty^e that is normally 
present in a coaxial line in that neither its electric 
nor magnetic field possesses a component in the direc- 
tion of propagation of the wave. Furthermore, lines 
of electric force extend from one cone to the other, in 
correspondence AAuth the lines of electric force in a 
coaxial transmission line that extend from one con- 
ductor to the other. The expressions for the field are 
given in Eqs. (4-3) and (4-4), and a cross-sectional 
view of the lines of electric force is shown in Fig. 4-4. 

Outside the sphere an infinite family of waves of the 2'M type can e.xist. 
The summation of these constitutes the free wave traveling tlmough space 
away from the antenna. Like other TUf waves, their magnetic fields have 
no components in the direction of propagation, although their electric 

fields do. Figure 4-5 shows a cross- 
sectional view of the lines of electric 
force for the first- and second-order 
T3f \vaves in free space. The ex- 
pressions for the field components 
are given in Eqs. (4-5) to (4-10). 
The third possible type of wave 
also consists of an infinite family of 
TM waves. These, however, exist 
Avithin the sphere and are modified 
by the presence of the cones. Fig- 
ure 4-G shoAvs cross-sectional AueAVS 
of the lines of electric force for the first- and second-order waves of this 
type. • 

The method of solution of the problem consists of obtaining relative 
values for these various Avaves such that the resultant field at the surface 
of the sphere due to the Avaves inside it matches the field due to the Avaves 



Fig. 4-5. — Lines of electric force for first 
and second order TM wavc.s in free space. 
(From S, A. Schclkunoff, “ Elcclromagnelic 
Waves,” D. Van Noslrand Company, Inc., 
New York, 1043, by permission.) 
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outside it. SchelkunofT points out an interesting aspect of the problem, 
which greatly facilitates relating the results thus obtained to the input 
impedance of the antenna. This is, that the TM waves vanish as the 
apexes of the cones are approached and, therefore, the current and 
the voltage at the input of the antenna are determined completely by the 
TEM wave. It can readil}’ be shomi that the correspondence between 
this TEM wave and the fundamental wave of an ordinary coaxial line is 
closer than was indicated above Specifically, the following properties 
are common to both (on the assumption of no loss in the dielectric or the 
conductors) : 

The velocity of propagation is 
independent of frequency and is 
equal to the velocity in the medium 
(in this case free space). If there 
is just one wave traveling along 
either the coaxial line or the trans- 
mission line composed of the two 
cones (as in the case of a lino of 
infinite length), the current and 
voltage between conductors is the 
same at all points along the line. 
And finally, the characteristic im- 
pedance Zb is the same at all points along the line, is independent of fre- 
quency, and is given for the biconical transmission line by the expression 



Firsl-order TM Wove Second orde'' TM Vtow 
Fio. 4-6. — Lines of electrie foroe for first 
and second order TM waves in the presence 
of two collineat conical conductors {From 
S.A SeMkunoff, "Eleeiromagnetic Wote*.” 
D. Van Nosirand Cempany, Ine . A'«w York. 
1043, by permiuion ) 


in which 0i is the angle between the side of one of the cones and its axis, 
M the permeability (magnetic inductive capacity) of the medium, and e 
its dielectric constant (electric inductive capacity). 

It therefore appears that the input impedance of the antenna can be 
determined from the characteristic impedance of the line composed of the 
two cones and the relativ'e amplitude and phase of the transmitted and 
reflected TEM waves. This is the first r^erence to a reflected TEM 
wave; it is apparent, however, that it not only can, but must, e.xist, for 
otherwise the input impedance of the antenna would simply be the Zo of 
the line represented by the antenna regardless of frequency. This could 
be true only if the cones were infinitely long. It will also be realized that 
the transmitted and reflected TEM waves cannot be of equal intensity, 
for if they were, no energy would be transmitted by the antenna. Accord- 
ingly, if the reflection coefficient of the TEM wave at the boundary 
sphere were known, the input impedance of the antenna could be com- 
puted by means of the ordinary transmission-line equation 
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= (4-2) 

in which Zo is the characteristic impedance of the transmission line com- 
posed of the cones, p the complex current reflection coefficient, I'l the 
length of the cone side, and /3 is 2ir/\. 

Finding the value of this reflection coefficient is not simple. It is 
readily possible, however, to deduce some qualitative information about 
its behavior by considering the relation at the boundary sphere between 
the TEM wave and the other weaves in the system. The follondng dis- 
cussion is concerned ndth an approach of this kind. 

It is reasonable to suppose that, if at the spherical surface a summation 
of free-space TM waves can approximatel 5 '’ duplicate the field due to 
the incident TEM wave, then there is no reason for a large reflected TEM 
wave to exist. Examination of the expressions for the components of 
the various w'aves shows that we may expect this condition to obtain when 
the radius of the sphere is large in terms of wavelength. For the TEM 
wave the instantaneous expressions for the field components* are 


3C^ = —r—f. 

r sin 0 


So 



e-iV' 

r sin 0 


(4-3) 

(4-4) 


In these expressions, u, e, and /3 have the meanings a.ssigncd in con- 
nection Avith Eqs. (4-1) and (4-2). The definitions of r and 0 are given 
in Fig. 4-3, from which it can be seen that r is the distance from the origin 
and.0 the angle from the vertical axis. Finally, 3C^ is the magnetic-field 
component in the direction of increasing tp and So the electric-field com- 
ponent in the direction of increasing 0. Similarly, 6, [which appears in 
Eqs. (4-7) and (4-10)] is the clecti-ic-field component in the direction of 
increasing r. 

For the lowest order TM wmvc in free space the only components- are 


3C^ 


So 


Sr 



sin 0 


(4-5) 

(4-6) 

(4-7) 


*See, for instance. Slater, J. C., "Microwave Transmission,” Chap. V, Sec. 28, 
McGraw-Hill Book Company, Inc., New York, 1942. 

* The expressions for the field components of the TM waves given in Eqs. (4-5) to 
(4-10) may be obtained by rewriting the expressions given by Schelkunoff, on. cit. 
Chap. XI, Sec. 1. 
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and for the second-order TM wave in free space the only components are 

= 1/7^' 

If r is sufficiently large, Eq. (-l-O) becomes 


and Eq. (4-9) become'9 


sm 

3 fit e-’f' . 


The expressions for higher order waves arc similar and have trigono- 
metric terms that mvolve higher and higher liarmonics of 0. For 
example, for the wave of the tliird order, the trigonometric term is 
5 sin 30 sin 0 Consequently, the terms are very similar to the terms of a 
Fourier series, and a suitable summation of them nil] approximate the 
distribution of the TEM wave that varies os l/sin D It can readily be 
shoam from the above expressions that (when r is sufBciently large) if the 
boundary conditions are satisfied for e» they ore also satisfied for 3C# 
because the radxal impedance, t.e., the ratio of C»/3<4 for the various w aves, 
becomes simply y/ti/i in all cases. Further, C, diminishes rapidly uith 
increase of r since it varies as l/r*. Thus we are led to the conclusion 
that as the cone becomes large in terms of axivelcngths the reflected TEM 
wave becomes small and, therefore, the input impedance of the antenna 
approaches the characteristic impedance of the cone transmission line. 

Now let us consider what happens when r is considerably smaller 
than a quarter wave It can be seen from Eqs. (4-5), (4-C), (4-8), and 
(4-9) that for each of the two loivest order frce-space T^f waves, at the 
boundary sphere, the ratio of E» to 3C* at any point is much greater than 
the ratio of 6« to of a single TEM wave and consists primarily of a 
negative reactance term. It can be shown that this is also true for all 
higher order free-space TM waves. Therefore, if the TEM ^vave is to 
satisfy the boundary conditions lo even a first approximation, it too must 
have a ratio of £j to 3C# tliat consists primarily of a negative reactance 
term that is much larger than &t/3C^ for either the incident or reflected 
wave. That is, 


incident + £> reflected __ 

3C# incident — 3C* reflected ~ ^ ~ 


(4-11) 
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where a and h is also So/3C^ for either traveling wave, 
is a TEM mode, it can be shown that if Eq. (4—11) applies, 

V incident -b V reflected _ ^ _ 'Y 
i incident — i reflected 

where 

A'’ » R and X » Zo 


Since this 


(4^-12) 


This corresponds to the case of a transmission line terminated in an 
impedance composed primarily of a large negative reactance. There- 
fore, such an impedance translated bade to tlie apexes of the cones will 
give the input impedance of the antenna. Since we are considering the 
case of r <5C X/4, the change of impedance will also be small and the input 
impedance will consist of a small resistance and a large negative reactance. 

In the case when r equals X/4 it is more difficult to judge what the 
reflection of the TEM wave should be because the ratios of 65 to 3C^ for 
the various frec-spacc waves are not all the same. For the waves of the 
three lowest orders, approximate values* are 


^|l.^(0.25-y.8) 


For still higher order modes, the real quantit}’’ diminishes, and the 
reactive term increases in magnitude. Therefore, if the two lowest 
order waves predominate, the equivalent termination for the TEM wmve 
has a large real component. However, it is more reasonable to suppose 
that the lo\ve.st order modes do not predominate, because the intensity 
of the field components of the TEM mode varies as 1/sin 0, whereas the 
intensity of the corresponding field components of the lowest order free- 
space TM wave varies as sin 0, and the two do not correspond at all except 
in the region wdiere 0 = 90 deg. Accordingly, the lowest order waves 
should dominate the summation for only extremely large-angle cones, if 
at all. Therefore, let us assume that waves other than those of the low- 
est order are important. The equivalent termination for the TEM wave 
is of the form R — jX wdiere R is small and X is large compared wdth Zo. 
Translating an impedance of this kind back to the input of the antenna 
to obtain the input impedance yields a small resistive component and a 
small positive reactive component since the length of the transmission 
line represented by the antenna is 90 deg. 

' Computed from curves by RcbclkunofT, op. cit.. Chap. XI, Sec. 2. 
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Recapitulating the conclusions drawn thus far we have the follo-w-ing: 

1 . For a cone of long side length, the input impedance approaches the charac- 
teristic impedance of the cone. 

2. For a cone a quarter-wave long, the input impedance should be approxi- 
mately real, with a resistive component less than Zt of the cone and a small posi- 
tive reactive component. 

3. For a very short cone, the input impedance should consist primarily of a 
large negative reactance. 

It should be pointed out that the first conclusion is not valid for cones 
of very small angle The term 1/sin e (in the expressions for and 6, 
of the TEM wave) increases very 
rapidly as 6 approaches 0 or n-. 
Therefore, the boundary conditions 
can be met only by a summation in 
which very high-order free-space 
TAf waves figure prominently, and 
these very high-order inodes do not 
have radial impedances that ap- 
proximate those of the TEM wave 
except at e.xtremely large radii. 
All three conclusions are consistent 
xvith experimental data (presented 
in Sec. 4-3) for cones whose angles 
are between 6 and 46 deg, and they 
may be expected to apply also to 
larger angle cones. 

These conclusions are useful in 
the design of cone antennas. One 
can choose a cone angle with the knowledge that as the frequency rises, 
the input impedance of the antenna will approach the value of the charac- 
teristic impedance of the cone transmission line as determined by Eq. 
(4-1). (Figure 4-7 shows a curve computed from this equation.) In 
fact, for cones of greater than 5-deg angle, theinput impedance approaches 
closely the characteristic impedance as the length of the cone side becomes 
of the order of one wavelength. (This is consistent with the fact that for 
the first several free-space TM waves, the radial impedance approaches 
very close to the radial impedance of the TEM wave at these radii.) 
Two other generalizations can be drawm from the experimental data 
presented in Sec. 4-3. 



pcdance oi traDsmisgion hne coosislmg; of a 
E iDglo conical conductor and an infiaito 
dTound plane 


1. The first resonance occurs when the cone is slightly less than V4 in length 
and the resistance is then somewhat less than the resistance of a thin stub at first 
resonance. 
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2. The second resonance occurs when the cone is slightlj' less than a lialf- 
wave long, and the lower the Zo, the lower the input resistance. 

The foregoing discussion leads directly to the conclusion that a cone 
antenna that is used Avith a transmission line whose characteristic 
impedance is comparable with that of the cone, can readily be made to 
possess broad-band impedance characteristics. 

An analj’'sis of the performance of cylindrical antennas is considerably 
more difficult, because they do not possess characteristic impedances 
which remain constant throughout their length. Instead the character- 
istic impedance graduallj’' increases Avith the distance from the feed 
point. Nevertheless, in general, the effect of increasing thickness is 
quite similar to the effect of increasing cone angle. Accordingly the 
input impedance of a thick cylinder changes less Avith frequency than 
does that of a thin one. The experimental data given in Sec. 4— "1 shoAv 
the behavior. 

4-2. General Considerations : Patterns. — A general discussion of the 
effect of antenna thickness upon radiation patterns is given in Chap. 1 , 
hut a few remarks relating the preceding section on cones to pattern 
phenomena are of interest here. It AAnll be recalled from Chap. 1 that the 
radiation pattern depends, among other things, on the magnitude of the 
reflected current relative to the transmitted current on the antenna, or 
in more general terms upon the phase and amplitude di.stribution of the 
current. It AAdll also be recalled that, in the case of the cone, the reflected 
TEM AA'ave becomes very small AAdien the antenna exceeds a particular 
length measured in AvaAmlengths. Therefore, the pattern might be 
expected to have a Amry pronounced tendency to point along the axis of 
the cone as it does in the case of a nonresonant A\nre. HoAvcAmr, the 
situation is modified because the current on the antenna due to the TEM 
wave is not the total current. Actually, the TM AvaAms AAuthin the 
boundary sphere are associated Avith currents floAAung on the antenna. 
The reason these Avere not inAmlvcd in the cone-impedance discussion Avas 
because they disappear at the cone input and, therefore, do not affect 
the input impedance. But since they are present on the antenna, they 
do affect patterns. This is mentioned here primarily because the dis- 
cussion of the behavior of the TEM AA^aAm might otherAvise erroneously 
suggest that the patterns could readily be computed from the behaAdor 
of the TEM Avave. An accurate calculation of the patterns requires 
that the distribution of the free-space TM modes be determined in accord- 
ance with boundary requirements. 

The effect of bending a dipole antenna to form a V is Avell knoAA'n. 
But patterns of a V composed of thick elements are quite different at high 
frequencies (because of the guiding effect) from those of a thin-Avire V. 
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The subject is treated from an cxpeiimental vieuToint in the foUo^ving 
sections. 

4-3, Cone Antennas— In a general way the performance of cone 
antennas is described in the prcceding sections. The present section is 
devoted primarily to a discussion of experimental data and the description 
of some tj’pical practical antennas of this type. 

In a study made at the Radio Research Laboratorj', the input imped- 
ance of a number of single-cone antennas was measured. The curves 
sho^vn in Figs. 4-S to 4-10 give the results obtained. The first two of 



these figures show the impedance of a family of cones as the cone angle 
varies from 5 to 47 deg. The caps for these did not consist of spherical 
sections, but were made of inverted cones with a total included angle of 
90 deg (see sketches accompanying the curves). Figure 4-10 shows the 
effect of different caps upon the input impedance of a cone for w'hich 
6i = 30°. Four cases arc presented: that of no cap, a 90-deg conical cap, 
a hemispherical cap (center in plane of widest part of cone), and a spheri- 
cal cap that coincides with the boundary' sphere. 

Since the 90-deg conical cap causes the total length of the antenna to 
be somewhat greater than it would be if the cap were coincident with the 
sphere that terminates the input cone, it is clear that the data of Figs. 
4-8 and 4-9 cannot be exactly applied to the cones discussed in Sec. 4-1. 
However, the physical difference between the two is fairly small when 
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the cone angle is small, and the results can be compared. It will be 
noticed that the general trends mentioned in Sec. 4-1 are followed. 

One of the most interesting quantities to consider in connection with 
these data is the magnitude of the reflection coefficient for the TEM wave 
on the cones themselves. This can readily be computed from the input 
impedance and the characteristic impedance of the cones. Figure 
4-1 1 shows the results of such a computatiou for the cones with the 90*deg 
caps. Two very definite trends are apparent. The first of these is that 



. Length of Cone5i<)e.^Wavelengths 

Fig. 4-11.— SIflicrutudG of reflection cocf&cient for TEM wave on conical antennas 
of various angles length of cone side in waveleneths. Computed from data of Figs 4-8 
and 4—0. 

for all the cones the reflection coefficient starts at a large value and very 
rapidlj’ decreases as the cone length increases. The second is that the 
reflection coefficient decreases as the cone angle increases. It uill also 
be noticed that the reflection coefficient docs not decrease continuously 
u-ilh increase of cone length, but instead fluctuates between zero and 
about 0.2 once it becomes small. These fluctuations may be due, at 
least in part, to experimental error. Possibly, however, the fact that the 
caps are not spherical is responsible for the fluctuations. 

Another interesting quantity to conader is the variation of the input 
impedance at second resonance, i.e., half-wave resonance, with the varia- 
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tion of the cone characteristic impedance. This has been plotted in 
Fig. 4-12. This curve for the region in which the data were taken maj’’ 
be closely approximated by the expression 

^inrut = 1.5Zo - 30 ohms 

From Fig. 4-10, wliich shoAvs the effect of different caps, one obvious 
fact is of interest. The general nature of the four curves is similar; 
the principal difference is that the antennas with the larger caps have 
the properties of longer antennas. 



Fro. 4-12. — Measured input imped- Fia. 4-13. — Cross-sectional view of conical 
ance at second resonance of single conical antenna, 

antenna vs. characteristic impedance (for 
TEM -wave on cone). 


The information presented thus far is sufficient to permit the design 
of broad-band conical antennas as far as input impedance is concerned. 
To illustrate t 3 T)ical treatments of the practical problems presented, three 
specific antennas are discussed; the first of these is a single cone designed 
to operate against a ground plane to which it is normal, the second is a 
biconical dipole, and the third is a single cone like the first except that it is 
mounted at an oblique angle with the gi’ound plane. 

Figure 4~13 shows a cross-sectional view of a single-cone antenna with 
a spherical cap of the type discussed in the theory. This antenna is 
designed to match a 50-ohm line. Accordingly, Fig. 4-14 shows the volt- 
age standing-wave ratio measured on a 50-ohm line terminated by the 
antenna. It will be noticed that the standing-wave ratio is less than 
2.2:1 over the entire 10-to-l frequency range measured. There are 
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several features of the d^ign that warrant discussion. First, the angle 
of the cone is 30 cleg, as shown in Fig. 4-13, even though a cone of this 
angle has a charactertistic impedance of about 78 ohms (Fig. 4-7), 
rather than the 50 ohms that one miglit expect to have been chosen to 
match a 50-ohm line. This cone angle was chosen because the resistance 
of a 50-ohm cone falls below 50 ohms in the quarter-wave region more 
rapidly than does that of the 78-ohm cone. Therefore, a cone of charac- 
teristic impedance greater than 50 ohms will afford a more satisfactory 
match to a 50-ohm line at lower frequencies (for a given size antenna) than 
will a 50-ohm one. However, at higher frequencies, the higher impedance 
cone ^viIl not be so satisfactory. In fact, the voltage standing-wave 
ratio for the 78-ohm cone may be expected to approach or approxi- 
Nevcrtheless, if 1.6 is an acceptable 
standing-wave ratio, the 78-ohm cone 
represents a better design compro- 
mise, since it results in a smaller an- 
tenna for a given low-frequency limit. 
In the case of this particular antenna, 
an additional feature is present. 
This consists of a tapered section of 
coaxial line in scries uith the input 
to the cone. The impedance of this 
section varies from SO ohms at the 
input end to approximately 78 ohms at (he antenna end. Its length has 
been so chosen that at low frequencies it is too short to have much effect, 
while at high frequencies tt transforms the 78 ohms of the cone down to 
50 ohms at the input. Thus the advantage at low frequencies of the 
higher impedance cone is maintained, but the disadvantage at the high- 
frequency end is compensated. 

Another feature of interest is the mechanical means for supporting 
the antenna This consists of o thin Fiberglas skirt, sufBciently removed 
from the base of the antenna to be in a comparatively weak field. 
Because of its thinness and its location, the reflection that it produces is 
small. Since it pro\'ides adequate mechanical support, it removes the 
necessity for filling the tapered section with dielectric material. If 
the taper were filled wth solid dielectric, there would be a source of reflec- 
tion at the base of the cone due to the junction between solid dielectric 
and air. As it is, there is a similar discontinuity due to the boundary 
between the air in the taper and the solid dielectric material in the trans- 
mission line leading to the antenna. But the reflections due to this dis- 
continuity are less severe than they would be if the discontinuity were at 
the other end of the taper, because the smaller the diameter of the section 
at which a junction of this type occurs, the smaller the reflections it 


mately 1.6 as the frequency rises. 
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introduces. Thus, although several discontinuities are present (includ- 
ing a step in the base plate that anchors the Fiberglas skirt), the design 
is such that the}’’ are fairly small, and reference to the standing-wave- 
ratio curve shows that the broad-band possibilities of the cone are 
substantially realized. 

Lucite 


Fig. 4-15. — Cioss-scotional view of biconicnl antenna. 

Figure 4-15 shows a cross-sectional view of a biconical dipole. It 
will be seen that the antenna is straightforward, consisting of two con- 
ically capped cones, supported at their widest points by a Lucite cjdinder 
and fed at the center by a 100-ohm line, consisting of two 50-ohm coaxial 
lines in parallel. A point of interest is that the metal strap, which 
encircles the plastic cylinder and was 
added for mechanical reasons, has 
only a minor effect on the perform- 
ance. As far as input impedance is 
concerned, this may be judged from 
Fig. 4-16, which shows the voltage 
standing-wave ratio measured on a 
balanced 100-ohm feed line. The 
patterns for this antenna are not 
given here, since they are quite similar to the patterns given in Fig. 4-19 
for a biconical antenna, wdthout the strap, and w’ith .spherical caps. 

Figure 4—17 shows a cone that has been tilted with respect to its 
mounting surface, in order to fill in the deep mill that would otherwise 
exist in the radiation pattern in the direction of the cone axis (see Sec. 



Fig. 4-lC. — Measured voltnRO stand- 
ing-wave ratio on balanced 100-oliin line 
terminated by antenna of Fig. 4-15. 
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1-6). Aside from the difference in base plates, it is almost identical with 
the first cone described (Fig. 4-13). The only other important differ- 
ence is that the taper transforms from about 03 ohms to 50 ohms instead 
of from 78 ohms to 50 ohms. This 
T change was required because the 
I 1 input impedance of the cone is 

B 1 lowered by its greater proximity to 

^ Jk { the ground plane. Figure 4-18 

ayy/ r shows the voltage standing-wave 

30* II\ .1 ratios for this antenna measured on 
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Fio. 4-17. — Cros8-*ectional view of tiJwd Tio 4-18 — Measured voltage etanding* 
conical antenna wave ratio on 50-ohm coaxial line ter- 

BUnatcd by antenna of Fig. 4-17. 

a 50-ohm line. The patterns correspond closely to the patterns that fol- 
low for a biconical V antenna except, of course, that only half the pattern 
eidsts for a single cone against a ground plane. 
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Fi< 3. 4-19. — Medsuiei! lAdiation i»ttnns of coUinear biconical antenna. 

Figures 4-19 and 4-20 show two sets of measured radiation patterns. 
In both cases the antenna consisted of a biconical radiator composed of 
two identical spherically capped cones. These caps coincided with the 
boundary sphere, and the cone angle, measured from the cone axis to the 
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cone surface, was 30 deg. For the first set the cones were collinearly 
mounted, and for the second set they were mounted with their axes inter- 
secting at an angle of 90 deg. In both cases the patterns were measured 
in a plane containing the axes of the cones. 



Fig. 4-20. — Measured radiation patterns of biconical V antenna. 

For comparison, the patterns of a tliin-wire linear dipole are shown in 
Fig. 4-21. These were computed by means of the expression ^ 


Relative field = 


2irL 


cos ■ 


/27rL \ 

— cos ( cos 9 j 


sin 6 


where L is the length of each half of the dipole and 9 the angle from the 
antenna axis. 



L=/J2S\ L= 1.375 >s 


Fig. 4-21. Computed radiation patterns of infinitely thin coUinear balanced radiator. 


In Fig. ^19 it will be noticed that the patterns of the biconical linear 
antennas differ substantially from those of the thin dipole, except when 
the length of each half is of the order of % wavelength or less. It -will 
be noticed that the cone radiation becomes multilobed as the length of 


F. E., “Radio Engineers' Handbook,” Sec. 11 Par 11 
McGraw-Hill Book Company, Inc., New York, 1943. • 1 i ar. 11, 
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the antenna increases, as does that of the dipole. However, neither the 
shape nor the number of lobes is in correspondence with those of the thin 
dipole, and furthermore, the depth of the nulls between lobes is much less 
in the case of the conical antenna. In Pig. 4-20, the most striking feature 
is the e.xtent to which the radiation is concentrated in the direction toward 
which the cones are bent. The patterns for the longer cones resemble 



horn patterns and indicate that the naves are guided along between the 
facing surfaces of the cones. 

4-4. Cylinders. — In the preceding section cones were discussed. 
This section is concerned with data for cylindrical antennas and descrip- 
tions of a few typical antennas. 

The Radio Research Laboratory has conducted an experimental 
investigation of the effect o! thickness upon the input impedance of 
cylindrical radiators. Figure 4-22 shoT\’s the values obtained for a 
number of single cylinders fed against a ground plane. With these, as 
with the cones, the effect of increasing thickness is to smooth the curves, 
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primarily by lowering the magnitude of the resistance and reactance at 
tiie resonant peaks. 

The curves reveal several mteresting trends, which can be seen clearly 
in Figs. 4-23 to 4-25 in which some of the data have been replotted in 
different form. Figure 4-23 shows resistance at resonance vs. the ratio 
of length to diameter. It reveals that at first resonance the resistance 
varies only slightly with the thickness and is in the region of 35 ohms. 
At second resonance, t.e., in the region where the length of the antenna is 
a half-wave, the resistance increases rapidly as the antenna becomes 
thinner. The behavior at third resonance is much like that at first 



^/<f 


Fio. 4-23. — Measuiod resistance at fir.st four re.sonnnccs v.s. the ratio of Icngtli to 
diameter for cylindrical radintor.'C (a) cinnrter-wnvo; (!>) Imlf-wavc; (c) thrcc-nunrtor-wavo: 
(d) full-wave-resonarice. 

resonance, except that the average value is closer to 50 ohms. At 
fourth resonance, there is again considerable change Avith thickness, and 
over the range measured the resistance increases as the antenna becomes 
thinner. 

Figure 4—24 shows the value of resistance at the first two maximums 
and at the first minimum vs. the ratio of length to diameter. These 
curves are very much like curves 6, c, and d of Fig. 4-23, since the maxi- 
mums and minimums occur quite close to the resonant points. Hoivever, 
since they do not occur exactly at the resonant points, the curves of Fig. 
A-25 have been plotted to shoAV the variation of the physical length of the 
antenna for various resonance effects as a function of thickness. In 
general, it is clear from these curves that the thicker the cylinder, the 
greater the effective electrical length for a given physical length. 
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I«Bgth to diameter for ejlindrica] radiators 



Fio. 4-25.— Phjsical length of cjlindncBl antenna for >sriou3 resonance effects vs ratio 
oflcngth to diameter: {a) quarter-wave; (5) half-wave; {c) three-quarter-wave; (d) fuU- 
wavo resonance; («) first; (/) second positive reactance peak; (f) first negative reactance 
peak; (A) first; (i) second resistance peak. 

In all cases investigated, except that of the thinnest radiator, the 
diameter of the antenna tvas greater than the diameter of the center con- 
ductor of the coaxial line tvith which the antenna was energized. Clearly 
the capacitance between the grtnind plane and the base of the antenna 
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cylinder cannot be neglected. The procedure employed in obtaining the 
data consisted of measuring the approximate admittance due to this 
base capacitance and subtracting it from the total measm’ed admittance. 
This value of admittance was obtained by replacing the antenna with a 
very thin metal disk of the same diameter as the antenna base and at the 
same distance from the ground plane and measuring its admittance. 



L = I.OX L’-l.37S\ L'^ZZSD 


Fig. 4-26. — Measured radiation patterns of collinear cylindrical balanced radiator. 
Length-to-diameter ratio (each lialf) equal to 225. 

It is evident that the value thus obtained is somewhat too large, since it 
included the admittance between the upper side of the disk and the 
ground screen, but the error involved is probably small and, in any case, 
would not seriously affect the general trends. In each case the cylinders 
were capped by a flat disk, although the presence of a cap made very 
little difference. 

/.=.25A i>.375A Z.-.5A L^.625\ L’-.7SX L^.57SX 



L = I.O\ L^U25>^ L<^I375>~, L^25D 

Fig. 4-27. — Measured radiation patterns of collinear cylindrical balanced radiator. 
Length-to-diamoter ratio (each half) equal to 25. 

Figures 4r-28 to 4-29 show a set of measured patterns for a series of 
linear dipoles of varying thickness. A comparison between these and 
the computed patterns of Fig. 4—21 for a thin dipole shows that when the 
antenna is short the radiation pattern is virtually independent of thick- 
ness, but that as the antenna length increases above about a half-wave 
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L’25\ t-37SX 


l.•6^S\ L’7SX l-a7S\ 


L‘IOX i-//?5A L’/375}>. L‘9SD 

Fia. 4-2S —Measured radiation patterns of cotlinear cjLadrical balanced radiator. 
I^ensth-toHliaineter ratio (each half) eaual to 9.5. 
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L^lOh l’‘/./25X l‘‘/.37S\ L-4.35D 

4-29 —Measured radiation patterns of eolbnear cylindrical balanced radiator. 
Lcn^th-to-diameter ratio (each halO equal to 4 35. 
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L’25>. £-375A, /-5A 


L-IOX 

Fio. 4-30. — .Measured rsdia 


L’flSS\ L-/eS\ L-t37SX L-S25D 
;ion patterns of ejlindncal V dipole. Length-to-diamcter 
ratio (each ball) equal to 225. 
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(for each half) the effect of thickness variation is marked. In general, 
increased thickness of the antenna is accompanied by a “filling in” of 
the nulls between lobes. Figures 4-30 to 4-33 show a set of measured 




L-.75K L‘.a75\ 



Fig. 4-31. — Measured radiation patterns of cylindrical V dipole. Lengtli-to-diameter 

ratio (cacli linlQ equal to 25. 



Fig. 4-32. — Measured radiation patterns of cylindrical V dipole. Length-to-diameter 

ratio (each half) equal to 0.5. 




L = .625K L-.75h 4-fl75A 



L=l.0\ L^USSS L-/aSX L=/.375h L-43SD 


Fig. 4-33. — ^Measured radiation patterns of cylindrical V dipole. Length-to-diameter 

ratio (each hnlQ equal to 4.35. 


patterns for a series of 90-deg V antennas, composed of the same elements 
as were used for the linear dipoles mentioned above. The patterns for 
the thicker elements are quite similar to those of Fig. 4-22 for the biconi- 
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cal V, i.e., with increasing frequency the radiation becomes concentrated 
in the direction faced by the aperture between the two antenna elements. 
However, for the V composed of the thinnest elements, in general, no 
such effect is evident. 

The preceding information is sufficient to permit a comparison 
betw’een the cone and cylinder as broad- 
band radiators. Such a comparison 
leads to the conclusion that the cylindri- 
cal shape is not so readily adapted to 
broad-band practice as is the cone since 
its impedance is not so constant with 
frequency. In fact the cylinder is rarely 
used when maximum band uidth is im- 
portant except when either ( 1 ) the greater 
bulk of the cone (for a given low-fre- 
quency limit) precludes its use, or (2) the 
pattern characteristics of the cone restrict 
its usefulness, in the particular application, to that band width which can 
be achieved with the cylinder. A shape that is frequently more useful 
than the cylinder, since its performance approximates that of a cone, 
while its bulk is not so great, is the combination of thick cylinder end 
conical base, shown in Fig. 4-34. In many cases this same shape is 


V 






arrived at for a different reason: to eliminate the large lumped capaci- 
tance to ground that would be present if the cylinder w'ere not tapered. 

Nevertheless, simple fairly thick cylinders are frequently used as 
moderately broad-band radiators. The band width of such antennas can 
usually be improved by means of suitable compensating networks. The 
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100-ohm ^ 

Balanced Line 


-Type n Baiun 


50-ohm Input^ 


two examples that follow illustrate the use of simple uncompensated 
radiators. 

Figure 4-35 shows a cylindrical center-fed dipole of total length equal 
to 16.5 times the diameter. The curve .. 

of Fig. ^36 shows the measured volt- y x-jupell Baiun 

age standing-wave ratio. This was 

not measured on the 100-ohm balanced Balanced Line \ 

line, but rather on a 50-ohm coaxial 50-ohm Input 

line, at the input to a type-II balun q — — — — 

used to convert from unbalanced line ^ 4 /N — 

to balanced line as shown. Because 2 — — — — 

of the presence of the balun, the 0 ^ — — — — g — j g 

standing-Avave ratio is not actually Va 

that of the antenna, although the order Fio. 4-36. — Measured standing-wave 
of magnitude is the same, and the 

curA'^e, therefore, gives a good idea of the quality of the match achieved. 


4-36. — Measured standing-wave 
ratio of antenna of Fig. 4-36. 



Fiq. 4-37. — Streamlined stub antenna consisting of copper-covered wooden mast. 


Figure 4-37 sIioaa^s a thick stub designed to Avork against a ground 
plane. In this case the shape is not circularly cylindricaP since the 

' No quantitative data are available that show the effect of a change of this type 
in the shape of the cross section of a cylindrical radiator. However, the effect of such 
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stub is streamlined for use on aircraft. Physically, the antenna consists 
of a piece of copper-plated plastic-impregnated wood. One of the 
interesting features is the way m which the connection is made between 
the base of the stub and the coaxial line. Reference to the figure shows 
that the triangular strip of metal and the metal clamp that supports 
the antenna constitute a crude tapered section of line. The voltage 
standing-wave ratio of this antenna is 
presented in Fig. 4-38. It nail be 
noticed that a moderate band width is 
achieved despite the extent to which 
elegant electrical design has been sacri- 
ficed to achieve mechanical strength and 
simple construction. 

4-B. Effect of Reflectors on Cones 
and Cylinders. — Quantitative data relat- 
ing to the effect of reflectors upon cones 
and thick cylinders are not avaUable. 
It is, therefore, necessary, in jcurrent 
practice, to be guided by very general 
principles and analogy nith the behavior 
of thin-nire radiators. 

So far as the impedance is concerned, it is clear that another con- 
ductor in the field of the antenna repiesents a discontinuity in the medium 
through nhich the waves are propagated. From the analogy between 
an antenna and a transformer, it Is apparent that a discontinuity of this 
type, like any other discontinuity, produces reflected waves that will 
appear at the Input side of the transformer. Further, since the distance 
in wavelengths between this source of reflection and other sources of 
reflection in the transformer varies with frequency, the total effect wll 
be to cause the input impedance of the antenna to show more variation 
with frequency than would be the case if the reflector were not present. 
Accordingly, the general effect of a reflector upon input impedance is to 
decrease the wdth of the band w'lthin which a given degree of match is 
obtainable. 



Tia. 4-38. — VolUgo ftanding- 
TPave rtttw on fiO-ohm line terrmoat^ 
bj* ootenna ot Fig. 4-37. 


ft deviation is probably small, and the antenna should have properties that approxi- 
mate those of a circular cylinder of which the diameter is equal to the average diameter 
of the streamlined cross section. 




CHAPTER 5 
SLEEVE ANTENNAS 

By E. L. Bock, J. A. Nelson, and A. Dornb 

6-1. General Considerations. — ^An electromagnetic radiator is termed 
a sleeve antenna Avhen. it incorporates a tubular conductor, i.e., sleeve, 
of -which the exterior is used as a radiating element and the interior as 
the outer conductor of the coaxial transmission line that feeds the 



Fig. 5-1. — Sleeve-stub antennas with uni- Fio. 6-2. — Sleeve-stub antennas with non- 
form cross section. uniform cross section. 




antenna. The length of the sleeve may be any portion of the total length 
of the antenna. This is illustrated by the four antennas of Fig. 5-1. 
Figure 5-la shows the extreme in which the sleeve constitutes the entire 
radiating portion of the antenna. An antenna of this type is frequently 
termed end fed. Figure 5-ld shows the other extreme, in 
which the sleeve length has become zero and the sleeve 
antenna is reduced to an ordinary cylindrical stub. 

An unlimited number of sleeve-antenna configurations is 
possible. A few examples are given in Fig. 6-2. It ndll be 
noticed that each of these has been shown to possess a sleeve 
ivith the inner diameter substantially less than the outer. 

In each case a crosshatched region between the walls of the 
sleeve is shown. It is e-vident, from consideration of the 
structures, that the performance of the antennas will in no 
way depend upon whether the crosshatched regions are 
empty or are filled with metal, since they are separated 
from all fields by continuous metal surfaces. This matter 
has been brought out to distinguish the sleeve antenna as defined 
here from the type of antenna shown in Fig. 5-3, which also 
involves a “sleeve” element but which differs in that the sleeve is used 
as a choke and the space corresponding to the crosshatched regions of 
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Fio. 6-3. 
— Centor-fed 
coaxial di- 
pole. 
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Fig. 5-2 must be empty in order that the choking effect take place. 
Antennas of this latter tj^pe are usually forms of center-fed cylindrical 
dipoles, and the purpose of the sleeve is merely to permit feeding them 
with coaxial transmission line. 

It will be noticed that the sleeve antennas discussed thus far are all 
unbalanced in that the relation between antenna and ground plane cor- 
responds to that which exists wth a single cone or stub operated against 
a ground plane. Balanced-eleeve antennas are also widely used, and 
Fig. 5—1 shows several examples. These have been formed from the 
examples of Figs 5-1 and 5-2 bj' removing the ground plane in each case 
and replacing the image of the antenna by a real one whose configuration 
is the same as was that of the image. 
In the following discussion the un- 
balanced ts^pe will be referred to as 
sleeve stubs and the balanced type as 
sleeve dipoles. 

The type of sleeve antenna most 
frequently used, and the type to 
which the following discussion is pri- 
marily devoted, is composed of ele- 
ments of uniform cross section. 
Under some circumstances the use of 
tapered elements offers advantages 
from the point of view of impedance 
matching. This is particularly likely 
to be true when the diameter of the 
radiating elements is much greater 
than that of the feed line, since ap- 
propriate tapering avoids the large 
discontinuities that are otherwise 
almost inevitable. In many cases, 
however, the advantages to be obtained by the use of tapered elements 
do not justify the complexities of construction that they entail, and con- 
sequently the nontapered sleeve antenna may be considered the basic type 

The antennas discussed below have in each case been made of the 
sleeve type because of the following two reasons: 

1. The sleeve antenna permits unusually rugged mechanical construction 
with a minimum of conflict between electrical and mechanical design. 

2. The slee^-e antenna possesses impedance characteristics tliat, for broad- 
band purposes, compare favorably with those of other antennas of comparable 
bulk. 

It will be noticed that these reasons do not include any reference to 
radiation patterns. This is because sleeve antennas that are short in 
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Fio. a-4. — Slocvc-dipole oRtrnnas. 
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terms of wavelengths (as are those in these examples) provide patterns 
that are almost exactly the same as those of ordinary cylindrical antennas 
of the same lengths. Therefore, pattern considerations have not been 
involved in the choice of the sleeve design. In maldng a choice between 
long sleeve antennas and long cylindrical antennas, patterns might be an 
important factor because then the patterns do differ substantiall3^ 

6-2. Impedance and Pattern Characteristics of Cylindrical-sleeve 
Antennas. — ^Figure 5-5 shows a ^dew of a sleeve-stub antenna whose 
elements consist of circular cylinders. It is evident that the size and 
shape of the radiating surfaces of the antenna depend upon four param- 
eters: the over-all length of the antenna (L), the length of the sleeve 
(1), the diameter of the sleeve (D), and the diameter of the further section 
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Fig. 6-5. — Cylindrical-sleevo-stub antenna. Fig. 6-0.- 


-Scliomatic dingt-am of slcevc- 
Btub antenna. 


(d). These four quantities -will determine the impedance and radiation- 
pattern characteristics of the antenna. The impedance referred to is the 
impedance that terminates the coaxial-line section enclosed by the sleeve. 
This is the input impedance of the radiating system proper. Thus, if a 
sleeve antenna were represented diagrammatically as in Fig. 5-6, the 
antenna impedance would be the impedance presented to the voltage 
source shown. This figure also serves to illustrate the fact that current 
flows on both sections of the antenna and that the sleeve is a device for 
displacing the feed point along the axis of a cylindrical (or conical, etc.) 
antenna. 

Figure 5-7 shows the measured input resistance and reactance as 
defined above as functions of the over-all length of the antenna for two 
antennas like the one shown in Fig. 5-5. These antennas are identical 
except for the length I of the sleeve element, which is Li> and % L, 
respectively. For comparison, there is also shown (dashed lines) the 
resistance and reactance of the cylindrical antenna that would be 
obtained if the sleeve were removed, i.e., when I equals zero. It will be 
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noticed that, for the region shown, the effects of increasing sleeve length 
include the following: (1) lowering the frequency at which the first 
resistance maximum occurs and, consequently, raising the resistance in 
the quarter-wave region; (2) producing an increasing capacitive reactance 
in the quarter-wave region. 

These curves show the basic behavior of a sleeve antenna and make 
possible a comparison between it and simpler antennas such as the cone 
or cylinder. Since the curves were taken for particular values of D and d, 



Fia. 5-7.— Measured input iiupedanco Fro. 5-S. — Measured input impedance 
of cylindrical-sleeve-stub antennas. D = of cylindrical-sleere^tub antennas. I °° 
0 \.5L (approximately] and d •=> 0.iOB2>. 0 5L and d » 0.40BD. 


it is obvious that they do not completely indicate the impedance trends of 
sleeve antennas. An idea of the effect of thickness variation can, how- 
ever, be obtained from Fig. 6-8, which shows input resistance and react- 
ance for three sleeve stubs of different thicknesses. It will be noticed that 
the effect of increasing thickness is similar to the corresponding effect 
in the case of simple cylindrical antennas. As the antenna becomes 
thicker, the maximum value of the resistance decreases and also the 
maximum and minimum values of the reactance become closer together. 

We have stated that the input impedance characteristics of sleeve 
antennas are a function of four paraoietraa. Practically, however, since 
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the section of transmission line enclosed by the sleeve is part of the 
antenna structure, the impedance at its input is likely to be of principal 
ultimate importance. Therefore, the characteristic impedance of this 
line is a fifth parameter which may be independently varied. The 

oo oo oo GO OC? ^ 

L=£5y. L’^37SX L’.4375X L=.S\ L-.S6ZSK L-£ZSk 

03 > . 

L’£S75K L’^£IZSk L‘.B7Sk L=.9375K U 

Fig. 6-9. — Measured field patterns of sleeve dipole. I ~ 0.5L, D ~ 0,2oL, d = 0.5D. 

existence of five parameters affords an unusual amount of control and 
largely accounts for the usefulness of sleeve antennas. In the following 
sections, a number of examples are presented, which illustrate typical 
results that may be achieved. 

Figure 5-9 shows a number of measured radiation patterns for a sleeve 
dipole. If these patterns are compared with 
those of Fig. 4-21, for a thin cylindrical dipole, 
one particularly interesting difference will be 
observed, that the radiation pattern does not 
approach a nuU at right angles to the antenna 
axis anywhere in the range shoivn (from L equals 
to L equals ^)) whereas it does ap- 
proach a null in the case of cylindrical antennas 
as the length of each half approaches 1 
wavelength. 

6-3. Examples of Sleeve Stubs. — Figure 
5-10 shows a cross-sectional view of a sleeve- 
stub antenna composed of circular cylindrical 
elements. It will be noticed from the figure 
that the internal structure of the antenna 
(shown by the solid lines) differs from that of 
the example of Fig. 5-5 in two respects: (1) the sleevo oTgl’ 

section of coaxial line enclosed by the sleeve “ 0 . 1021 ,, p = 0 . 216 I,, 
is tapered, and (2) the upper section contains 

a short-circuited length of coaxial transmission line whose open end faces in 
the direction of the sleeve. The purpose of the tapering is to permit a 
gradual transition from the diameter of the sleeve to the much smaller dia- 
meter of the coaxial line used to feed the antenna. The short-circuited 
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section of line in the upper portion of the antenna has as its purpose the 
introduction of an inductive reactance in series wth the input impedance of 
the antenna. The desirability of this can be seen from the following dis- 
cussion of the two curves of Fig. 5-11. The solid curve is the impedance/ 
plotted as a function of antenna length, at the input to the entire antenna 
assembly (shown by the solid linra in Fig. 5-10). The dashed curve 
gives the input impedance of the radiating structure alone, which was 
measured with the antenna modiGed in correspondence nith the dashed 
line shown in Fig. d-10 so that, for these measurements, the internal 
structure did not include the short-circuited section of coaxial line within 
Also shown on the figure is a circle 
that encloses the region within which 
the impedance curve must fall if the 
voltage standing-wave ratio is to be 
less than 4: 1 when the antenna is fed 
by a 50-ohm coaxial line. It will be 
noticed that the solid curve lies al- 
most entirely within this circle, 
whereas the dashed one does not, 
thus showing that the impedance of 
the antenna assembly provides a 
better match to a 60-ohm line than 
does the impedance at the input to 
the radiating structure alone. Tw’o 
impedance-compensating functions 
are performed that account for tliis 
difference. The first of these is per- 
formed by the short-circuited section 
of coaxial line, which, since it con- 
stitutes an inductance in series with the antenna input impedance, 
cancels some of the excessive capacitive reactance that can be seen to be 
present from the dashed curve. The second compensating function is 
performed by the tapered section of coaxial line, whose characteristic 
impedance has been made 80 ohms in order to complete the compensation 
partly affected by the series reactance. 

A somewhat different type of sleeve^tub antenna is shown by Fig. 
5-12. In this example, as can be seen from its lateral cross section (Fig. 
5-12b), the antenna is streamlined, and furthermore it is tilted at an 
‘la Fig. 5-11, the impedance is plotted oa rectangular coordinates with the 
leHStive component of the complex impedance as the abcissa and the reactive com- 
ponent as the ordinate. Thus, the lei^li of the radius vector from the origin to any 
point is equal to the magnitude of the complex impedance. The graph obtained by 
plotting antenna impedance in this msimer is often designated as an R-X diagram. 
R-X diagrams are discussed more fully in C^iap. 2. 


the upper portion of the antenna. 



Fio. 5-11. — Measured impedance of 
sleeve-Btub antenna of Fjg 5-10 
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angle of 45 deg to the plane of its mounting base. The tilting results in a 
radiation pattern that is free from deep nulls through a 180-deg sector 
and, accordingly, permits more uniform coverage than would be available 
if the antemia axis were normal to its mounting base. Another point of 
difference between this antenna and that of the previous example is 
that the section of transmission line enclosed by the sleeve is of small 
uniform diameter, and consequently a large discontinuity does exist at 
the upper end of the sleeve. From the figure it can be seen that the plate 
that forms the upper end of the sleeve structure constitutes one of the 
two plates of a capacitor that is in parallel vdth the input (to the radiating 
surfaces). This capacitance has been deliberately introduced as one of 
the impedance-compensating elements of the antenna. The other com- 
pensating element is, as it was for the 
previous example, a series induct- 
ance located within the portion of 
the antenna farther from the base. 


l^?Z3L ic 
-- o 
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Fig. S-12. — Inclined, streamlined, sleeve 
stub. 


Fig. 5-13. — Measured input impedance of 
sleeve-stub antenna of Fig. 6-12. 


Figure 5-13 shows the measured impedance of the antenna at the output 
end of the 50-ohm hne enclosed by the sleeve. It can be seen that a 
portion of the impedance curve corresponding to a 1.9-to-l frequency 
range falls within the 2:1 standing-wave-ratio circle for a 50-ohm 
line. By suitable adjustment of the parameters, the antenna could 
undoubtedly be designed to match lines of other characteristic impedances. 

The fact that these two examples of sleeve stubs each includes a com- 
pensating series inductive element does not imply that elements of this 
type are always desirable. On the contrary, other forms of compensa- 
tion are equally suitable, and in many cases adjustment of the five param- 
eters originally mentioned may make special compensating elements 
unnecessary. In particular it should be noted that a series inductive 
element of the type described above precludes very large band \vidths, 
since the impedance of an antenna that includes such an element will 
approach an infinite value at the frequency at which the series element is 
wavelength long. 
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6-4. Simple Sleeve Dipoles. — ^Figure 6-4 shows a number of sleeve 
dipoles. Clearly, the input impedance of each of these assemblies con- 
sists of the sum of the individual impedances presented at the input to 
each of the coaxial lines that lead out Uirough the two halves of the sleeve. 
Since these arc equal, the input impedance of the dipolo assembly con- 
sists of twice the input impedance to either section of sleeve-enclosed 
line. Accordingly, the input impedance of a sleeve-dipole assembly 
could be computed from curves, such as those of Figs. 6-7 and 5-8, by 
doubling the quantities obtained after the impedances shoam by the 
cur\’es had been translated through a section of coaxial line of the length 
and characteristic impedance of that enclosed by each half of the sleeve. 



Tio. 5-14.— (a) C;lindr>cal.slce^ o dipoW wlOi Typ^IIl balua; (b) Cj\iDdrifal.el«\o 
dipolo mtb Typ»>Il (mIud. 

If the antenna were fed by a balanced line, the value thus obtained 
would obviously constitute the terminating impedance for the line. 
Frequently, however, the antenna is fed with coaxial line, and the antenna 
structure is made to incorporate a balun. An antenna assembly of this 
type is shown by Fig. 5-14o. The dipole itself is composed of circular 
cylindrical elements, and the bolun is type III in accordance with the 
classification of Chap. 3. It wdl be seen that the impedance of the short- 
circuited section of balanced line (of the balun) is in parallel wnth the 
impedance of the antenna proper. Obviously this parallel impedance 
must be taken into consideration in the design of the antenna. The 
curves of Figs. 5-15 and 5-16 show the relations involved and provide 
an example of one way in which the imp^ance of a sleeve dipole may be 
controlled. The first of these shows the impedance at the center of the 
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dipole for an antenna like that of Fig. 5-1 4o except that it does not include 
a balun. The curve of Fig. 5-16 shows the impedance for the complete 
antenna assembly, including the balun. "A comparison of these two 
cmves vdth the 50-ohm 2:1 standing-wave-ratio circle, which is also 
shown on each figure, indicates clearly that the balun exerts a substantial 
effect towai-d matcliing the antenna to a 50-ohm line. Obviously, if the 
balun were not present, the antenna proper would have to be of quite 
different proportions in order to effect as satisfactory a match. 

In the preceding example, the sleeve consisted of a circular cylinder. 
There is, of course, no necessity for tliis shape, although it frequently 
leads to ease of fabrication. For example, the shape of the sleeve might 



Fio. 5-15.- — Impedanco at center of cylin- I'lc. 5-10. — Mcn.'iured impedance at 
drical-slcovo dipole without balun. center of cj'lindricnl-sleovo dipole compen- 

sated for 50-olim coaxial lino. 


be such that its transverse cross section were square. If all other design 
factors, including the characteristic impedance of the line within the 
sleeve, were unchanged, the effect upon the behavior of the antenna could 
be expected to be small. A comparison of this kind has been made 
experimentally, using the dimensions of the antenna of Fig. 5-14a, and 
the effect in that case was virtually negligible. 

The discussion of the antenna shown by Fig. 5-14a has not thus far 
included any reference to a specific operating frequency. Rather it has 
been implied that the antenna may be made to function at anj"- particular 
frequency by suitable adjustment of its size. Within rather broad limits 
this is correct, and if it were practicable to scale the antenna assembly 
completely, it may be presumed that the only practical limitation woidd 
occur when the antenna components became inconveniently small. Actu- 
ally, however, when it is desired to increase the operating frequency, 
it is usually not feasible to scale the antenna completely, since the feed 
cable (including the length that extends through the balun) cannot be 
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arbitrarily chosen, but rather must CTCccd some minimum diameter in 
order either to meet pcrwer-handlmg Tcquircments, or to be adequately 
rugged. In consequence, as the antenna is designed for liigher and higher 
frequencies, the cross-scctional dimensions of the balun structure become 
proportionately larger. E.'tperience indicates that the point at which the 
antenna will no longer function satisfactorily as a broad-band radiator 
frequentlj' falls at commonly used fre- 
quencies. DifTiculty of this kind has 
been experienced, when the mdth of 
the balun shield was of the order of 
one-half the sleeve length. Tlic diffi- 
culty may be circumvented to some c.x- 
tent by the u<c of a t>TP*n balun. 
Figure 5-14l> shows an antenna of this 
t 3 *pc. Its use doubled the center fre- 
quency of the band over which it was 
possible to attain satisfactory' operation 
with a sleeve element of tlic proportions 
of that of Fig. 6-1 -lo, when the feed 
cable was in. in diameter. 

6-6. Bent-sleeve Dipoles. — A sleeve dipole may be bent to form a V 
in order to decrease the directivity of its patterns. Figure 5-1 7 shou s an 
antenna of this typo designed for aircraft use and consequently stream- 
lined. It is intended to be mounted on the underside of an aircraft, 




Fia. S-IS. — Measured impedance of V-slecva dipolo (o) before eomiicuaationj (6) after 
compensation. 

and its radiation is then directed downward in a broad singlo-lobed 
pattern, which because of the V shape is free from deep nulls toward the 
sides. One of the aspects of the antenna which is of interest from a design 
standpoint is that it possesses a reasonable band width despite the small 
distance (0.21 wavelengths at the lowest frequency) between the dipole 
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element and the reflecting surface of the aircraft skin. The band width 
(for 50-ohm line) is about 1.38 to 1, as can be seen from the curve of Fig. 
5-18a, which shows the input impedance of the antenna assembly as a 
function of frequency. A short series section of 77-ohm line has been 
included wdthin the balun structure. 

The impedance-compensating effect 
which this introduces ma 3 ’’ be judged 
by comparing the curve of Fig. 

5-l8a (which shows the impedance 
at the center of the dipole, f.e., 
before compensation) with that of 
Fig. 5-18f). It may be pointed out 
that, although the V shape as wmll as 
the proximitj’’ of the reflecting sur- 
face has tended to limit the band 
width of the antenna, there is no 
reason for presuming that substan- 
tially larger band widths are not 
obtainable Avith V-sleeve dipoles in 
free space. 

The radiation patterns that are 
obtained Avith an antenna of this type may be judged from Fig. 5-19. 
Since these Avere measured Avdth the antenna mounted on a small ground 
plane, they are not exactly the same as A\'ould be obtained with the 
antenna actually installed on an airplane. One of the principal differences 

is that the back lobes, AAdiich can be seen in 
Fig. 5-195, are larger than those AA'hich would 
ordinarily exist in an actual installation. 
Nevertheless, the general shape of the pat- 
terns shown is the same as A\muld be obtained 
in use. 

6-6. Sleeve Dipole -reflector Assemblies. 
The sleeve dipole is frequently used in con- 
junction Avith a reflector in order to proAude 
a directional radiator. Figures 5-20 and 
5-21 show two broad-band assemblies of this 
type. The first of these utilizes a corner 
reflector, wliile the second utilizes simply a 
narrow grid of four rods. The radiation pat- 
terns obtained AAuth antennas of these t 5 ^pes are shoAvn by Figs. 5-22 and 
5-23. It Avill be noticed that the corner reflector provides patterns that are 
considerably more directional than are those of the other assembly. The 
pnncipal advantage of the loAver gain antenna is its smaller size. In 



Fig. 5-20. — Sloevo dipole with 
corner reflector. 




Via. 5-10 . — Radiation patterns of 
V-slccve dipole (n) in plane of dipoles; (6) 
in plane bisecting the V. For dashed line 
X = l.lGXo; for solid lino, X = O.StXo. X is 
the wavelength at which measurements 
were made; Xo the wavclcnKth at approxi- 
mately the center of the operating band. 
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both caor**, lioucvor, the rndiation M r<-«rntl«l! 3 * iiniillrcctionnl through- 
out a 2-ttf-l fre<jii«iry rangf. in tlie 
ca?e trf the corm-r rcllwtor, th^ palltrn 
pain is qiiito uniform over the freijiioncy 
hand. Its maximum vnliio («hicli oc- 
curs near thu center fmiucncy) ii 8 db, 
and its minimum value (nhirh occurs 
at the ends of Oio band) is 0 dh, >x)lh 
quantities l>oinR rcfcrrwl ton half-wave 
dijwlc in free sjuice. 

In general, tiic Btanriinc-wave-fatio 
characteristics that can be obtained 
with a plceve dipole u*«l in conjunction 
with o reflector of either of the tyjH’s 
shown arc nlsmt the same as could Is* 
ol)tain«l with the same type of illpole 
without the reflector The particular 
pr*>iH»rtionx rejpiired mav l«e flightly 
different, but the band width obtainable 
(for A given maximum standing-wave ratio) has in general proved to Ijo 
about t!>c same. 



1 10 . (II|«ito •lUi r.nrtuw- 

grid ff?5«^tor 



S • 0^^, s • 0:jk S • CS3A. 

e - r/i'A e - ff<sx r • mx 

?55X «. S:5\ H> 129* 
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The spacing between antenna and reflector is not particularly critical 
for either of these antenna assemblies. The lower limit to the spacing is 
imposed principally by the fact that, as spacing becomes very close, the 
resulting change in impedance cannot be compensated for by simple 
modification of the antenna. The upper limit to the spacmg is imposed 
by pattern behavior. As the spacing approaches wavelength, the 
principal lobe begins to split. The dimensions of the reflector are not 
very critical. One of the principal requirements is that the dimensions 



2L=.432X A = .S2\ 2L=.47k A = .565\ 2L =.636X A = .762X 
S =.2W\ A/a = 6.0 S =.235X A/a~6.0 S =.286 A/a = 6.0 








2L=.776X A = .33X 2L=.915X A=UX 

S =.3/ A A/o = 6.0 S =.365X A/a = 6.0 


— Verticol Pattern 
— Horiiontal Pattern 








0 



Fia. 5-23. — Field patterns of sleeve dipole and nnrrow-Krid reflootor. 


parallel to the antenna axis must be somewhat greater than 3^ wave- 
length at the lowest frequency to be used. 

6-7. Crossed-element Phased Antennas. — A crossed-elcment phased 
antenna of the type with which the following sections are concerned often 
consists of two dipoles crossed at right angles to each other (at the centers 
of the dipoles) and fed with currents equal in amplitude and 90 deg out of 
phase. If the two halves of each dipole are collinear, i.e., the dipoles are 
straight, the antenna is frequently called a iurnstile. If the plane of the 
turnstile is horizontal, then the horizontal radiation pattern of the 
antenna is nearly circular and the radiation in the horizontal plane is 
horizontally polarized. Along the axis of symmetry of the antenna, 
i.e., directly above or below the antenna, the radiation is circularly polar- 
ized. Many other types of crossed-elcment phased antennas are possible, 
h'or example, two loops might be used instead of two dipoles. Then, 
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with the axis of syxnmetr>' of the antenna vertical as before, the radia- 
tion produced would be the same as that of the turnstile, except tlmt the 
radiation in the horizontal plane would be vertically instead of horizon- 
tally polarized. Another possibility is to use two V dipoles, instead of 
straight dipoles. If the planes of 
the individual V’s intersect at right 
angles to each other along the center 
line of each V, then the antenna will 
have an axis of symmetry and the 
radiation, pattern will be similar to 
that produced by the antennas of 
the preceding two examples, i.e., the 
radiation will be circularly polarized 
in directions along the axis of sym- 
mctrj'ond the radiation pattern nill 
be neatly circular in the plane at 
right angles to the axis ofsymraetrj*. 
In this plane, hon ever, the radiation 
will be cUiplically polarized rather 
than plane-polarized as in the two 
prenous examples. 

In general, a radially symmetri- 
cal antenna of those or similar types 
produces radiation patterns that arc radially symmetrical. The polariza- 
tion of the radiation directed along the axis of symmetrj’ is circular, and 
the polarization of the radiation in other directions is elliptical or plane, 
depending upon the nature of the 
individual elements. 

A symmetrical crossed-clcmcnt 
phased antenna need not consist of 
two elements. A larger number may 
be used. The general requirements 
that must be met in order that the 
radiation pattern have an axis of sym- 
metry along which the polarization is 
circular are as follows: 

1. The angles between adjacent ele- 
ments must be equal. 

2. The currents in the elements must be of equal amplitude. 

3- The phase difference between the currents on adjacent elements must equal 
the physical angle between the elements. 

Figure 5-24 illustrate.? antennas of these types. 



Fio. — Diagiamn'iatic Tepr»* 

sentation of fi^ed sj'stcm of a crossed- 
element phased antenna, where Zn, 
Zn, and Fit represent the input imped- 
anceaof the respective antenna clementa. 



0 * 0 ’ 

<0 (cfj 


Fia 0-2 1— T> pcs of crossed^lerncnt 
phased antennas relative phase ancle of 
currents equal to angle between elements. 
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Frequently, the individual elements of the antenna are fed by means 
of sections of transmission line connected in parallel at their input ends 
(see Fig. 6-25). Then the electrical length and impedance of these lines 
as well as the input impedance of the individual radiating elements control 
the amplitudes and phases of the currents on the individual elements. 
In the following section is discussed the problem of maintaining these 
amplitudes and phases constant over a broad frequency band. Crossed- 
element phased antennas are treated in this chapter principally because 
the sleeve dipole is one of the more suitable antennas of which the}' may 
be composed when broad-band performance is required. 

6-8. Broad-band Crossed-element Phased Anteimas. — ^The pattern 
characteristics of a crossed-element phased antenna may be maintained 
uniform over a broad band of frequencies through suitable control of 
the power distribution and the 
phasing between elements. The 
power-distribution requirement 
can be satisfied -within reasonable 
limits by using broad-band dipoles 
that have small resistance varia- 
tion over the frequency band. 

Although the phasing is pri- 
marily dependent on the electrical 
length of the phasing line connect- 
ing the two elements, it can be 
shown that it is also dependent on 
the input impedance of the two 
parallel lines at the junction. 

Equation (5-10) is derived below 
for the antenna-element input im- 
pedance required to produce circularly polarized radiation when a given 
phasing line is used. The ideal antenna-element input impedance thus 
obtained is a function of the length and characteristic impedance of the 
phasing line. 

Let us consider the conditions in Fig. 5-26. The input impedance of 
each of the two antenna elements is represented by Zi since the two ele- 
ments are identical. The elements are connected by a phasing line of 
characteristic impedance Zo and electrical length 6. The system is 
fed by a transmission line connected at the junction of the directly fed 
elements associated with Zi and the phasing line. The reflection coef- 
ficient may be expressed as 



Length ‘ 6 

Characteristic hnpedance’Zcf 

Fig. 5-20. — Dinsramirmtic icprcBpntation 
a t-n’o-olcment pliasod antenna. 


Z^ — Zi 

Zo -]- Zi 


B , 
'’“ 3 " 


(6-1) 
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where p is the complex reflection cocfEcicnt, B/A tlic ratio of the reflected 
wave to the direct >Yave on a transmission line of characteristic impedance 
Zt, and "S' the phase angle of the reflection cocfRcient. If the current in 
the indirectly fed antenna is 

in ^ A+ Bei* (5-2) 

then the current and voltage on the phasing line at its input are 


and 


W. = (5-3) 

Cinp«. = ZMt** - (5-1) 


The voltage e across the phasing line is the same as that across the 
directly fed antenna; so the current in the directly fed antenna is 


Let 




(6-5) 


*11 = 


(5-G) 


to fulfill the equal current and 90-dog phasing conditions 

I* (..led _ _ (A + 

Cl 


Tlien 


(5-7) 


This may be simplified to 


Z, 

Zi 


1+: 




(5-8) 


Substituting the value of {B/A)e** from Eq. (5-1), we have 



Solving for Zi, we have 


„ sm$ — ysiff &co3 & 
cos* 9 -t-l 


(5-9) 


(5-10) 


Using the relationships ^ven in Eq. (5-10), one may design an 
antenna with two crossed elements in space quadrature fed with equal 
currents in time quadrature, with good broad-band characteristics.* 

* It is, of course, possible to determine the ideal broad-band impedance cun’e to 
maintain current and phase relationships other than tho'se of Eq (&-I0) by setting up 
Eq. (5-6) for the particular conditbn desired, substituting the values of in and in 
given in Eqs. (5-5) and (5-2) and solving for Zf. 
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The values of ZilZ^ are plotted in Fig. 5-27 for values of 6 from 
45 to 135 deg and for relative frequency values from 0.5/o to 1.5/o when 
0 = 90 deg at /o- A reasonable approximation to this impedance curve 
over a moderately'' wide frequency band may be obtained experimentally. 
Deviations of the experimental impedance curve from the ideal imped- 
ance curve result in deviations from the ideal field pattern. 

An example of a broad-band crossed-element phased antenna is shown 
in Fig. 5-28. This antenna consists of a pair of crossed- V-sleeve 
dipoles mounted approximately a quarter-wave above a ground-plane 
reflector. The antenna assembly has a coaxial input from which a coaxial 
line leads to each dipole. At the far end of each of these lines, there is a 



I : v: i i 

0 .1 .2 .3 .4 .5 .6 .7 .8 .9 1.0 

R/Zo 


Fig. 5-27. — R-X diagram of ideal input impedance of each element, required to main- 
tain equal power in, and 90-dcg phasing between, two elements in space quadrature, over a 
frequency band where the phasing line is 90 deg long at the frequency /«. 

type-III balun (see Sec. 3-16). Physically, these two baluns are com- 
posed of four parallel tubes arranged symmetrically about the antenna 
axis. Each balun consists of a diagonally opposite pair of these tubes. 
The total electrical length of one of the lines is 275 deg at the center 
frequency of the antenna, and the total electrical length of the other line 
is 185 deg. Functionally, the phasing line consists of the first 90 deg 
(at the center frequency) of the longer line measured from the conductor. 
Its characteristic impedance is 98 ohms. The remainder of the longer 
line is identical to the shorter and consists of a two-section impedance 
transformer, as can be seen from the figure. The characteristics of this 
impedance transformer were chosen so that it would transform the 
antenna-element impedance curve to a form that more nearly fulfills 
the requirements of Eq. (5-10) than does this impedance curve itself. 

The sleeve structure of the antenna elements is attached to and sup- 
ported by a square tube that encloses the balun assemblies. .The dipoles 
were made of V form in order to increase the component of radiated field 
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Fio. 5-2S — An example of a broad-baod croesed-element phased antenna, with sleeve- 
dipole elements placed approximately a quarter wavelength above the ground plane, with 
field pattern Eingle-Iobed and approximately circularly polarized in the axis of the lobe. 



Fro 5-29. — Ratio of tnuumum to maximum voltage impressed on a probe dipole in the axis 
of symmetry of a crossed-element phased antenna as the antenna is rotated. 
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normal to the ground plane, at directions at a small angle to the ground 
plane. 

The variation of radiated voltage against polarization in a crossed- 
element phased antenna can be measured bj'' rotating a dipole in the axis 
of the antenna, or by rotating the antenna, and measuring the voltage 
impressed on a dipole in the axis of the antenna. Reflection difficulties 
can be simplified when the test dipole is suspended in the axis of the 
antenna and the antenna is rotated. 

The variation of radiated voltage against polarization for the antenna 
discussed above stays within reasonable limits between 440 and 6G0 
Me, a band width of 1.5 to 1. The performance of the antenna may be 
described graphicall}’^ by plotting the ratio of the minimum and maximum 
voltages impressed on a dipole in the axis of the antenna as the antenna 
is rotated. Figure 5-29 is a graph of these values for the antenna 
discussed above. 



CHAPTER 6 

HORNS AND REFLECTORS 
By G. Stavis and A. DonNC 

6-1. Introduction. — The hom and the concav'e reflector liave a prop- 
erty in common that distinguishes them from other types of radiators: 
both possess definite apertures’ through whicli the radiant energy enters 
free space. The concept of aperture may, of course, be profitably applied 
to any radiating sj’stem when tiie magnitude of the area tiiat it encom- 
passes is an important parameter. 
But the aperture U a dominating 
aspect of the horn and the concave 
reflector because it exists physically 
If tho direction of energy flow 
reverses within a device, it is cus- 
tomarily called a rejlector (or reflector 
assembly in order to include the ele- 
ment that illuminates the reflector). 
If the direction of cnergi' flow through 
the device isBubstantiaily unchanged, 
it is a horn. Usually there is no 
ambiguity, but this is not necessarily 
the case. The series of radiators of 
Fig. 0-1 shows a gradual transition 
from reflector to horn. They are 
presented here to emphasizo the gen- 
eral similarity between the two 
types. Some of the examples shown 
in the figure are not familiar. Tliis 
docs not impl}' that they might not 
be useful. In fact, e.xaraple c has proved quite appropriate in some cir- 
cumstances and is discussed in detail in Sec. G-8. 

Aperture radiators are normally most useful where highly directional 
radiation patterns are desired. (Slot radiators described in Chap. 7 
are an exception.) Since the property of providing highly directional 
patterns is not particularly manifest unless the aperture is at least half a 

* Tlic concept of the hom radiator is regarded as eufTiciently broad to include tho 
slot antennas of Chap. 7. 



(b) (bj ft) 

(d) (e; (0 



Fio. O-l.— Some powLIe nrrangcmentaof 
horns and rcQcctora. 
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square wavelength, horns and reflectors are ordinarily used at high fre- 
quencies where structures of this size are not likely to be impracticably 
large. In practice the aperture radiators employed are frequently 
much larger than half a square wavelength. Size is not the only con- 
sideration that leads to the use of horns and reflectors at microwave 
frequencies. Their inherent simplicit 5 '- and freedom from the critical 
adjustments required bj’- phased multielement arraj'-s make them particu- 
larly suitable in microwave applications. These and certain other 
factors make them particularly adaptable to broad-band work. 

In Sec. 1-11 the general relations among aperture, gain, and radiation- 
pattern shape are discussed. It is clear from that discussion that radiation 
patterns change gradually with changes in aperture size. Accordingly, 



Fia. G-2. — rteflocfion at Iiorn aperture vs. aperture dimensions. 


an antenna vdth an aperture of a given physical size has a radiation 
pattern that changes gradually with frequencj’-, provided that the phase 
and amplitude distributions of the field across the aperture are relatively 
constant with frequency. Tliet’efore, in many broad-band applications 
the design problem consists of illuminating an aperture in a manner that 
does not vary or varies slowly with frequency. When greater pattern 
uniformity is required, it can be achieved by varying the illumination 
so as to compensate for the change in dimensions (in wavelengths) of 
the aperture. Relatively little work of this type has been done, since 
the need has not arisen, and the only further reference to the matter will 
he in Sec. 6-3 where, in connection with the discussion of horns, it will 
be shown that in some types of horns a compensation of this form auto- 
matically takes place. 

In general, as is pointed out in Chap. 1, there are at least twm regions 
m an electromagnetic radiator in which discontinuities exist. In the 
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horn, one discontinuity occurs where the waves enter free space, and 
another where the guided waves enter the radiator. In a reflector assem- 
bly, an additional discontinuity is present where the waves leave the 
illuminating element. Since the apertures used are likely to be sub- 
stantially larger than half a square wavelength, the reflection caused by 
the discontinuity at the aperture is usually negligible. Evidence of this 
is provided by the curves of Fig. 6-2 which show the ratio of reflected-to- 
incident-wave amplitudes vs. aperture area, for the case of a TE\,(, wave 
propagated in a rectangular waveguide the open end of which forms the 
aperture. Several curves are shown, corresponding to guides of various 
height-to-width ratios. It will be noticed that, although the various 
curves exhibit many difierences, they all show that the reflected W’ave 
has a general tendency to decrease with increasing aperture and that for 
apertures of the order of a half square wavelength the reflection is quite 
small. 

6-2. Methods of Feeding Homs. — In general, horns are fed by means 
of either waveguides or coaxial transmission lines. In the former case, 



TE,.e(H|^lWo« TE,o(H2o)Wove TE,., IHi^OWave 


Fio. ^3 —Typical prab« arraneemcots for excitine different t}’p(‘s of aves in rectan- 
gular guidea. (From F, E. Ttrman, “Radio Bnoinetrt' Handbook," MeCTaio-Mxtl Book 
Company, Ine , Ntiv York, 1043, Ftg. 128, p 261. by ptrmusion ) 

if the horn is flared at a small angle, and the dimensions of the input end 
are the same as the dimensions of the cross section of the guide, the 
reflection that occurs at the input is small. Such a device is inherently 
broad-band because it effects a gradual transformation of the guided 
waves into free space waves. 

When coaxial transmission lines are used, the transformation is more 
difficult to effect over a wide band of frequencies. Because it is a con- 
venient procedure that allows some standardization, it has been the 
practice first to transform from the coaxial line to waveguide. The 
waveguide is then used to feed any horn. Alethods for exciting various 
modes in rectangular waveguide are shown in Fig. 6-3.^ These devices 
all involve the use of probes that couple the coaxial line to the guide, 
and all are frequency-sensitive since the reflections that accompany the 
transformation are a function of both the electrical length of the probe 

• Terman, F. E., “Radio Engineera’ Handbook,” p. 261, McGraw-Hill Book 
Company, Inc., New York, 1943. 




Sec. 6-2] 


HORNS AND REFLECTORS 


141 



Impedance- 

matching 

Section 


Fig. G-4. — Coaxial-line-to-waveguido transformer. 


and its distance from the back waU of the guide. However, it is possible 
to compensate for these reflections by the use of suitable matching ele- 
ments. A transformer so com- ^ 
pensated is shoAvn in Fig. 6-4. g 
The voltage standing-wave ratios I 
that are produced on the coaxial s' 
line by this transformer are shovm J 
in Fig. 6-5. The useful band width <2 
of this feed section is about 1.9 to 1. s 

A type of feed section that does ^ Wavelength, cm: 




not make use of a probe is shown in 
Fig. 6-6. This, a relatively reflec- 


Fig. G-5. — Voltage standing-wave ratio of 
waveguide transformer (probe type). 


tionless broad-band transformer of great utility in broad-band practice, is 


described in detail in Chap. 27 which treats the general subject of coaxial- 


I 

■ M 


/. Tapered Wedge 

2. Back Wall of Guide 

3. Coaxial-line Center 

Conductor 

4. Coaxial Cab fe , 


Fig. 6-6. — Tapered type of coasial-lino-to-waveguide transformer. 
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line-to-guide transformers. For comparisoQ with the curve of Fig. G-5, a 
voltage standing-wave-ratio curve for the transformer of Fig. 6-G is given 
in Fig. 6-7. 
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Fio. 5-7. — Voltage elanding-waTe ratio ol waveguide transformcT (ispeied type). 


G-3. Radiation Patterns of Homs.— From the data in Fig. 6-3 it is 
clear that a horn aperture need not be large to effect a substantially 
reflectionless transformation from guide to free space. In fact, a flared 
horn that has been designed to produce a reasonably directional pattern 
usually requires no modification to meet impedance requirements except 
when the reflection tolerances are very small. For many purposes, 
therefore, flared horns may be designed to meet pattern requirements 
independently of Impedance characteristics. One of’the simplest and 
also most useful horns is the straight*sided rectangular horn. This 
section is concerned with a discussion 
of some of its properties. 

Let us consider first the sectoral 
horn sbomi in Fig. 6-8. This has 
two parallel sides, two nonparallel 
sides, and in the usual case a plane 
aperture. The mode of excitation 
most commonly used with such horns 
is the one that corresponds to the 
r£i.(imodeforrectangular guide. In 
this mode the lines of electric force 
are perpendicular to, and terminate 
on, the parallel walls of the hom, and the lines of magnetic force are 
parallel to the parallel walls. The n'ave front ndthin the horn is cylindri- 
cal, and its axis lies at the apex of the hom. Figure 6-9 gives a diagram- 
matic representation of the field. Chu and Barrow* have computed the 
radiation patterns to be expected from this type of horn. Their results 
for the patterns through the center of the born in the plane parallel to 
the magnetic field (for the re^on where the pattern is essentially single 
lobed) are summarized in the curves of Fig. 6-10. This figure shows 

^ Cmj, L J., and Babrow, W. L., Electromagnetic Hom Design, Trans. A .I.E.E., 
68, 333 (1939). 
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beam width vs. aperture for various values of flare angle. It will be 
noticed that the beam width decreases ndth increase in aperture and also 
decreases when the flare angle is decreased. This effect of increasing 




Tronsverse 

Section 


Verticol Section 
Hqj Wave 

Fio. 6-9, — Field configuration -within sectoral horn, 

aperture is, of course, not peculiar to the horn, and the general discussion 
of Sec. 1-11 is completely applicable here. The effect of change of flare 
angle is a property of the horn itself 
and results from the cylindrical 
shape of the wave front mentioned 
above. The basic point is that, 
since the wave front in the horn is 
cylindrical, it would be cylindrical 
at the aperture if it were not for the 
distortion at the edges. Thus, the 
field at the center line of the aper- 
ture and the field at the boundary 
of the aperture differ in phase be- 
cause of the difference between the 
path lengths to the two places. 

Thus for the horn of Kg. 6-8, neg- 
lecting the distortion of the field 
near the edges of the aperture, the 
field at point Pi leads the field at 
point P 2 by A = 27rP/X[l - cos 
(4^/2)] radians where L is the length 
of, and is the angle between, the two nonparallel sides. Since these 
conditions prevail to a first approximation in actual horns we should 
expect that the smaller the phase difference A, the narrower will be the 



Fio. G-10. — Beam width between 10 
per cent (of field) points vs. aperture for 
sectoral horn. 
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radiation pattern. Furthermore, since the phase difference decreases 
with decrease of 'J', narrower patterns should be obtained Avith smaller 
angle Figure 6-10 shows such a trend. 

Two conclusions of interest in broad-band practice may be drawn from 
the foregoing discussion. The first is that because of the relation between 
radiation pattern and phase difference a horn that has a pattern ndth a 
single main lobe at the high-frequency end of its operating band will tend 
to have patterns Avith these characteristics at all loAver frequencies.^ 

The reason for this is that the phase difference between the fields at 
various points in the aperture wall decrease with decreasing frequency, 
w’hereas it would have to increase for the main lobe to split. Accordingly, 
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Fio. 6-11.— ^urva ahoAnns Vftriation la beam width between 10 per cent {fit field) points 
with frequency for horns of sero flare sad SOxieg flare. 


aperture dimensions and flare angle should be determined on the basis of 
the highest frequency to be used. 

The other conclusion is the previously mentioned fact that constancy 
of patterns tends to be maintained by virtue of a compensating relation 
betAveen the changes of aperture size and illumination that occur Avith 
frequency. The increase in aperture (in wavelengths) with increase in 
frequency tends to narrow the pattern, but the increase in phase dif- 
feienee across the larger aperlArto to widen it. The order of 
magnitude of this compensation can be seen from Fig. 6-11 which shows 

* The behavior of the lowest order wave in the hom is not the only factor affecting 
pattern shape. Also important is the relative amplitude of higher order waves Avhich 
maybe present. For many configurations of horns, these higher order modes dimmish 
in amplitude at lower frequencies and therefore produce an effect in the same direction 
as that described in the above etatement. However, when the horn is such that the 
higher order modes increase in amplitude at lower frequencies, the opposite may be 
true. For an example of this, see W. L. Bartow and F. D. Lewis., The Sectoral Mag- 
netic Hom, Proc. I.R.E., 27, 41 (1939). 
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two curves (obtained from the data of Fig. 6-10), one of wliicli is for a 
horn of constant phase (the zero-flare-angle horn) and the other of which 
is for a horn with a flare angle of 30 deg. The.two horns have been chosen 
to have patterns of the same wdth (40 deg) at the arbitrary reference 
frequency. Their apertures are then 10 wavelengths for the horn vdth 
the 30-deg flare and 4.4 wavelengths for the horn with 0-deg flare. 
It is clear that the 30-deg horn shows considerably less variation vdth 
frequency. 

The preceding discussion has been concerned only with conditions in 
the plane that lies midway between the two parallel sides of the horn, 
i.e., the OC plane. With one modification to be mentioned, it is equally 
applicable to the plane that bisects the horn at right angles to this, 
i.e., the S plane. Furthermore, the pattern in one plane is essentially 
independent of the pattern in the other. The vddth of the pattern in the 
S plane can therefore be determined from the curve for 0-deg flare angle 
of Fig. 6-10, provided that the width thus obtained is multiplied by a 
factor of two-thirds to correct for the fact that the field in the 8 plane 
is constant across the aperture, whereas the field in the 3C plane varies 
approximately sinusoidally, in accordance with the usual behavior of 
TEi,a waves.i In general, if the parallel sides of the sectoral horn are 
diverged so that the horn becomes pyramidal in shape, the foregoing 
discussion will apply independently to the pattern in either plane. 

As previously mentioned, the usual method of feeding a horn is by 
means of a section of waveguide. If the guide is excited in the TEi,^ 
mode, then the wave in the horn wll be of the type we have been discuss- 
ing. However, since the wave in the guide possesses a plane front, rather 
than a cylindrical one, it is clear that the wave in the horn immediately 
beyond the guide cannot have exactly the cylindrical front previously 
ascribed to it, for if it did the fields would be discontinuous at the junc- 
tion of horn and guide. Rather the transition from the plane wave of 
the guide to the cylindrical wave of the horn must be gradual. There- 
fore, it may be concluded that the curves of Fig. 6-10, calculated upon 
the basis of a cylindrical wave front, are not applicable to guide-fed 
horns, unless the horns are sufficiently long for the wave to have become 
cylindrical at the aperture. If they are not so long it might be expected 
that the patterns would be sharper than the curves of Fig. 6-10 indicate. 
The data presented in the following discussion, however, show that an 
effect of this type is quite manifest even with horns not ordinarily 
regarded as short. This is of practical significance because many com- 
monly used horns are of these lengths. When very large apertures are 
required, reflector assemblies are frequently used instead of horns because 
their bulk is less. 

‘ See, for example, Terman, op. oil., Sec. 11, 
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6-4. Beam Width as a Function of Aperture. — -The foregoing state- 
ments have indicated the trends in patterns that are to be expected 
from a consideration of aperture and flare angle. Barrow and Greene* 
have developed expressions for lheTa<tiation patterns from a rectangular 
aperture excited in the TEi.t, mode. The assumptions made in obtaining 
this solution include (1) a plane wave front at the aperture and (2) a 
sinusoidal distribution of electric field in the3C plane and constant electric 
field in the 6 plane at the aperture. The resultant expressions are as 
follows: 

In the 6 plane 


r, /I r « , L ( sin ivWt sin fl) a • ( . . 

f. = c [cos s + 


In these plane 


f; - c[co3 8 + a/i - 


1-1 sin ( itTFk sin fl -b • 


(jrTFjc sin 


[) 

. /rnir\* 

:m «)■ - 


( 0 - 2 ) 


where F = field intensity 
C B constant 

0 ■" angle in the plane under consideration measured from the 
axis of the horn 

m ■■ unity for the mode considered 
b - length of the aperture in the C plane 
X a> free-spacc wavelength 

TT = ratio of aperture length to X, in the plane of 6 


For largo apertures, i.e., for large values of W, it is apparent that the 
factors 


in Eq. (6-1) and 


r sin (yTFg sin g) 1 
L xlV'e sin 9 J 

sin ^m-TTjc sin 9 + 


sin e + ^irTFjc sin 9 — 


in Eq. (G-2) will vary rapidly with 9. The first nulls in the pattern are 
produced when these factors become zero. In order to obtain the angle 
between the first nulls in the C plane, W'e find the value of 6. 


• Barhow, W. L , and Greeve, F. M., Rectangular Hollow-pipe Radiators, Proc. 
l.n.E., 26, 1498 (1033). 
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whence 


sin (ttWs sin B) _ ^ 
■n-Wz sin B 

irWz sin 0 = TT 


Since the angle Bz between first nulls in the 6 plane is 26, 


6z = 2 sin-1 _ 


Similarly in the 3C plane 


. I t-ry • « I i/urX 

sin { irW 3 c sin B 4- j 


sin ^7t 




whence 


ttTFjc sin 6 + ^irTFjc sin 0 — 


.rrr • . WITT ~ 

ttWx sm B + -^ = 2ir 


) 


= 0 


(&-3) 


and the angle between first nulls in the 3C plane is 

= 2 sin-1 ^ (6-4) 

In Fig. 6-12 a comparison is made between the patterns given by 
Eqs. (6-1) and (6-2) and experimental results obtained with a particular 
horn (that of Fig. 6-15). The ex- 
perimental patterns are similar in 
shape to the theoretical patterns 
obtained on the assumption of a 
plane wave front, but are broader 
in both the 8 and SO. planes, indi- 
cating that the wave front is 
somewhat curved; however, the 
magnitude of the error will be small 
for short horns, and the equations 
furnish a practical basis for design 
of horn radiators. 

It is not usual in practice to 
specify beam width in terms of the 
angle included between nulls, chiefly 
because of the difficulty of deter- 
mining the exact position of the null 
when taking measurements. The angle included between the half-power 
points of the pattern is a more practical measure of beam width, but it 
is difficult to evaluate the half-power beam width from Eqs. (6-1) and 
(6-2) without a simplification of the expressions. 


10 0 10 10 0 10 



Fig. 6-12. — A comparison of the func- 
tions of Eqs. (6-1) and (6-2) with the 
experimental curves of Fig. 6-15 for 
TFe = TVac = 1.99. 
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Let us assume, therefore, that the angle between half-power points 0 
is proportional to the angle between nulls. Also let us make the approxi- 
mation that the sine of an ang^e is proportional to the angle. (For 



Tio. 6-14 — Horn pattema. 



Fio. 6-15. — llom patterns. 


angles less than about 45 deg, the error involved is small.) Then we may 
write from Eqs. (6-3) and (6-4) 

& - s aeg (&-5) 








iV^= 3.06 


W(^=4.I3 i^^5.0S^ 

Fiq. 6-18. — ^Horn patterns. 


The experimental data for the horns of Figs. 6-13 to 6-19, sum- 
marized in Table 6-1, afford a means of determining the values of the 
constants and also the degree of accuracy to be expected from the use of 
Eqs. (6-5) and (6-6) . Since TF and /S are known for each of the horns listed, 
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Table 6-1. — Sommart op Measured Data for me Horns of Fios. &-13 to 6-19 


Horn of ' 
figure 

Dimenstona of. 
aperture m X ' 

riaroaDgleain 
C and 3C planes 

Beam 

'ntdtlre 

I'alues 
ol K 1 

Frequency 
range. Me 

, IFt 



1 *X 


Ok 

, Kt 

A'k 

6-13 

0 8S 

1 32 

26 

31 

56 

47 

49 5 

C2 

800-1400 


1 1 

! 1 65 



40 

4) 

1 64 

68 

800-1400 


1 39 

2 07 



37 

31 

61 

64 

800-1400 


1 M 

2 31 

1 

j 

32 

! ^ 

49 5 

62 5 

1 800-1400 

6-14 

0 S6 

1 25 

26 

20 

54 

47 

46 5 

61 2 

, 1400-2500 


1 10 

1.6 



46 

41 

50 6 

64 

1400-2500 


1 35 

1.06 



37 

SI 

50 

68.6 

1400-2500 


I 53 

2 23 



30 

27 

46 

' 62 5 

1400-2500 

6-15 ' 

1 59 

1 59 

44 

32 5 

37 

47 

53 8 

1 74.7 

800-1000 


1 99 

1.99 



30 

j 

59 7 

73.7 

800-1000 

6-16 

1 31 

1 37 

45 

33 

44 

57 

67 7 

1 71 2 

800-1400 


1.63 

1 71 



36 5 

40.5 

29.6 

' 69.5 

800-1400 


2 07 

2 17 



26 

30 

64 

65 

800-1400 


2 29 i 

2 40 



23 5 

25.5 1 

54 

63. 5 

800-1400 

6-17 

2 52 

3 24 

29 2 1 

32 

24.5 

23 

61 8 

74 5 

1350-1800 


2 94 : 

3.60 1 

1 


20 

10 , 

53.8 

68 6 

1350-1800 


3 36 

4 12 



20 

18 

67.2 

74.3 

1350-1800 

6-18 

3.08 

3.77 

37 

42 

23 

16 


i 

1350-1800 


4.13 

5.05 



23 

18.5 



1350-1800 

6-19 

3.11 

3.70 

30 

33 

20 

16 

62.2 

62.6 

1350-1800 


3 63 

4.33 



16 

15 

57.2 

65 

1350-1800 


4 16 

4.95 



17 

13 

70.7 

64.3 

1350-1800 
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we may compute an average value of Ks and Kx- Using these empirical 
values of Ks and Kx> Eqs. (6—5) and (6—6) become 


/Se - 


55.8 

Wc 

67.2 

Tfx 


(6-7) 

( 6 - 8 ) 


In order to determine qualitatively what degree of accuracy is afforded 
by these expressions, calculated beam 'width is plotted as a function of 
relative aperture in Figs. 6-20 and 6-21, and the points corresponding to 



Fio. G-20. — Beam width vs. relative aper- Fio. 6-21. — ^Bcani ■n'idth vs. relative aper- 
ture in 3Z plane. ture in £ plane. 


the individual beam widths measured for each horn are plotted for com- 
parison. These curves indicate that Eqs. (6-7) and (6-8) give a suf- 
ficiently close approximation to the beam -width to be of use in the design 
of a horn radiator. 

The horns from which the data of Table 6-1 have been compiled are 
relatively short in terms of wavelength. Therefore, as pointed out earlier 
in this section, the field within the horn -will not have assumed the dis- 
tribution pictured in Fig. 6-9, but will be practically plane for small flare 
angles (less than about 40 deg). Thus, the effect of changing flare angle 
may be expected to be small, and this is indicated by the curves of Figs. 
6-20 and 6-21 which show the points for the various horns. Moreover, 
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the beam widths obtained are consistent with Eqs. (6-1) and (6-2) which 
were derived for an aperture illuminated by a plane wave. 

If the flare angle is made too large, the wave front at the aperture will 
be neither plane nor cylindrical but rather some distorted shape, and the 
pattern of the horn will contain Jobes of appreciable magnitude. An 
example of this behavior is given by the horn of Fig. 6-18. In Fig. 
G-I9 the patterns for a horn of equal aperture, but less obtuse flare angle, 
are shown, and here the lobes have been virtually eliminated. This 
effect of flare angle may be attributed to the transition from waveguide 
to flared horn where the distortion of the field produces higher order 
modes of appreciable amplitude. When the flare of the horn is great 
and the horn is short, these higher order modes are of large amplitude 



and they arc not attenuated very rapidly so that they affect the pattern, 
shape by causing an irregular wave front at the aperture. However, as 
the flare approaches zero length, the case of open-ended waveguide (zero 
flare angle) is approached and the radiation pattern again will not have 
significant minor lobes. Thus, it is clear that horn length and flare 
angle are interdependent in determining radiation-pattern shape. 

Sometimes nhen a horn must be mounted in an exposed location, the 
windage load upon it is ofajecti<mahlc. In such cases, the windage load 
may bo minimized through the use of open lattice rather than continuous 
sheet metal for the sides of the bom. A horn constructed in this way is 
shomi in Fig. 6-22. The radiation patterns obtained in the range from 
1000 to 1400 Me are practically identical to those that would be obtained 
with solid sides on the horn (see Fig. G~16). However, w’hen the mesh 
openings become too great, the patterns will be affected. For example, 
Fig. 6-23 shows the pattern for the identical horn of Fig. 6-22, except that 
half of the longitudinal brass stringers in the sides parallel to the SC lines 
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have been removed. The magnitude of the discontinuities is now great 
enough to produce pattern distortions in the S plane at the higher 
frequency. 

6 - 6 . Circularly Polarized Homs. — There is one type of horn radiator 
that deserves special attention. It differs from the horns that have been 
discussed in that it radiates a circularly polarized wave when used for 
transmitting and mil receive signals of any angle of plane polarization 
as well as circularly polarized signals having the proper direction of rota- 
tion. A circularly polarized wave may be produced by an antenna that 
radiates simultaneously two fields equal in intensity, in which the 8 
vectors are at right angles to each other and are 90 deg out of phase. 
In general the two fields are not equal and the phase difference between 
them has an arbitrary value /3, rather than 90 deg. If 8 i sin ut is the 
electric vector in the horizontal or x-direction and 8 " sin (ut — /3) is 
the electric vector in the vertical or ^-direction, the resultant field radi- 
ated into space at any instant will be their vector sum. The locus of the 
end of the resultant vector r can be found as follows: 


X — 8i sin ut 

y = 6j(sia co< — /3) = Si(sin ut cos /3 ~ cos ut sin /3) 


Therefore, 


sin ut = 


8i 


Substitution in Eq. (6-10) gives 


£ - I cos ^ - (.^1 - sin ^ 


2xy cos P X 




8182 


+ ~ = sin=! 0 


(6-9) 

(6-10) 


( 6 - 11 ) 

( 6 - 12 ) 

(6-13) 


Since this is the equation of an ellipse Avith its center at the origin, a field 
of this type is said to be elliptically polarized. If ;3 = 90 deg and Si = So, 
then Eq. (6-13) becomes the equation of a circle with center at the origin 
and radius 81 . Thus at any time t the resultant r will be equal to Si 
and Avill have an angular velocity u. A field of this type is called circu- 
larly polarized. 

In order to produce the requisite space and time quadrature of the 
field components in a horn radiator the construction shown in Fig. 6-24 
may be utilized. The horn is fed from a conventional waveguide through 
which is transmitted a TE\,o Avave, but betAveen the horn and Avaveguide 
there is interposed a transition section that displaces the horn about its 
axis 45 deg from the waveguide. The displacement is such that the Avave 
entering the horn is resolved into tAvo mutually perpendicular compo- 
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nents, one of which is in the TEt,! mode and the other in the T’i^ijomode. 
Thus, two fields in space quadrature are produced. By causing one com- 
ponent to lag by 90 deg with respect to the other, a circularly polarized 
field is radiated. This function is performed by the phasing section of the 
bom, in which the guide wavelength for one mode is made to be different 
from the guide wavelength for the other so that the phase shift is different. 
There are two methods of producing this different guide wavelength. 
One is to make the phasing section rectangular in cross section so that the 
effective widths and hence the phase velocities are different for the two 
components. The other is to place a longitudinal sheet of dielectric 



material in the phasing section so that it will affect the velocity of propa- 
gation of one of the components only. In this second case the cross 
section of the phaser may be rectangular, square, or round 

Circularly Polarized Horn vnthout Dielectric . — The phase shift per unit 
length in the phasing section for each mode is given' by 


I 


I lii-i 

a\\' ' 


(6-14) 


where j9 = phase shift, radians 

I = length of guide, centimeters 

a = cross-sectional dimension in centimeters normal to 6 lines for 
the particular mode 
X = free-space wavelength, cmitimeters 


1 This may readOy be obtained from the ^uual expression 
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Figure 6-25 shows a family of phase-shift curves plotted against wave- 
length for values of a from 1 to 5. It is possible from curves such as 
these to design a phasing section that will produce a 90-deg phase shift 
at a particular frequency. There is an infinite number of possible com- 
binations. Let us assume, for example, that it is desired to operate at a 
5-cm wavelength and that the cross section of the phasing section is 
3X4 cm. From Fig. 6-25 the phase shift per unit length for the wave 
having its S lines normal to the 4-cm side null be about 57 deg per cm. 
The other mode will undergo a phase shift of about 41 deg per cm. The 
difference between these is 16 deg per cm. Since the total difference in 



Fjo. 6-25. — Pliaso-shift curves for rvavcguide with air dielectric. 


phase between the two modes is to be 90 deg through the phasing section, 
the length of the section must be or 5.62, cm. 

Examination of the curves shows that if the frequency is changed 
then the total phase difference between the two modes will no longer be 
90 deg, since the phase shift per unit length for these two curves varies 
markedly with wavelength. 

If the phase shift through the phasing section is not 90 deg, then the 
polarization of the radiated signal will not be cii'cular but elliptical, as 
indicated by Eq. (6-13). The amount of ellipticity that can be tolerated 
mil determine the band width. If an ellipse such that the ratio of major 
to minor axis is about equal to 1.4 is acceptable, a band width of about 
1.3 to 1 can be obtained. 
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Circularly Polarized Horn tnlh Dielectric . — ^The other method of 
achieving unequal phase shifts per unit length for the two modes is, as 
mentioned above, to place a sheet of dielectric material in the phasing 
section so as to influence the velocity of propagation of one mode and not 
the other. This is illustrated in Fig. ft-24. Here the mode having 6 
lines parallel to the dielectric ^eet vrill undergo a greater phase shift 
per unit length than the mode having fi lines normal to the sheet. If 
the sheet is thin, the velocity of propagation for the wave ndth 8 lines 
normal to it vriU be practically unaffected by its presence. 



Fio. 6-20— Curves showing effect of polystyrene dielectric oa guide wavelength. 
(From “AficrMOTire Transmiision Detign i^ublicolton No, 20-80, Sperrj/ Gyrotcope 

Company, Ine., Fig. VIII-7, iy permission.) 

The effect of such a sheet in a waveguide excited by a TEi,i mode 
trith £ lines parallel to it can be seen from Fig. G-2G, which shows the 
effect on the guide wavelength of sheets of polystyrene of varjdng thick- 
ness. The ratio free-space wavelength to guide wavelength, which is 
plotted as ordinal’e, if multiplied by 2r/X will give the phase shift per 
centimeter. Therefore, if a guide is selected with the dimension a equal 
to 3 cm, we can plot in Fig. 6-27 (as in Fig. 0-25) a family of curves show- 
ing phase shift per centimeter as a function of wavelength for different 
thicknesses of polystyrene sheet. 

In this case the difference in ordinates from one curve to an adjacent 
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curve remains far more constant than was the case with the curves dis- 
cussed in the preceding section in which the guide dimensions alone pro- 
duced the phasing. Thus, if the phasing section is made to have a square 
cross section and the difference in guide wavelength is secured solely 
through the use of a polystyrene sheet, the band width may be expected 
to be considerably greater than it would be for the rectangular phasing 
section without dielectric. In actual experience the band widths that 
are obtained are more than tvdce those obtained vuthout dielectric. 



Fig. 6-27. — Phase-shift curves for waveguide with dielectric. 


It wdl be noticed in Fig. 6-24 that the dielectric material is tapered 
so that the sheet has V-notched ends. This has been done to make the 
transition from waveguide without dielectric to the phasing section with 
dielectric a gradual one in order to minimize reflections. 

6-6. Measurements of Circularity,— A setup similar to the one shown 
in Fig. 6-28 has been used to measure the polarization of the radiation 
from horns of this type. The two horns shown are mounted coaxially. 
The horn under test is fixed, and the receiving horn, capable of plane- 
polarization response only, is placed in a rotating mount and rotated in 
small angular steps about its axis, while the receiver meter is read at 
each step. 

This method of measurement will not give the polarization pattern 
directly, but will provide data from Avhich the pattern can be deduced. 
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Fw. fr-SS.— Sotop for messuriDe polariratvon patterns 


This statement may be clarified by Fig. 6-29, whicli represents the con- 
ditions in a plane normal to the horn axis. The ellipse shotvn represents 
a typical polarization pattern of an elliptically polarized wave. The 
radial dotted lines indicate various attitudes of a receiving horn that is 
plane polarized. Since a dipole or 
plane-polarized horn will respond 
only to the component of the elec- 
/ trie field parallel to its plane of 
polarization, the maximum volt- 
age received by the receiving horn 
in any position will occur at the 

instant at which the projection of 

the rotating vector r (the locus of 
which is the ellipse) upon the 
plane of polarization OA of the 
receiving horn is a maximum. 
The maximum projection of the 
rotating vector for each position 
I of the horn will occur when the 

normals to the dotted lines are 
Flo. 6 - 29 .— Diagram iiiustratuig relation tangent to the ellipse. Thus, the 
©{ me&suied dumbbell patteia to actual envelope of the projections on the 

elliptical polarizatloa natteru. , c i • . • i- xi. 

plane of polarization of the receiv- 
ing horn will give a dumbbell as shown. Figure 6-30 shows three pat- 
terns that were measured for a circularly polarized horn. Figure 6-30a, 
which shows the greatest deviation from circularity, illustrates the dumb- 
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bell shape of the measured pattern. Since the major and minor axes of 
the ellipse and dumbbell are equal and coincident, the actual deviation 
from circularity can be obtained dii-ectly from the measured pattern. 

More than just the deviation from circularity can be deduced from an 
inspection of the measured dumbbell, however. In Fig. 6-31 the a;-axis 



is taken normal to the polystyrene sheet as a reference and the elliptical 
pattern is shown in relation to the horn. It is obvious that if the z- 
and y-intercepts of the dumbbell are equal, then £i and Sj, which are the 
components of the electric vector in the x- and y-directions, are equal in 
magnitude and 9, the angle between the major diameter and the x-axis, 



Fig, 0-31.*— notation of coordinate axes. 


will be 45 deg. Furthermore, in this case, 9 \vill be independent of the 
relative time phase of Sj and S 2 . If the phase difference /? between Si 
and So is 90 deg, but Si does not equal Sa, then the ellipse ■will lie with its 
major axis along either the x- or y-axis, depending on whether Si or 82 is 
greater. 
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In general, however, it is probable that both conditions (where 6 
is not equal to 45 deg and the x- and y-intercepts are unequal) will be 
encountered, in which case it is not obvious what 0 and the ratio of 8i 
to €t ore. In order to obtain a solution for 0 and the ratio 8i to 6j in 
terms of 6 and the ratio of major to nunor aids of the ellipse, let us refer 
to Fig. 6-31, which shows the elliptical pattern with respect to the orienta- 
tion of the horn. If w’c rotate the coordinate axes through the angle & 
so that the major axis of the ellipse will be coincident with the new axis of 
abscissas, the folloviing substitutions must be made in Eq. (6-13) : 

X “ « cos 0 — V sin fl (^15) 

y = tt sin + p cos 0 (6-16) 

where the new axes are the u- and p-axes. 

Thus, Eq. (6-13) becomes 

w* Bin* fl— sin (20)cos *9 + cos* ff 

+ uv sin (26f) — 2 cos (29)(cos sin (29) j 

+ f* ^1^ cos* 0 4- sin (20) COS0 + sin* 0^ = SjSj sin® 0 (6-17) 

If the coefBcient of uv is zero 

tan (20) - 2 cos ^ tan (20) - 0 (6-18) 



If cHipticity e is defined as the ratio of p-intercept to u-intcrcept, the 
square of the ellipticity is seen to be the ratio of the coefficients of the 
u* and f* terms and 


^ sin* 0 — sin (20) cos /3 -h cos* 0 

= I (6-20) 

COS* 0 -f sin (20) cos ^ 4- sin* 0j 

Equations (6-19) and (0-20) if solved simultaneously for 8j/8j give 

/^Y = e* tan* 0 4-1 
\6»/ e* 4- tan* 0 


( 0 - 21 ) 
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To find /3 this result may be substituted in Eq. (6-19). Thus, the 
factors that control the ellipticity may be derived from e and 6 which are 
taken from the measured patterns. 

6 - 7 . Reflectors; General Considerations. — Reflectors have a promi- 
nent part in the field of broad-band microwave directional antennas. 
Verj’" narrow patterns can be obtained through their use, with structures 
in which the front-to-back dimensions are much less than Avould be 
those of the equivalent horns. This economy of size is frequently very 
important and often dictates the use of a reflector. Also the reflector 
sometimes fulfills special functions not obtainable vdth a horn. Tliis is 
true, for example, of the antenna described in Sec. 6-8, which permits 
pointing of the antenna beam in any horizontal direction, by rotating 
the reflector alone. The horn that illuminates it remains stationary, 
and the design is simplified b 3 '’ the removal of the necessity for a broad- 
band rotating waveguide joint. 

An aperture vdll produce a smooth essentially single-lobed radiation 
pattern, if its illumination meets the following two conditions: 

1. The intensity of the field in the aperture increases gradually from zero at 
the edges to a maximum value at the center. 

2. The phase of the field in the aperture is constant. 

Actually, as is evident from the previous discussion of horns, these 
conditions may be departed from bj’’ substantial amounts, without either 
causing the patterns to become irregular or greatl}’’ increasing the ampli- 
tude of the minor lobes. The amount of pattern distortion that will 
accompany a particular deviation from one of the conditions wall depend 
upon how closely the other condition is met, and also upon the dimensions 
of the aperture. Sometimes, of course, the conditions are deliberately 
departed from in order to produce a type of pattern distortion, e.g., 
■widening of the beam, that under the particular circumstances is desir- 
able. Nevertheless, the most usual objective is to meet the two condi- 
tions as nearly as possible. 

One of the most commonly used reflectors is the paraboloid of revolu- 
tion. As is well kno'\ra, such a surface converts the energy that impinges 
upon it from a source of spherical waves located at its focus into a plane 
wave in the aperture of the reflector. In general practice it is fairly com- 
mon to use a 'primary radiator, i.e., the radiator at the focus, that has a 
directional pattern that points into the parabola. The purpose is to 
avoid as nearly as possible the transmission of energy directly from the 
primary radiator into space since this radiation would not be focused by 
the reflector and hence would not obtain the desired directional character- 
istics. In broad-band Avork this is a particularly desirable practice 
because the direct wave, if it exists, will be at a phase Avith respect to the 
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reflected wave that changes wth frequency. At some frequencies it 
\vill add to the reflected wave, and at othera it will subtract. The rate 
at which this occurs will depend upon the focal length of the parabola in 
wavelengths, but in any case the uniformity of patterns with frequency 
Avill be decreased. 

It may be deduced from the above that the primary radiator for a 
paraboloidal reflector should produce a directional pattern the wave 
front of which is spherical. If maximum radiation is directed toward 
the center of the reflector, and the radiation diminishes to a negligible 
value at the edges, the tw’o conditions originally set forth will in general 
be met. Suitable primary radiators may consist either of dipole assem- 
blies or horns. A broad-band example of the former type which has been 
successfully used is the sleeve-and-reflector assembly of the general type 
described in Sec. 5-6. A modification of this is described in connection 
w'ith direction-finder antennas in Sec. 10-31. It should be noted that 
an antcima of this type does not actually produce a spherical wave. 
However, if the solid angle subtended by the reflector is sufficiently small, 
the waves in the region of the reflector will be approximately spherical 
in shape, and satisfactory patterns can be obtained. In general this 
condition can be met by making the focal length of the paraboloid large 
compared wth either the dimensions of the primary radiator or the 
dimensions of the aperture. Under this circumstance the primary radia- 
tor will be located outside the aperture, and its pattern must be highly 
directional in order that all its radiation shall impinge upon the reflector. 
It should be noticed that the directional pattern involved here is the 
pattern of the primary radiator which exists at distances about equal 
to the separation between the primary radiator and the reflector. In 
general, this pattern is not the same as the pattern at a great distance 
from the primary radiator. For example, consider two horns, either of 
which might be used as a primary source. Suppose that one of them has a 
much larger aperture than the other and its pattern (in the usual sense) 
is by far the narrow’er of the two. At sufficiently small distances from 
the horn the pattern due to the smaller aperture will be the sharper. 
This is immediately evident if we consider the extreme case of the dis- 
tance equal to half the width of the larger aperture. Then with the 
larger horn the entire path along which measurements are made will lie 
within the beam of the bom, whereas with the smaller horn only the center 
of the path will be in the beam and the measured pattern will necessarily 
be narrower. Accordingly primary radiator patterns must be deter- 
mined at the distance that is equal to the separation that will exist 
between the primarj’ radiator and the reflector to be used. It is to be 
expected that the primary pattern of a radiator wll, in general, vary 
considerably with frequency. 



Sec. 6-7] 


HORNS AND REFLECTORS 


163 


In connection with primary patterns, it may also be noted that the 
effective aperture of the paraboloid is primarily determined by the 
primarj' radiator. For example, if the radiated pattern is to consist of a 
beam of circular cross section, then the primary pattern should possess 
radial symmetry. On the other hand, if the lobe of the radiated pattern 
is to be broader in one direction than in the other, it is necessary that the 
primary pattern be such that the illuminated portion of the aperture is 
also broader in one direction than in the other. However, since the 
smaller effective-aperture dimension "will correspond to the broader 
radiated pattern, the primary pattern should be broad in the plane in 
which the radiated pattern is to be nan-ow, and ^^ce versa. 


Exploring Dipole 


HorPy^ \ / 

T- Connector \ ^ / 


T- Connector 


Oscillator 



Line A 




Receiver 


Line- 

stretcher B 
Sliding Shorting l^ossy (Phaser) 

Bar (Amplitude Cable 
Adjustment) 

Pig. 6-32.— Schematic drawing of measurement setup for determining cquiphaso surface 

of horn radiator. 


It is possible, at least in the case of horn primary radiators, to design 
them so that the front of the wave that they radiate is quite spherical, 
even at very small distances. An example of a horn in which this has 
been accomplished through adjustment of the length and angle of its 
sides is sho^vn in Fig. 6-24. This horn has been used in conjunction with 
the reflector described in the next section. It was designed empirically 
through the use of the Avave-front measuring setup shomi in Fig. 6-32. 
Essentially the measurement procedure consists of comparing the phase 
at various points in the field with respect to the phase of a reference 
signal injected through transmission line from the signal generator to 
the receiver. Moving the short circuit on line A Avill adjust the amplitude 
of the voltage transmitted to the receiAmr but Arill have negligible effect 
on the phase of this energy, provided that the length of line A is not 
permitted to vary much from the quarter wavelength. The phase of the 
signal directly transmitted by cable to the receiver is controlled by the 
line stretcher B. Because of the lossy cable the receiving dipole is 
effectively isolated from the transmitter. The procedure, briefly, con- 
sists of setting the dipole at a fixed point in front of the horn radiator 
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and adjusting the line stretcher and short-circuiting bar for zero signal, 
as indicated by the receiver. After this initial adjustment the line 
stretcher is not disturbed. The exploring i^pole is then moved about so 
as to search for points at which nulls are detected. It may be necessary 
occasionally to adjust the short-circuiting bar to equalize the amplitudes 
of signals arriving \ia the two paths. The locus of the dipole positions 
at which these nulls are found will be an equiphase surface of the wave. 

In general, except when special 
considerations preclude its use, the 
horn appears to be a more suitable 
primary radiator than the dipole 
assembly. Its radiation character- 
istics are more readily controlled, 
and Us construction offers fewer 
problems at high frequencies. 

6-8. Elpar (Elliptical-parabo- 
loid) Reflector. — It is often desir- 
able to secure a space pattern that 
is not circular in cross section, but 
that has different beam widths in 
the horizontal and vertical planes. 
As mentioned above, this may be 
achieved with a properly illumi- 
nated paraboloid. In this case the 
wave front at the aperture is plane, 
and the beam shape is controlled by 
the aperture dimensions. It may 
also be achieved by appropriately 
departing from the condition of a 
plane wave front at the aperture 
shapes, (a) horizontal sperturet W ver- uf the reflector. Specifically, to 
tical aperture. broaden the pattern in one direc- 

tion, we should change the phase distribution in that direction, but 
leave it unchanged in the direction at right angles. Thus, we might 
allow the phase along a horizontal line through the center of the reflector 
aperture to be unchanged, but delay the phase at other points of the 
surface by amounts proportional to their distance from this center line. 
Another possibility is to produce a phase distribution such that the new 
equiphase surface would be a section of a horizontal circular cylinder 
(see Fig. G-33). In this case the vertical directivity would be a function 
of the radius of the horizontal cylinder generated at the aperture as well 
as of the vertical aperture dimen^on, and the horizontal directivity 
would be a function of the horizontal aperture dimension. The wave at 




Fio. 0-33. — Plan and elevation sections 
shoning generation of cylindrical equiphase 
front b\ horn and reSector of 
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the aperture would be similar to that which exists with a sectoral horn 
whose parallel sides are vertical. 

The method of determining the theoretical shape of the reflector 
required to produce such a cylindrical wave front is given below. Figure 
6-33 shows the desired end result where the shape of the reflector is such 
as to focus the energy from the horn source upon the line AA'. In 
effect the source of the final pattern null appear to be the line AA' instead 
of the actual point source at jS. 

For the purpose of analysis let us constmct Fig. 6-34 where Pi repre- 
sents the primary source (iS in Fig. 6-33) and where the 2 -axis represents 
the line focus (AA' in Fig. 6-33). The surface ABCD represents a por- 
tion of the reflector and is the locus of the point Pj such that the distance 
(P 1 P 2 + P 2 Q) is constant. This requirement is necessaiy in order that 
all the energy originating at Pi arrive in phase at the 2 -axis. Expressing 
this condition in polar coordinates, we have the relation 

->/ (p sin sy -h (p cos 0 — pi)^ + P — K (6-22) 

in which the various quantities are defined by Fig. 6-34. This can be 
rewritten as 


2 ^ = p(2pi cos e - 2K) -f - p,2) (6-23) 

If in this expression 0 is a constant, we have the expression in polar 
coordinates for a parabola that lies in a plane containing the 2 -axis. 
In particular if 6 equals zero, so that the plane under consideration 
becomes the one that contains the point Pi (the location of the point 
source), Eq. (6-23) becomes 

= 2 (p - (Pi - K) (6-24) 

This is a parabola whose vertex lies on the a:-axis at the distance 
{K -f pi)/2 from the origin and whose focal length equals (pi — K) /2. 
We shall refer to the curve of Eq. (6-24) as the -principal parabola. 

Now let us show that \i z = Zi (a constant) we obtain ellipses in all 
planes normal to the 2 -axis. 

If in Eq. (6-22) we set z = j?i we obtain 

Zy = p(2pi cos B - 2K) -f - py (6-25) 

Now if we change to recta ngular coordinates where a; = p cos 6, 
2 / = p sin 6, and p = \/x^ + y^, Eq. (6-25) becomes 


Zy = 2pix - 2K Vx* + 2 /= -h - py 


(6-26) 
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After considerable manipulation this becomes 


pi(—K^ + pt^ + 

2 (K* - /,!*) J 


KV 




■K^ + PL^ + z. 


^)r 


+ pi» + ^1* _ . 

A'* - PI* 


then we have from Eq (6-27) 

(-+fy 


(K* - p.*)r* 


(6-27) 


(6-28) 


K*r* 

4 4 

which is the equation of an ellipse with its center at a: = — (pir)/2, 
y ■» 0. The general equation for an ellipse is 

(x - h)Va* + (y - hy/b^ « 1, 

where the center is at (h, k) and the distance from the center to either 
focus is Vo*"— T*. The distance from the center to either focus for the 
ellipse of Eq. (6-28) is therefore 

/ A*r* _ A*r* pi^* ^ piT 
4 

But since the center is at x * 


/A*r* A*r* 
V 4 4 ■ 


Pir/2, then one focus of all the ellipses for 
all odd values of z must lie on the 
z-axis and also the other focus for 
the major ellipse, i.e., for z = 0, 
wheD.r= —1, must Heat 
X — —2 pir/2 = pi. 

To sum up, we have shoum 
that the locaa of a point Pi such 
that PiPi + PiQ is constant is a 
surface whose sections in planes 
that contain the z-axis are parab- 
olas and uhose sections in planes 
normal to the z-axia are ellipses. 
Further, the ellipses will be such 
that one focus will lie on the z-axis, and the other focus of the major 
ellipse will lie at the source. It can be seen from Eq. (6-28) that the 
various ellipses have the same ratio of major to minor axis. 
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The fact that the shape of the surface is such that P 1 P 2 + P 2 Q is a 
constant does not assure that AsV be a focal line. It is also necessary 
to determine whether all rays from the source will be reflected from the 
surface so as to follow the desired paths. In other words, it must be 
established that the angle of incidence which the ray P 1 P 2 makes with the 
surface will be equal to the angle of reflection -with which P 2 Q leaves 
the surface and that the normal to the reflector surface at every point 
^vill lie in the plane of the incident and reflected rays. For convenience, 
let us redraw Fig. 6-34 as in Fig. 6-35. This time the primary source Pi 
is at the origin 0, and the line focus is in the rcy-plane at y = d so that their 
positions are interchanged. The point Pa as before is on the reflector 
surface. Again we vnll set the path length from primary source to line 


z 



Fio. 6-35. — Space relations for deriving elpar surface. 

focus equal to a constant K. In this proof it will be more convenient to 
work with rectangular coordinates, in tvhich the equation of the surface 
is 

K = + y* + z* + V{y - dy + (6-29) 

This is the same surface as that represented by Eq. (6-22) but 
expressed in rectangular coordinates. First let us obtain a vector normal 
to the surface at P 2 . For this purpose it is useful to observe that if K 
is assigned two values Ki and K 2 that differ by a very small amount one 
gets two surfaces parallel to each other, just as one gets two equipotential 
parallel surfaces by assigning two adjacent values of potential. In both 
cases the direction of the gradient is normal to the surfaces. Therefore 
the gradient of K gives the direction cosines of the normal. 

VK = i,x(x^ + y® -{- + y^ + z^)~^ 

+ 3 {y -d)[{y-dy + zT^ 

-h kz{x^ + y2 + 22 )-h + kz[{y - dy + zT^ (6-30) 
Let 

Li = (a;^ + y’* + z^)~^ 
and 

L 2 = [(y - dy + 
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Then Eq. (G-30) becomes 

VJv = tLiJ 4" ~ rf)! 4" 4- Lzz) (6-31) 

Now the unit vector in the direction of PiPt is 
fi = — (tr + Jy + lcz)Lt 
nnd the unit vector in the direction of PjQ is 

fi = IK^ — y)~ 

Now if VK X fi = fi X then the normal to the reflector surface 
lies in the plane containing fi and ft. This can readilj' be shown to be 
true since 

i 3 ic 

VKy.fl— ~Li Lix{Liy Lt(y — d)]LiZ -{• Lit (6-32) 

X y z 

VK X fi “ —LiLt[—izd +}zx — Hxiy — d)] (6-33) 

and similarly 

pj X VK « —LiLt{—Ud +3ZX — ^xiy — d)j (6-34) 

and the right-hand member of Eq. (6-32) is the same as that of Eq. 
(0-34), 

Furthermore, if VK X “ fj X VK, then the angle included between 
VK and fi must be equal to the angle included between VK and ft, so 
that the angle of incidence must be equal to the angle of reflection. 

Thus we have derived the shape of the surface required for obtaining 
a line focus and have proved that the energy from the point source will 
indeed be reflected in tlie desired directions provided that the laws of 
optical reflection are applicable. 

The beam width in the horizontal direction will be a function of the 
length of the line focus that is illuminated. The vortical directivity 
will be a function of the priraarj'-source beam width and the orientation 
of the reflector with respect to the primary source. This is illustrated 
fn FTg. G-3G whore a horn of beam width a is used as a primary source. 
The major ellipse of the reflector is pictured in various attitudes with 
respect to the horn. The resultant beam width ^ (after reflection) 
changes with the orientation of the reflector w ith respect to the horn. 

An antenna that was designed in accordance with the above principles 
is shown in Fig. G-37. Here the axis of the horn is in the plane of the 
major ellipse, but at an angle of GO deg to the axis of the major parabola. 

A unique feature of this antenna is the means of rotating the direction 
of the beam in the horizontal plane. Here the reflector can be rotated 
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about the axis of the horn while the horn remains stationary, provided 
that 

1. The axis of the horn is vertical 

2. The horn pattern is sjnnmetrical about the horn axis 

3. The illumination of the reflector both in intensity and polarization is 
constant as the reflector rotates about the horn axis 


This last condition is satisfied when a circular^ polarized hom is used 
for a primarj’’ source. 

It is eiddent that the beam produced by an elpar surface can be widely 
varied by suitable adjustments of the 


parameters. An additional method, 
which widens the horizontal beam width 
of the antenna vdthout producing much 
effect on the vertical beam width, 
involves the addition of plane baffles at 
each side of the elpar surface. Figure 
6-37 shows a reflector that incorporates 
planes of this kind. Experimental evi- 
dence indicates that their primarj’- effect 
is to hmit the horizontal length of the 
aperture, thus widening the horizontal 
patterns. Undoubtedly, there are also 
secondary effects consisting of distortions 
of the wave shape. Hoivever, the evi- 
dence indicated that effects of this type 
are small. With the baffles shown in 
Fig. 6-37, the horizontal patterns were 
about 1,5 times as wide as they were for 
the reflector without the baffles. It 
should be mentioned that when the 
reflector was used without the baffles, 
it was necessary to extend it in the hori- 
zontal direction in order to collect all the 
energy from the horn. The hoi'izontal 
and vertical patterns for the reflector 



and horn of Fig. 6-37 are given in Fig. 6-38. A point of practical interest 
in connection with this reflector is the fact that metal-plated molded 
Fiberglas has proved to be a satisfactory material for its construction. 

It may be noted that a similar although simpler type of antenna is 
described in Sec. 10-40. In this case the reflector consists of a section of 
a cylindrical paraboloid rather than an elliptical paraboloid. The 
vertical patterns that are shown in Fig. 10-45 possess secondary lobes of 
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SLOT ANTENNAS 


By a. Dornb A^rb D. Lazakus 


7-1. Introduction. — As was discussed in Sec. 1-3, a slot antenna in a 
flat ground screen may be regarded as a section of waveguide that is 
terminated in a horn of 180-<^deg flare angle. It is frequently useful also 
to consider the more gene^'al concept of the slot antenna as an aperture 
that transforms guided w/kves to free-space waves. 

Electromagnetic wavfes can be introduced at the aperture of the slot 
by a variety of methods. Generally the frequency sensitivity and 
behavior of the antenr/a ^vill depend to a great extent on the method of 



Fio. 7-1.— f-CoaJcial-Iine-fed slot. 


Fig. 7-2. — (a) Waveguide-fed slot; (6) 
Tvaveguide-fed slot with iris. 


excitation of ithe aperture. One of the simplest methods of setting up 
waves at a s lot is by connecting the individual conductors of a coaxial 
cable or otb‘er two-conductor transmission line to opposite sides of the 
ground scre.en immediately around the aperture (see Fig. 7-1). A second 
obvious mr^ithod of feeding the slot is by means of a section of W'^aveguide, 
as in Fig. 7-2. In this case, the slot may consist merely of the direct 
terminati.'on of the waveguide in a ground plane, as in Fig. 7-2a, or may be 
an iris placed across the aperture of the guide, as in Fig. 7-25. A third 
method,! shown in Fig. 7-3, is that in which the slot is cut in the surface 
of the 1-ransmission line or waveguide. With this system, waves can 
be introduced at the aperture either by leakage from the field within 
the line; or guide, or by means of a probe extending into the interior of the 
transmission line. A fourth obvious method of introducing waves at the 
slot is by incident radiation from other sources. A narrow rectangular 
slot, used in this manner, serves as a wave filter, since the aperture will 

171 



VERY IIIGU.FREQUBNCY TECHNIQUES [Ciiap. 7 

transmit only waves that are polarized at right angles to the long 
dimension of the slot. 

If excited in proper phase, an array of slots may be used to transmit 
energy in a directive pattern in a manner analogous to that employed 
ndth dipoles. Because of the simplicity of construction possible with 
slot arrays, they arc very often used at extremely high frequencies where 
construction of dipole elements is impractical. 

By its nature, a slot antenna intr^uccs a rather abrupt discontinuity 
in the path of a wave traveling into free space. In general, therefore, 
some energy’ will be radiated and Bome>ctumcd into the initial transmis- 
sion system in the form of a reflected w^ce. As in conventional trans- 
mission-line practice, we may consider the vaIucs of current and voltage 
excited in the transmission system by the related and reflected waves 




Fio. 7-3.— (fl) Prob«-fc<l slots In wnTpjuids; (t) probo»fed slots In ^oaxial line 

and express the performance of a slot antenna in terms c,>f the imped- 
ance mismatch introduced on the transmission line feeding^ the an/Cnna. 

Slot antennas may be made broad-band by application t>f the general 
principles outlined in Chap. 1. This problem is discussed iii some detail 
in a later section. \ 

One of the most important practical advantages of the 5\lot antenna 
arises from the fact that the fe^ section required for excitauion of tlie 
slot may be placed below the surface of the ground screem in which 
the slot is cut. Then no protrusion exists on the surface, and\ since the 
aperture of the slot itself may be covered with a dielectric sheet there is 
no need for even a hole. In the case of aircraft installations, such an 
antenna has the advantage that it offers no air resistance. In tthe case 
of very liigh-speed aircraft this consideration is particularly’ 
since the use of conventional antennas introduces serious drag ano^^ vibra- 
tion problems. 

7-2. Radiation Patterns of Slot Antennas. — In order to ascertain the 
type of radiation patterns to be expected with dot antennas, we may hrst 
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Sec. 7-2] 


consider that obtained T\dth the simplest type of slot antenna consisting 
of an infinite plane metal sheet in which a narrow rectangular slot has 
been cut. As has been shown in Sec. 1—7, the radiation pattern produced 
by such a slot is closely related to that which would be produced by a 
thin flat dipole that would just All the aperture. The difference between 
the radiation patterns of the slot and dipole is one of polarization only, 
since it has been demonstrated that the electric-field distribution obtained 
with a slot radiator is identical udth the magnetic-field distribution in 
the radiation field of the equivalent dipole. Thus, for a slot that is 



Fig. 7-4. — (a) Radiation pattern of resonant half-wave slot in infinite ground plane; (6) 
radiation pattern of resonant half-wave slot with cavity behind slot. 


exactly 3^ wavelength wide,^ the electric field distribution will be uniform 
over 360 deg in the plane of polarization and of the form 


& = A 


cos (7r/2 cos 6) 
sin d 


in the normal plane- (see Fig. 7-4o). 

This presumes that the slot is free to radiate on both sides of the 
ground sheet. If, as in normal use, the radiation to one side is restricted 
by use of an enclosing cavity behind the slot, the resultant radiation 
pattern will be just one-half the previous pattern, as shown in Fig. 7-4?;. 
The electric vector in the plane of polarization has a discontinuity at the 
surface of the ground screen since the tangential component cannot exist 
at the surface and the normal component is excited only on one side. 

1 Because of the possibility of considering a slot as the termination of a waveguide 
in a ground plane, it is convenient to refer to the longer and shorter dimensions of the 
aperture as width and height, rather than length and width. 

See, for example, Stratton, J. A., “Electromagnetic Theory,” Chap. VIII, 
McGraw-Hill Book Company, Inc., New York, 1941. ' 
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In cases where the ground plane is veiy large, but less than infinite, or is 
of finite conductivity, the pattern in the plane of polarization will be 
less than 180 deg wide. 

7-3. Effect of Size of Ground Plane on Radiation Patterns. — If the 
ground plane is less than infinite in the plane normal to the plane of 
polarization (the 3C. plane), the size of the ground plane should not have 
a disturbing effect on the radiation patterns of the slot, since the electric- 
field vector is tangential to the ground surface in this plane and approaches 
zero at angles close to the ground plane, even for an infinite plane. If 
the ground plane ia less than infinite in the plane of polarization (the 
6 plane), an abrupt discontinuity in electric-field distribution ^vill result 
at the edges of the ground screen, since the normal component of the field 
will be discontinuous at the surface 
of the ground screen and continuous 
in the space immediately outside 
the ground screen. Because of this 
effect, there rvill be reflected waves 
from the edges of the ground screen, 
which will tend to interfere with the 
direct wove from the slot. In the 
solution of this problem, it is con- 
venient to account for the reflected 
waves at the edges of the ground 
plane by image sources located at 
the edges of the ground screen. In 
Fig. 7-5 the radiating slot ia shown 
at the center of a ground screen of 
FIG. 7-5.-Ground plane with slot and 2d. The field is tO be COm- 

image radiators. 

puted at a point P far removed 
from the slot at an angle ir/2 — 0 with respect to the ground plane. 
Since r » d, we may consider the radius vectors drawn from the point 
P to the center and edges of the ground plane to be parallel. 

Let us DOW postulate the enstence of a field of intensity So sin ut at 
the center of the ground sheet and two equal image fields of intensity 
it£o sin {ut — ti>) at the edges. The angle ^ is the phase angle of the image 
radiators and is a function of the distance d from the center of the ground 
screen to the edges. ^ mil remain fixed for any given value of d. The 
factor I; is an amplitude constant much less than unity, which is also 
related to d, since the intensity of the image fields must decrease as d 
increases. 

Then the field at point P is ^ven by 
Bp — Epo[sin ut k sin {ut — ^ — pd sin 9) •{- k sin (u^ — ^ Pd sin ^)1 
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where Spo is a constant depending on 8o and r and the phase-shift constant 
jS = 2ir/X. Expanding trigonometrically, we obtain 

= g = sin uf -f 2A sin (ui — <f>) cos (fid sin (?) 

Spo 

= sin ut -f 2 k sin ut cos (fid sin 6 ) cos 4 > — 2k cos oit cos (fid sin 6 ) sin <#> 
If we set z = fid sin 9, 

8 = sin a)i(l -h 2 k cos <^) cos z) — cos wi(2fc sin 4 > cos z) 

and 

jSl = VCl + 2/c cos (f) cos zy {2k sin 4 > cos z)- 

= "v/l Ak- cos* z + Ak cos <}> cos z 

since /c <3C 1, we may disregard terms in k^, and 

|g| « -y/l 4fc cos <l> cos z (7-1) 

To find maximum and minimum values of jSj, we may take the deriva- 
tive of the square of Eq. (7-1) and equate it to zero. Then 

= 0 = —4k sin z cos 6 
dz 


This is satisfied for sin z = 0 if cos <j) 9 ^ 0; and sin z = 0 when 
z = fid Bin 0 = mr and n is an integer. Then, 


. . nir rik 

® “ 23 


(7-2) 


Substituting these values of z in Eq. (7-1), we obtain 

Is] = VI + 4fc cos (j) for n even; a maximum for cos 4 > > 0 (7-3a) 
lS| = Vl — 4A; cos cji for n odd; a minimum for cos > 0 (7-36) 

Thus the posiiions of the maximums and minimums are independent of 
the magnitude of the amplitude constant k and of the phase angle of 
the image radiators except insofar as the sign of cos <)> determines whether 
a given value of 0 corresponds to a maximum or TniniTrmm 


Table 7-1 


Width of ground 
screen, 
wavelengths 

Minimums, deg 

Maximums, deg 

Measured 

Calculated 

Measured 

Calculated 

0.5 

None 

None 

0 

0 

2.75 j 

22 

21.4 

48 

46.7 

5.3 

f20 

21 

30 

32 


144 

46 

64 

66 
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Figure 7-6 shows a number of experimental patterns that were taken 
in the plane of polarization for dots cut in ground planes of varying size. 
Table 7-1 gives a comparison betw een the positions of the maximums and 
minimums calculated by formula (7-2), and those which were measured, 
in terms of angular displacement from the normal to the ground screen. 



2 7S N - 

Fw. 7-S. — Measured tvisstioa patterns in plane ot polarUatlon for wavegiiitle-fed slot, 
ahorvine vanation m shape of pattern with size of ground plane. 


From this analysis, it is evident that an irregular radiation pattern 
will result if a slot antenna is used in a small flat ground plane. As the 
width of the ground plane is increased, the number of maximums and 
minimums increases, but because of the decrease in k the magnitude of 
the ripple decreases. In aircraft installations, a ground plane that is 
large compared with the wavelength is generally presented, and a fairly 



Flo. 7-7. — Measured radiation pattern 
iu plane of polarization for resonant half- 
wave slot in cylindrical ground i^aoe. 



Fie. 7-8. — Measured radiation pattern 
in plane of polarization for vertical slot in 
Bide of airplane, showing curvature around 
pose of airplane. 


smooth broad pattern will result. Edge effects may also be eliminated 
by the use of a ground plane that is curved at the edges or is cylindrical 
in shape. In the former case, the reflection at the edge of the ground 
plane is minimized; in the latter case, there is no edge to produce a reflec- 
tion. Since the normal component of the electric field in the plane of 
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Pig. 7-9. — Measured radiation pattern 
in plane of polarization for vortical slot in 
leading edge of wing of airplane. 
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polarization exists at the surface of the ground screen, we should also 
expect some curtmture of the wave front if the ground plane is curved in 
the plane of polarization. This is substantially verified experimentally, 
as shown in Figs. 7-7 and 7-8. 

The effects of large obstacles encountered in aircraft installations of 
slot antennas, such as the vdngs, 
fuselage, or motors of the airplane, 
can generally be determined from 
line-of-sight considerations, since 
the curvature of the wave front 
around other than small obstacles 
is not very extensive. An example 
of this is shown in Fig. 7-9, which 
gives measured radiation pattern 
for a slot antenna mounted in the 
leading edge of the wing of a large 
four-engined airplane. In this case, 
the intensity of the measured field 
drops off rapidly in the re^on where 
the fuselage of the plane is interposed between the slot and the measuring 
system. 

7-4, Effect of Width of Slot on Radiation Patterns. — Thus far, the 
discussion has been limited to the radiation patterns of slots that are 
essentially wavelength in vidth. If the slot is wider than wave- 
length, the equivalence between slot and dipole patterns still permits 
determination of the distribution of the radiation field, when the aperture 

is narrow. This fact is of partic- 
ular importance in waveguide-fed 
slot antennas, since to satisfy cutoff 
requirements the guide must be 
somewhat greater than wave- 
length in width. 

The type of waveguide-fed slot 
antenna shoAvn in Fig. 7-2a, 'con- 
sisting of a waveguide terminated 
directly in a ground screen, forms 
the basis of the broad-band slot an- 
tennas that have been constructed 
in the Radio Research Laboratory. For practical use, w'^e are concerned 
mth the radiation patterns that obtain ■with a wave traveling dowm the 
guide and through the aperture in the fundamental or TA'i.o mode. For 
this mode, the electric-field distribution at the aperture of ■width a wll be 
of the form 8 = 8o sin -kx/ a, as shown in Fig. 7-10. The electric field will 



Fig. 7-10. — Electric field distribution at 
aperture of waveguide-fed slot, for TEi,o 
mode in guide. 
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have a single maximum value at the center of the slot until the frequency 
increases to such a value that the TEt,^ and TEs,o modes may become 
dominant over the TEi.o mode. Because of the high cutoff frequencies 
of these modes, this distribution vrill be toftintaiued at least until the width 
of the guide is somewhat greater than a full wavelength. Because of 
the equivalence of the electrical component of the radiation field of the 
slot and the magnetic component of the radiation field of a dipole, the 
radiation patterns produced by a narrow waveguide-fed slot antenna 
mil be equivalent to those produced by a dipole of length equal to the 
width of the slot, provided that the current distribution on the dipole is 
equivalent to the electric-field distribu- 
tion across the aperture of the slot. For 
simplicity, the width of the dipole is 
assumed to be negligible. 

To compute the pattern of such a 
dipole, we may consider the radiation 
field produced by each of the infinitesi- 
mal dipole comprising the length of the 
antenna. Referring to Fig. 7-11, we 
shall consider the field due to the ele- 
mentary dipole of length dz which is at a 
distance z from the center of the dipole 
and at a distance r from the point at 
which the field is to be computed. Since 
this point is far removed from the 
dipole at a distance R from the center, 
we may consider the vectors f and R to be parallel. 

The electric component of the radiation field of the element dz is 
given by^ 

dS, - dt (7-t) 

where w = angular frequency, radians per second 
;• = 

= peTmeabiUtvotfr^ space =* 1.257 X I0~*hctuysperm 
= phase shift constant = 2jr/X 
t =» time, seconds 

u{z) = current at any point along the dipole 

Upon integrating the contributions of all the elements along the length 
I of the dipole we obtain 

S, = £“»• f'’ e'»'u(2) * 

4. r 

‘ See Stb^tton, op cit., p. 440. 



(7-5) 
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a v'^ I we may consider sin 0/t invariant Avith respect to z and equal 
to sin d/R. Then the integral may be reAvritten as 

S, == / e-’P’^^u{z)dz (7-6) 

4jr R j - 1/2 


Since we wish to determine the field for a current distribution on the 
dipole equivalent to the voltage distribution at the aperture of the slot, 




(a) 


d 

plane of polarization 
normal plane 



Ave may set u{z) = Jo cos {rz/l). Substituting this value in Eq. (7-6) and 
solAung the integral, we obtain a solution for So 


So = A1 



(7-7) 


Avhere A is a constant. 

For the case I = X/2, Eq. (7-7) reduces to 


Ss 


cos 


(l "0" 

sin 6 


which is the usual expression for the field of a resonant half-wave dipole. 
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In tlie plane of polarization, the dectric field given by Eq. 7-7, has a 
maximum value at right angles to the length of the dipole, the vridth of 
the pattern decreasing vvith increasing frequency. From the sym- 
metry of the figure the field in the normal plane \rill have a constant 
^•alue over 360 deg. Therefore, since the radiation pattern of a narrow* 
waveguide-fed slot antenna must be equal to one-half of tliese patterns 
w’ith reversed polarization, the slot patterns should remain broad and 
symmetrical in the plane cS polarization over a vnde band of frequencies, 
limited only by the size of the ground plane. In the normal plane the 
field should have a single maximum value in the forward direction. 
Measured radiation patterns for a waveguide-fed slot are shown in 
Fig 7-12. 

7-6. Impedance Characteristics of Slot Antennas. — When a slot is 
fed with coaxial transmission line as in the example of Fig. 7-1, the 
impedance presented to the coaxial 
line is quite large compared with the 
values of characteristic impedance 
for common types of coaxial trans- 
mission line. Consequently, it is 
usually necessary to excite the slot 
at a point considerably removed 
from the center, as shown in Fig. 
7-13. Such devices are inherently 
frequency sensitive, and coaxial-fed slots of these types are naturally 
narrow-band devices. 

For this reason, it is desirable to consider other methods of exciting 
slots The use of waveguide in feeding slots is indicated by the high 
center impedance of the slot, as well as by the physical aspects of the 
problem. The simplest type of waveguide-fed slot, shown in Fig. 7-2o, 
would appear to be inherently a broad-hand structure, since a minimum 
discontinuity is involved in the path of the waves traveling through the 
aperture from the guide. No theory has yet been evolved to give the 
actual value of the impedance mismatch encountered in such a system, 
but these data are easily obtmnable from waveguide measurements. 

Figure 7-14 shows a number of standing-wave ratio curves that were 
taken for sections of wav^uide of various xvidth-to-height ratios ter- 
minated directly in a ground plane. It is evident from inspection of the 
figure that for guides with a width-to-height ratio less than about 3:1 

‘ Expeiimental evidence indicates that a riot less than wavelength in height 
may, for practical purposes, be considered “narrow” in the sense that the pattern is 
equivalent to that of a dipole of negb^ble width. For slots of greater height, the 
pattern in the S plane will be somenhat narrower than 1 SO deg, although the pattern 
in the 3C plane will be unaffected. 



Fio. 7-13. — Coaxial-line-fed slots. 
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the voltage standing-wave ratio introduced into the guide by the wave 
reflected at the aperture remains below 2:1 over a wide range of fre- 
quencies. The band is limited at the low-frequency end by the cutoff 
frequency of the guide. Since a standing-wave ratio of 2; 1 is acceptable 



PiQ. 7-14. — Standine-wave-ratio cliaraoleristics of waveguide terminated in ground screen. 


for many purposes, it appears that a broad-band slot antenna could be 
constructed simply by terminating a section of waveguide dii-ectly in a 
ground plane. To be of practical use, however, such an antenna would 
have to include a broad-band coaxial-line-to-waveguide junction, so 
that the antenna could have a coaxial input. 

This junction could be designed to be as 
reflectionless as possible. If a completel)^ 
reflectionless transformation were acliieved, 
then the standing-wave ratio in the coaxial 
line would be the same as that in the guide 
and the antenna would be broad band. Trans- 
formers that approach this t 3 q)e of perform- 
ance are in general fairly bulky and therefore 
not desirable. An alternative approach, and 
the one described below, consists of using a 
type of junction that not only is compact, 
but introduces reflections that tend to compensate those already present 
in the guide. 

Let us consider the waveguide-fed slot of Fig. 7-15. This consists of 
a length of waveguide, short-circuited at one end, with the open end 
terminated in a ground screen. The cavity is excited by means of a 



slot. 
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probe. The various parameters involved are 

1 The width a of the waveguide 

2. The height b of the waveguide 

3. The distance c from the probe to the back plate of the cavity 

4. The distance d from the probe to the nearer side of the cavity 

5. The distance x from the probe to the aperture 

6. The length h of the probe 

We shall now analyze this waveguide-fed slot in an approximate way, 
to ascertain the orders of magmtude of the values that may be assigned 
to the various parameters to maintain a voltage-standing-wave ratio of 
less than 2:1 in a 50-ohm coaxial line connected to the probe, over a 
broad frequency band. The results of this analysis have checked experi- 
mental results very well in some cases. However, further work would be 
required to determine in general the validity of the results. 

A ^vaveguide is similar in many respects to a conventional transmission 
line.’ We may consider eoei^ radiated from a horn or aperture, or 
dissipated in a resistive medium in the guide, to be transferred from the 
guide to a lumped load impedance Zt. We may also consider the values 
of voltage and current induced by 
the waves traveling within the 
guide and define a characteristic 
impedance Zo for the guide. Fora 
section of air-filled rectangular 
waveguide in which energy is pro- 
pagated in the mode, 2o is 

given by* 

Z. =j377^ ohms (7-8) 

where a and b are the width and height of the waveguide, respectively, 
X is the free-space wavelength, and X, is the wavelength in the guide 
given by 



for the TEi,o mode in air-filled rectangular guide. 

‘See See. 2-16, for example. 

• Tbe derivation of this formula is ^en in many texts. This is the value of 
characteristic impedance obtained by taking the ratio of the voltage between the top 
and bottom surfaces of the guide to the current flowing in the walls of the guide. Ibis 
value of Zo differs by a constant factor from that obtained by taking the ratio of the 
power Sowing through the guide to the square of the current. 



«3. 7-16. — EaulvaJent transmissiob-line 
circuit lot stub in waveguide cavity. 
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In our analysis, we may replace the waveguide components with 
equivalent transmission-line components, as in Fig. 7-16. In this figure, 
the waveguide, of characteristic impedance Zg, is replaced by a parallel- 
wire transmission line of characteristic impedance kZg, and the load 
impedance Zl is similarly replaced by hZi,, where k is a constant factor 
that depends on the length of the probe and its relative position -with 
respect to the side of the guide and is given by ^ 



where o, b, d, and L are the dimensions shomi in Fig. 7-15. 

The impedance seen at the input terminals aa is equal to the sum of a 
series impedance Z and an impedance Zp, which is the parallel combina- 



R, Ohms 

Fig. 7-17. — Impedance characteristic at aperture of waveguide terminated in ground plane. 

tion of the load impedance translated to the feed point {Zg) and the 
impedance of the short-circuited section of guide forming the back of 
the cavity {Zi). The series impedance Z is the intrinsic impedance 
of the stub, due to its electrical length, diameter, and conductmty, 
plus the impedance of any matching sections placed in series with the 
stub, either between the input terminals and the stub, or between the 
stub and the guide. This analysis neglects second-order effects that may 
be produced by the proximity of the stub to the aperture and back plate. 

The load impedance Zj, can best be determined experimentally b 3 ^ 
terminating a section of waveguide directly in a ground plane and taking 
impedance measurements by means of a movable probe in the guide. 
An experimental curve giving the results of such measurements for a 
section of waveguide with a -width-to-height ratio of 3.4:1 is shown in 
Fig. 7—17. It is noted that the reactance at the aperture is capacitive 
over the entire frequency range. The impedance introduced at the feed 

'Slatee, J. C., “Microwave Transmission,” Chap. VII, McGraw-Hill Book 
Company, Inc., New York, 1942. 
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po'mt by tbe sbort-circuited back portion o! the waveguide cavity is, 
neglecting attenuation in the surface of the guide, a pure reactance 
Xr = jZo tan 2irc/')ig. The variable c is the distance between the feed 
point and the back plate. If e < X,/4, this reactance will be inductive. 
If the distance ic, between the feed point and the aperture, is also small, 
the reactance Xr will tend to compensate the capacitive reactance at 
the aperture. In the circuit of Fig. 7—16, Zt= kXf. 

Figure 7-18 shows the computed resultant impedance at the feed 
point for a cavity with relative dimensions h/a « 0 295, c/a = 0.2, 
x/a = 0.125. The numerical values of resistance and reactance are 
given in terms of the characteristic impedance Zo of the guide computed 
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Fw. 7-18. — inspodftnee chatacleTisUc at lead point ol ahort-ciicuvled t&vity. 


by formula (7-8). In the equivalent transmission-line circuit, the 
impedance of Fig. 7-18 is equal to Z^/k. 

The factor k may be given any value between 0 and 2 by variation of 
the length of the stub and the distance from the center of the stub to 
the side wall of the cavity. The inlrit^ic impedance of the stub may be 
kept low by making the diameter of the stub large. We may also com- 
pensate for the large inductive reactance introduced by the short-circuited 
back portion of the cavity at the low-frequency end of tbe band by means 
of a series capacitive reactance between the stub and the walls of tbe 
guide. The net impedance of the stub, Z, will then be a capacitive 
reactance. One method of accwnplishing this is by connecting the stub 
at its end to a long conductor, the ends of which are connected to tbe side 
•walls of the cavity, as in Fig. 7-19. This method of matching has the 
advantage that it is internal to the structure and does not increase the 
total size of the antenna. 

A bar-matching section, such as illustrated in Fig. 7-19, may be 
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considered a section of coaxial transmission line, short-circuited at each 
end, the bar forming the inner conductor and the walls of the cavity 
forming the outer conductor. With the dimensions given, the character- 
istic impedance of this transmission line can be computed to be about 
66 ohms. Since the stub is centered in the line, the reactance seen at 
the base of the stub due to the compensating bar is approximately 
X, = 6% tan 7 ra/X. If a is greater than wavelength, as it must be 
to satisfy cutoff requirements, this reactance will be capacitive for 
a/X < 1. 

The insertion of a bar into the guide adds a lumped parallel react- 
ance Xh at the point. This is equivalent to placing a reactance kXj, in 



Fig. 7-19. — Wavoguide-fed slot antonnn with compensating bar. 


parallel with and Zi in the equivalent transmission-line circuit of 
Fig. 7-16. The value of Xj can be determined by the following formula* 
(refer to Fig. 7-19 for various parameters) : 


2o — Sb' 


T - y) 

log csc-ir ■ + 


COS'^TT 


(& - y) 

2b 


• 4 ~ y) , 1 

sin^ IT " - ' 


25 




1 + 


W-(fJ 




I) 


(7-10) 


We may then define an impedance Z/ which is given by 



The values of Zp'/fc shown in Fig. 7-20 differ only slightly from the values 
of Zp/li shown in Fig. 7-18. 


1 Marcuvitz, N., “Waveguide Handbook,” Radiation Laboratory Series, Vol. 10, 
McGraw-Hill Book Company, Inc., New York (in press), 
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To compute the value of k by Eq. (7-9) we must first determine the 
length of the stub. Referring to Ilg. 7-19, %ve shall take 


as an approximation. Then, since d = a/2 and L = 0.4116 we can com- 
pute k = 034. 

From the circuit of Fig. 7-16, we know that the input impedance Zt 
for the entire structure is given by 

2i = Z + 2 / 

We may set Z — X„ neglecting the intrinsic impedance of the stub. 
Values of 2,' may be obtained from Fig. 7-20. 



The resultant input impedance for the combination of parameters 
chosen is shown, in Fig. 7-21. A circle of 2:1 standing-wave ratio on a 
50-oiim line is dranm on this cui^x. It is evident that this system pro- 
vides a match over a ■nide frequency range with this 2:1 standing- 
wave-ratio limit of acceptability. An e^sperimental impedance curve 
for this type of antenna is shown in Rg. 7-22, The agreement betw'een 
the theoretical and experimental data is fairly good. 

For a guide-fed slot of given cross section, the important parameters 
then are the length of the stub, the distance from the aperture to the 
stub, the diameter of the loading bar, and the distance from the stub to 
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the back of the cavity. The values of the parameters chosen in the 
above analysis are certainly not unique, nor do they necessarily represent 
an optimum choice. Experimentally it has been found that slight varia- 
tions in any of the parameters are not excessively critical, and the 
mechanical tolerances involved are simple. 



Fio. 7-21. — Theoretical impedance char- 
aoteriatio at input of compensated slot an- 
tenna of Fig. 7-19. a/b = 3.4. 



R.Ohms 

Fio. 7-22. — Experimental impedance 
characteristio at input of compensated slot 
antenna, a/6 = 3.2. 


7-6. Methods of Reducing Size of Antenna. — ^The rectangular wave- 
guide-fed slot, while it has broad-band characteristics, has the disadvan- 
tage that it is large in comparison to the wavelength, beiog about %o 
wavelength wide at the low-frequency end of the band. 

Some reduction in size can be achieved by employing sections of wave- 
guide in which the cutoff wavelength is greater than half the width of 
the guide. This can be realized by the use of capacitance-loaded guide, 
or open guide. 



^ Capacitance loading can be attained by distorting a section of wave- 
guide, or by the use of dielectric-filled guide. If the guide is distorted 
in the manner of Fig. 7-23, such that the top and bottom surfaces are 
closer together at the center of the guide than at the edges, it has a con- 
siderably lower value of characteristic impedance and cutoff frequency 
than a section of unloaded guide of comparable dimensions. The mis- 
match involved between the end of the guide and free space is fairly large 
depending on the degree of loading. Therefore slot antennas employing 
sections of loaded waveguide are considerably more frequency sensitive 
then unloaded slots. 
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The use of sections of open wavegvude, i.e., waveguide consisting only 
of two planes, is advantageous since cutoff considerations are removed 
entirely in such a system (Fig. 7-24). However, a slot antenna con- 
structed with open guide is not restricted to radiating only in a forward 
direction. Therefore, this type of slot is usable only in cases where a 
severely curved protruding ground plane is printed. In practice, this 
may be realized by installation of a slot in the leading edge of the oing or 
wing tip of an airplane. 

7-7. Examples of Slot Antennas. — The major emphasis in the slot work at the 
Radio Research Laboratory was on deslgoing slot antennas ivith broad-band 
frequency characteristics for use in 
high-speed aircraft. Some additional 
design work was done on narrow-band 
slots and on slots in cylindrical ground 
planes. In this section ne shall limit 
the disca^oa to those slots which 
were developed at this laboratory, 
pving frequency characteristics and 
design data for each type. 

figure 7-25 shows the compensated 
slot antenna of the type discussed in 
Sec. 7-5. Because of the shape of the 
feed section, this t^T* of slot is referred 
to as a T-/ed slot antenna. Pimen* 
sions of two T>fcd slots of different 
widlh-to-beight ratios are given in 
Table 7-2. These dimensions are in 
terms of the maximum wavelength at which the voltage standing-wave ratio 
introduced into a SOohm coaxial line connected to the input of the antenna falls 
below 2:1. 



Table 7-2 


Pimensiooa (from Fig 7-25} 

Antenna I 

Antenna II 

a 

0 62X 

0 65X 

b 

0,20X 1 

0 UX 

c 

0 127X ' 

0 113X 

d 

0 3U 

0 325X 


0 073X 1 

0 055X 

X 

0 073X , 

0 07X 

L" 

0 lOX 

0 07X 


Voltage standing-wave ratio characteristics of these two antennas are shown 
in Fig. 7-26. If either of these slots is inoimted in a large fiat ground screen, 
the radiation patterns obtained are equivalent to those given in Fig. 7-12. Since 
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the long portion of the T-shaped feed section carries considerable current and is 
close to the aperture, it might be feared that some energy would be radiated in 
the form of a "butterfly” pattern with the electric vector parallel to the long 
dimension of the slot. Although measurements indicate that such radiation is 
present, the measured maximums are about 16 db or more below the maximums 



1 


\ 




-AniennaH 
X-^^Antenna I 




z 

/ 

✓ 




for the normal slot-type radiation. 

Two slot antennas that employ 
sections of H-shaped capacitance- 
loaded waveguide are shown in Kg. 

7-27. The H-shaped sections are used 
to reduce the over-all width of the slot 
for operation at a given frequency. 

The effective width of the guide is 
increased by distorting the structure 
in the manner of the figure, effecting 
essentially a capacitance loading at the center of the guide. This loading 
may be further increased by addition of dielectric material filling the 
entire guide as shown, or merely filling the narrow space between the top and 
bottom edges. The slot shown in Fig. 7-27a is energized by a T-shaped feed 
section, as in the previously described slot. The addition of a thin layer of 
dielectric around the long portion of the feed section increases its effective electric 
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Tio. 7-20. — Standing-wavo ratios on 
ohm lino of T-fed slot antennas. 
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50- 



length in accordance with the increase in width of the loaded waveguide. The 
voltage standing-wave ratio introduced into a 50-ohm line connected to the input 
of the antenna remains below 5:1 over about a 2.5-to-l frequency band. The 
standing-wave ratio falls below 2:1 in voltage over a narrow band at the low- 
frequency end of the range. 

The slot of Kg. 7-276 demonstrates a case of extreme capacitance loading. 
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is particularly applicable at low frequencies is shown in Fig. 7-29. This is 
relatively smaller in wavelengths than a corresponding curved slot modified from 
the straight rectangular type. Since the curved section of guide has degenerated 
into a sort of metal channel, waveguide considerations are no longer a limiting 
factor in this structure. The system may be excited by means of a stub that is 
capacitance loaded by a massive curved bar connected to the end, as shorvn, and 
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Fio. 7-31. — Standing-wave-ratio characteristics on 50-ohm lino of ‘‘split-can” antenna. 


introduces a standing-wave ratio of less than 2:1 on a 50-ohm line over about a 
40 per cent frequency band. This type of slot is limited in use to an installation 
in which a severely curved protruding surface is used for mounting, such as the 
leading edge or tip of an airplane wing. 


The slot-antenna structure shown in Fig. 7-30 is knotvn as a split-can antenna. 
This antenna consists of a tapered ground plane in the form of a truncated cone, 


in which a long slot has been cut. 
The slot is excited by means of a 
coaxial line connected across one end. 
The length of the slot is adjustable by 
means of a sliding short-circuiting bar. 
For a given setting of the short-cir- 
cuiting bar, the antenna is rather fre- 
quency sensitive (band ividth of 6 to 
10 per cent) as would be e.xpected 
with this direct coaxial feed. How- 
ever, by proper adjustment of the 
slider for each frequency, the antenna 
can be operated over a considerable 
frequency range. The ground plane is 
tapered so that the mean diameter in 
wavelengths of the section of ground 



Fig. 7-32. — Hadlation patterns in plane of 
polarization of "split-can” antenna. 


plane between the feed point and the short circuit will remain approximately 
constant with frequency, and the patterns will tend to remain uniform over a 
wide range. The standing-wave-ratio characteristics of this antenna, for various 
positions of the short-circuiting bar, are indicated in Fig. 7-31. Measured 
radiation patterns in the plane of polarization are shown in Fig. 7—32. 




CHAPTER 8 

AUXILIARY DEVICES FOR ANTENNAS 
By E. li. Bocic AND J. Margolin 


8-1. Broad-band Microwave Switches: General Considerations. — 


Possible uses for microwave 8%\'itches are both widespread and obvious. 
Any system that is designed to cover an extremely large frequency range 
or to perform several varied functions is likely to require switching 
equipment. For example, the frequency range of a particular transmitter 
(or receiver) may be greater than that obtainable with the antenna of 



the type with which it is to be used It 
then becomes necessary to use several 
antennas, each of which covers part of 
tho frequency range. Again, in the case 
of a receiving system, it is often desirable 
to be .able to choose between several 
antennas differing in polarization and 
directional properties. In such circum- 
stances, aconvenient switchingmechanism 
is very useful. 

The design problems as.sociated with 
microw'ave switching mechanisms differ in 
character from the problems associated 
with most other microwave devices in that 
they originate primarily in connection with 


mechanical ratlier than electrical func- 


tions. Obviously, the electrical problem consists of keeping reflections 
small. In accordance with general broad-band design principles the best 
means of achieving this is to keep individual reflections small rather than 
to permit large reflections and attempt to cause them to cancel each other. 

KA the devices described in Vhis chapter, with the exception oi the 
waveguide swatch of Sec. 8-4, are designed for use with coaxial cable. 
Figure 8-1 shows a few of the types of discontinuities that are frequently 
necessary in such coaxial devices to achieve satisfactory mechanical 
designs. Since each of these examples represents a junction betw'een two 
coaxial lines of the same characteristic impedance, the reflections that 
they introduce cannot be computed by means of ordinary transmission- 
line theory. A method for finding the approximate values of the reflec- 
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tion coefficients to be expected from discontinuities of these types has 
been obtained by Whinnery, Jamieson, and Robbins.^ They have shown 
that the effect of such a discontinuity is equivalent to that which would 
be produced by a lumped capacitance shunted across a uniform trans- 
mission line at the junction and have devised procedures for evaluating 
the magnitude of this capacitance. 

Since the magnitude of the ca- 
pacitance is determined only by 
physical dimensions and is not 
dependent on frequency, the mag- 
nitude of the shunt admittance, 
and therefore the magnitude of 
the reflections, will increase con- 
tinuously with increase of fre- 
quency. This is illustrated by the 
curve of Fig. 8-2, which shows the 
computed standing-wave ratio 
that a discontinuity like that of 
Fig. 8-lc would produce in an otherAvise reflectionless line. This example 
has been chosen because it is representative of the discontinuities occur- 
ring in devices intended for use with standard flexible sohd-dielectric cable. 
The dimensions used in the computations are almost exactly those which 
occur in a commonly used connector for flexible 50-ohm cable. A draw- 
ing of this connector is shown in 
Fig. 8-3. It should be noted that 
the standing-wave ratio begins to 
be appreciable at commonly used 
frequencies. For example, at 3500 
Me it is 1.1:1. If the dimensions of 


5^ j^S0n.^‘50A^-50a^ SOst 

Fig. 8-3.— Type-N connector for 50-ohm Fig. 8-4. — Example of multiple discon- 
flexible cable. tinuities: (a) three discontinuities in 50-ohm 

line; (6) equivalent circuit. 

the cable (and all other dimensions) -were smaller, this standing-wave 
ratio would occur at a proportionally higher frequency. 

In any actual switch or connector, several abrupt junctions are vir- 
tually inevitable. Since the general behavior of systems involving mul- 

^ HiNNEBY, J. R., Jamieson, H. W., and T. E., Robbins, Coaxial Line Discon- 
tmuities, Proc. I.R.E., 32, 695 (1944). 
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Fig. 8-2 . — Computed standing-wave ratio 
produced by a typical discontinuity in 
coaxial cable. 
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tiple discontinuities has been discussed in See. 1-5, all that is presented 
here is the quantitative example of Fig. 8-4 uhich shows three discon- 
tinuities like the one referred to abo\'c. The standing-wave ratio that 
this combination produces on nn otherwise flat line at 3000 Me is 1.22:1. 
This is the cose where the discontinuities arc wavclengtli apart, the 
worst case, as has been shown in Sec. 1-5. Since in any combination of 
connectors and 8\vitche3 there will normally be more than three discon- 
tinuities, it can bo seen that the stand- 
ing-wave ratio of the combination will 
\rary considerably with frequency, and 
even though the indi%idiial discontinui- 
ties arc small, the resultant is likely to 
bo quite largo at gome frequencies. In 
this connection it may be noted tliat the 
measurement s of standing-wave ratio of 
ail coaxial switches were made with the 
connectors normally used \rith them 
present. 

8-2. Coaxial Radio-frequency 
Switches. — There are numerous possi- 
Fia. 8-8.- sinjtie-poio. »i*-poaiiion ble tjT>cs of switches in wliich a short 
eoajuat e«itch. scclion of coaxial line is rotated to 

perform the s'Wtclimg operation. Two of these are described in this 
section. The fcingle-polc slx-posilion switch shown in Fig. 8-5 is intended 
primarily for receiving applications up to 3500 Me. Its insertion loss in 
the range of 3500 to 10,000 Me, however, is less than 0 db, and if this loss 
can be tolerated the switch may be us^ up to the higher limit. The 
measured standing-w'ave ratios produced by a production model of this 
switch on a 50-ohm transmission line 
are plotted in Fig. 8-0, and it will be 
seen that the switch introduces verj* 
small reflections at frequencies up to 
3000 Me. 

It can be seen from the drawing 
that the junction at A in Fig. 8-5 
is made by butting the outer con- 
ductor of the rotating section of coaxial lino against a bearing surface 
on the switch housing. A compresrion spring around the knob shaft 
keeps the outer conductor of the rotor in contact with the bearing sur- 
face. The center conductor is rigidly supported in the dielectric-filled 
rotating section of coaxial line and is drilled undersize and slotted to form 
a tight-fitting joint with the cylindrical center conductor of the common 
connector. 



FrcQuency, Megocycles 


Fio. 8-C.— Stmiding-wavo ratio produced 
by aix-positiOD coaiial switch. 
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As the radial section of coaxial line rotates about the knob shaft it 
contacts each of the radial chassis connectors. These connectors are 
arranged with their center conductors flattened and extended into the 
switch housing. The center conductor of the rotating section is slotted 
and compressed (at B in Fig. 8-5) to grip the flattened center conductors 
of the radial connectors. Outer conductor contact is made by a coin- 
silver sleeve sliding on a set of fin- 
gers at the end of the rotating section 
of coaxial line. The sleeve is held 
against the inner wall of the switch 
housing by a compression spring 
and is slotted to allow it to clear 
the protruding center conductors of 
the radial cormectors. 

The magnitude of the reflections 
produced by a switch of this type 
mil depend greatly not only on the 
accuracy of fabrication, but also on 
the accuracy "with which the rotor is 
centered at each position. In the 
manually operated versions, sufficiently accurate centering has been 
accomplished by a simple detent mechanism consisting of a spring-driven 
steel ball that is forced into a spherical depression in the rotor assembly 
when the rotor is in position. 

This switch has been provided with several types of remote driving 
mechanisms. One of these is the Geneva movement* which can be 


no V AC. 

Power In 



Fio. 8-7. — Thrco-position actuator for si-v- 
position coaxial switch. 



machined to provide very accurate positioning. Controlled by a remote 
multiposition power switch and suitable contactors on a cam on the shaft 
of the r-f smtch, a motor can be made to drive the Geneva movement. 
The diagram of a typical three-position remote actuator is show in 
Fig. 8-7. 

‘ J . Soc. Motion Picture Eng., 44, 245 (1946). 
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The crossover switch of Fig. 8-^ is also a coaxial smtch, and the con- 
tacts are similar to those at the radial connectors of the six-position s\vitch 
described above. As can be seen in Fig. 8-8, 90-deg rotation of the rotor 
of this switch will interchange the connections. This switch can be 
actuated either manually or remotdy as described above. The measured 
standing-wave ratios produced by the crossover switch on a 50-ohm 
transmission line in a small frequency range are plotted in Fig. 8-9. 



Although the data presented for both this and the six-position switch were 
measured only in limited frequency ranges, it may be assumed that the 
standing-wave ratios that they produce become progressively lower with 
decreasing frequency. 

8-3. Flat*bladed Switches and Relays. — A simple r-f switch for use 
with coaxial transmission lines of 50-ohm characteristic impedance is 
shown in Fig. 8-10. The rotating radial arm of this 12-position switch is 
simply a flat blade proportioned in such a manner that the transmission 
line formed by the top and bottom 
walls of the cylindrical housing and 
the blade has a characteristic imped- 
anceof approximately 50 ohms. The 
discontinuities at the ends of the 
blade are considerably larger than 
those in the switches of Sec. 8-2, but 
at lower frequencies, where the di- 
mensions are small in terms of wave- 
lengths, the reflections produced are quite small. The curve of measured 
standing-wave ratios is shown in Fig. 8-11. Though Qat-bladed swtehes 
will operate satisfactorily only at the lower end of the microw’ave region, 
the simplicity of construction often recommends their use. 

Figure 10-35 shows a single-pole double-throw switch that has been 
used at frequencies up to 5000 ilc. It conasts of three sections of flat- 
bladed transmission line (characteristic impedance approximately 50 



Tio. S-H. — Btandmg-wa>e ratio pro- 
duced by llat-bladed switch. 
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ohms) in the form of a Y. The outer conductors of the three lines are 
channels of rectangular cross section milled in a split metal block. The 
center conductor of the transmission line that forms the vertical leg of 
the y extends into the small cavity at the junction of the three lines. The 
center conductors of the transmission lines forming the two diagonal arms 
of the Y are flat flexible leaves that also extend into the caAuty, one above 
and one below the rectangular conductor. T wo formica rods, one coupled 
to each leaf, extend through holes in the relay housing to the armature of a 
solenoid. Depending on the position of this armature, one or the other 
of the leaves is moved into contact with the common conductor. To 
minimize cross talk between the common line and the unused line, the 
center conductor of the unused line is short-circuited to the switch 
housing. 

This type of svdtch has been used to select remotely the vertical or 
horizontal element of the direction-finder antennas described in Secs. 
10-26 to 10-34. 

8-4. Waveguide Switch. — ^Transmission circuits for the centimeter 
range of radio frequencies usually make use of waveguide. Since wave- 



Fio. 8-12.—- Waveguide switch (cover re- Pig. 8-13. — Vane for waveguide switch, 
moved). 


guide connections are not in general easily changed, switches are essential 
if changes are to be made at all frequently. For rectangular waveguide 
the single-pole double-throw switch of Fig. 8-12 has been designed. The 
sivitching is achieved by means of a gate or vane pivoted to block off one 
arm of the Y-junction of three waveguides. 

Contact between the top and bottom walls of the guide and the vane 
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is made by means of the sliding contactora shown in the drawing of Fig. 
8-13. The compression springs expand the vane assembly so that the 
unused section of guide is completely blocked off by it. Small amounts 
of wear are taken up by the springs. The standing-wave ratio intro- 
duced by a switch of this type derigned for 10-cm waveguide* is shown in 
Fig. 8-14. Leakage into the unused section of guide was determined to 



Fio. 8 - 16 .— W»Teguide- 8 Witch actuntor. 

motor by suitable worms and worm gears. Once energized, the motor 
drives the vane to position, a contactor in series with the motor power 
circuit is opened by a cam, and the overdrive of the motor is taken up by 
the compression-spring link. The vane is held in position by the spring. 
A simple lever arm for the vane shaft can, of course, be hand-operated. 

' Waveguide 3 by IH in. by 0 085-in. wall. Xcutog approximately 14 S cm. 
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PRINCIPLES OF DIRECTION FINDING 
By a. Alford, J. D. Kraus, and E. C. Barkofsky 

9-1. The General Direction-finder Problem. — ^A radio direction 
finder may be defined as a device for determining the direction of arrival of 
r-f energy. It is a recemng system and operates on the energy that it 
extracts from passing radio Avaves. 

The direction of flow of energy from a radio source or transmitter in 
free space is along radial lines from the transmitter. The basic direction- 
finder problem is to determine the direction in wliich r-f energy is received 
from a distant source. Thus, a fimdamental requirement of a direction- 
finder antenna is that it possess a property by which the direction of 
arrival of r-f energy can be determined. 

9-2. Wave Polarization and Cross Field. Plane Polarization . — If 
the direction of the electric field of an electromagnetic wave is confined 
to a single plane, the wave is spoken of as plane polarized. The plane 
determined by the direction of the electric field and the direction of energy 
flow is called the plane of polarization, or the plane of the electric vector. 
When the plane of the electric vector is parallel to the surface of the earth, 
the wave is said to be horizontally 
polarized. 

Elliptical and Circular Polariza- 
tion . — ^The electric-field vector S is 
shovTi at a point A in space in Fig. 

9-la. The direction of propagation 
is perpendicular to the page and 
toward the reader. The angular 
position of the electric vector Avith 
respect to a reference plane is given by the angle 9. If 6 is constant, the 
electric vector is confined to a single plane, as shoAvn in Fig. 9-lb, and the 
Avave is plane polarized. The values of 8 shoAvn are the maximum posi- 
tive and negative values. 

If the magnitude of the electric vector 8 at point A remains constant 
Avhile the angle 9 increases uniformly Avith time so that it changes by 360 
deg in one period, the Avave is circularly polarized. The positions of the 
electric vector at intervals over a complete cycle are shown in Fig. 9-2a 
for a wave traveling in a direction perpendicular to the page. 
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Plane 

io) 

Fio. 9-1. — (a) Relation of maEnitude of 
electric-field vector S and angular position ff. 
(b) When the angle 0 is constant the wave 
is plane polarized. 
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If the angle 0 changes bj' 3G0 deg during one cycle, but the magnitude 
of the electric vector changes over the cycle, the wave is ellipticalhj 
polarized. The direction and magnitude of the electric vector of an 
elliptically polarized wave at various 
instants over a complete cycle are 
shown in Fig. &-2& for the case where 
the maximum field is vertical, in Fig. 
D-2c for the maximum at 45 deg. 

Circular polarization may be con- 
ddered as a limiting case of elliptical 
polarization, where the maximum and 
minimum values of the electric vector 
are equal, and plane polarization, as a 
limiting case of elliptical polarization 
where the minimum value of the elec- 
tric vector is zero. 

Rotating-plane Polarization . — In 
elliptical and circular polarization 
the rate of rotation of the electric field is 3G0 deg per period. If the 
electric vector rotates at a rate different from this, the wave may be 
considered to have rolating-plane polarization. For example, a half-wave 
element can be rotated around an axis perpendicular to itself by means of 
a motor. If the antenna is supplied 
with r-f energy via a transmission 
line with rotating joint, a plane- 
polarized wave will be radiated but 
the plane of polarization will rotate 
at a rate determined by the speed of 
the motor. 

Elliptical Cross Field . — There is 
another type of field condition that 
can be referred to as cross field. 

In general, cross field involves the 
variation of the electric vector in 
both magnitude and direction in 
the plane of polarization. This type 
of field may result when graves from 
two plane-polarized sources of the 
same frequency arrive at a point 
from directions making an angle ^ in 
the plane of polarization. Such a field is illustrated in Fig. 9-3, in w’hich 
Si and Sj are two sources of the same frequency polarized in the plane of 
the page. 



Fio. 9-3 — Elliptical cross field result- 
ing from two waves of same frequency 
polarized in the plane of the page, arriving 
from different directions. In this example 
the time-phase difference between the two 
waves at point A is taken as 90 deg. 


Circular 

Polarization 



Locus of Vectors 

(0) lb) icj 

Fia. 9-2. — Direction of electric field 
in plane perpendicular to direction of 
propagstionfor circularly and elUpiieaUy 
polarized wai'es. Arrows indicate direc- 
tion of field at a point in space at various 
instants of time over a complete cycle. 
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The two sources may be two antennas connected to the same trans- 
mitter. Or one maj’" be a primary source and the other a reflecting object 
or secondary source. This latter combination is discussed in more detail 
in Sec. 9-7. Arrows Vi and Vt show the direction of propagation of the 
two waves. Vectors £i and £2 are the maximum values of the electric 
vectors of the waves at point A, with £2 assumed to be less than £ 1 . 
When these vectors differ in time phase by angle a, the total electric 
vector £ rotates in the plane of the paper vith the end of the vector 
describing an ellipse. In Fig. 9-3 the angle a is taken as 90 deg. 

The ellipse of the cross field can be readily calculated from the values 
of £ 1 , £ 2 , 4>, and a as follows: 

Resolve £1 and £2 into x- and y-components vdth x parallel to, say, £1 
and vith y at right angles to x. Then X and 3^, the x- and ^-components 
of the total vector, are 

X = £1 sin o)t -h £2 cos 4> sin (ut a) 
or 

X = (£i -b £2 cos <f> cos a) sin ut -f- £2 cos (p sin a cos ait (9-1) 
and 

F = £2 cos (7r/2 — <f>) sin {cot -b a) 

3^ = £2 sin <t> cos a sin cot -b £2 sin ^ sin a cos cot (9-2) 

Equations (9-1) and (9-2) are parametric equations of the ellipse in 
which cot is a parameter and X and Y are the x- and y-coordinates of 
the locus described by the end of the total vector £. If the parameter 
cot is eliminated from £ in Eqs. (9-1) and (9-2), by solving these equations 
for cos cot and sin cot, then bj'- squaring and adding, the result is of the form 

AX^ + BXY + CY^ = 1 (9-3) 

which is an equation of an ellipse with the axes at an angle to the x- and 
^-coordinates in the general case. The coefficients A , B, and C are func- 
tions of £ 1 , £ 2 , 4>, and a. 

The cross field is a common phenomenon encountered when some of 
the primary energy is reradiated from a reflecting object which then 
acts as a secondary source. In general, cross field is elliptical. At some 
points the ellipses collapse into a line so that the cross field becomes 
linear. There is also a special case when the ellipse is a circle and when, 
therefore, the current induced in an infinitesimal dipole in the plane of 
polarization has the same value regardless of the orientation. 

A combination of elliptical cross field with elliptical polarization 
of the arriving wave results in what might be called space or ellipsoidal 
polarization. 

The polarizations discussed cover the types commonly encountered. 
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9-3. Direction-finder Requirements above 60 Me. — At frequencies 
below a few megacycles, r-f ene^y is propagated along the surface of the 
earth with least attenuation when the electric field is vertical. For thi.s 
reason most low-frequency radio stations are designed to radiate verti- 
cally polarized waves. Thus, a low-frequency direction finder will, in 
general, be satisfactory if designed to operate only on vertically polar- 
ized waves. At higher frequencies the advantages of vertical polariza- 
tion are less, and transmitters radiating horizontally polarized waves are 
more common. 

At distances of a few hundred miles or more from a transmitter much 
or all of the received energy may come by way of ionosphere reflections. 
This effect is most pronounced on frequencies between 1 and 20 Me. 
Under these conditions the polarization of the received energy may be 
plane or elliptical. Ondog to multiple paths and variations in trans- 
mission conditions, the tjqie of polarization of the received wave may vary 
\vith time and the polarization may pass through vertical often enough 
to permit bearings to be taken with a vertically responsive direction 
finder. It has been customary, therefore, to use vertically polarized 
direction finders up to about 25 Me. 

The direction-finder problem at frequencies above 50 Me is different 
from that at lower frequencies because of the nature of the propagation of 
u-h-f waves, the relative constancy of polarization, and the effect of sur- 
rounding objects. As the frequency is increased, the wavelength becomes 
first comparable to and then shorter than objects of convenient dimen- 
sions, enabling the designer to make use of structures comparable in size 
\vith one-half or even with many wavelengths of the received frequency, 
with the result that a number of fundamentally different structures 
become practical and therefore come into the realm of choice. 

Waves of frequencies above 60 Me are reflected by the ionosphere only 
under rare conditions. Except for a moderate effect of refraction in the 
atmosphere, the propagation of u-b-f waves in the first approximation is a 
relatively simple phenomenon. At the receiving station two waves are 
received, a direct wave which travels through the atmosphere, and a 
reflected wave which after reflection from the ground or sea joins with the 
direct wave at the collector. The change of phase at the point of reflec- 
tion at the surface of the earth or sea is usually about 180 deg when the 
impinging wave makes a small angle \rith the reflecting surface. The 
field strength at the receiving antenna is the vector sum of the direct and 
reflected fields. 

One result of the interference between the direct and reflected waves 
is that the field strength at the receiving antenna varies with height, 
being very small at the surface of the ground, increasing at first almost 
linearly with height, and then oscillating back and forth between a low 
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and a high value as the height is further increased. Tliis simple picture 
of propagation of u-h-f waves is made somewhat more complicated by 
the fact that the earth is not flat, but curved, and also by the fact that at 
very high frequencies, under certain conditions, the refraction of waves in 
the atmosphere tends to curve the waves to a degree such that the simple 
picture is no longer applicable. These atmospheric conditions, however, 
do not occur all the time and can be regarded as special. 

The nature of the propagation of u-h-f waves is such that a wave 
originating at a transmitter as a horizontally polarized wave generally 
arrives at the receiver as a horizontally polarized wave. Similarly, a 
vertically polarized wave continues vertically polarized. There is no 
known phenomenon at ultrahigh frequencies that corresponds to the 
rotation of polarization in the ionosphere. For this reason, at ultrahigh 
frequencies it is not possible to use a vertical Adcock antenna (two verti- 
cal out-of-phase elements) as a universal device for determining the 
directions of waves of any polarization. 

One of the fii’st requirements of a universal direction finder for ultra- 
high frequencies is that it be designed to receive both vertically and 
horizontally polarized radiation. Both horizontally and vertically polar- 
ized waves are vddely used at ultralngh frequencies, because in some 
cases horizontally polarized waves are preferable while in others verti- 
cally polarized waves are desirable. This means that a universal direction 
finder must be capable of receiving both. In fact, the ability of a direc- 
tion finder to determine not only the direction of a source, but also its 
polarization may be of assistance in identifying the source. 

The problem of direction-finder siting at ultrahigh frequencies is 
radicallj’- different from the corresponding problem at lower frequencies. 
At low frequencies the effect of conductivity in the immediate neighbor- 
hood of the collector is an important factor. At ultrahigh frequencies, 
objects capable of reflecting u-h-f waves are important, while the con- 
ductivity of the ground is usually a negligible factor. At low frequencies, 
substantial reradiation can come only from closed circuits or from large 
objects, e.g., tall masts. At ultrahigh frequencies any objects, particu- 
larly metal ones, having dimensions in the direction of polaiization greater 
than 34 wavelength may be serious sources of reradiation, or reflection. 

At low frequencies, of the order of 1 Me, the field strength at the 
receiving site does not vary substantially vith the height above the 
ground so that reradiating objects, elevated or not, have approximately 
the same effect. At ultrahigh frequencies a reflecting object placed near 
the ground, vdth the collector many feet above the ground, has a rela- 
tively minor effect because the field impinging on the reflecting object is 
relatively small in comparison with the field in which the collector itself 
is immersed. The reverse of this is also true. If a direction-finder 
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antenna is close to the ground, \rhilc the reflecting object is many feet 
above it in a much stronger field, the effect of the reflecting object is dis- 
proportionately great. 

9-4. Basic Direction-finder Methods. — A wave or phase fronl may be 
defined as the surface along which the time phase of the electric vector is 
the same at a given instant. The phase front is spherical for a single 
point source in free space, and the direction of the electric vector is tan- 
gent to the surface of the sphere. Consider a horizontally polarized 
source in the plane of the page, and consider the page to be horizontal. 
At a point in this plane that is at a long distance from the source, the 
direction of the source can be determined by several different methods : 

1. An infinitesimal horizontal dipole could be used as a receiving antenna 
which is turned to the position of maximum response, as shomi in Fig. 9-4a. 
This orientation of the dipole would comcide with the direction of the electric 
vector, which is perpendicular to the direction of the source from the dipole. 

2. Two very aroall horizontal loops placed close together in the plane of the 
page can be connected in phase and used as a receiving array. Since each small 
loop is nondirectional in the plane of the page, the maximum response is obtained 
when the currents induced in the two loops are in phase. This occurs when the 
line joining the centers of tho two loops coincides with the phase front, as shown 
in Fig. 9-45. If the source is vertically polarized, the corresponding receiving 
array could consist of two vertical dipoles connected in phase, as shown in Fig. 
9-45'. Methods 1 and 2 are different but in this case give identical results. 

3. Instead of using two loops, an array consisting of a number of loops 
arranged in a straight line and connected in phase could be used, as in Fig. 9-4c. 
The maximum response would again be obtained when the line joining the loops 
coincides with the phase front. In case the source is vertically polarized, the 
corresponding receiving array could consist of a number of vertical inphase 
dipoles, as in Fig. 9-4c'. 

The distinction between the three methods is that Method 1 indicates 
the direction of the electric vector at a point, Method 2 indicates the 
direction of the phase front in the immediate neighborhood of a point, 
and Method 3 indicates the direction of the phase front as averaged over 
some distance on both sides of a point. All three methods give identical 
results when there is one source in free space, but, in general, give different 
results when the wave front is disturbed by a reflecting object. Method 
3 tends to average out the effect of ripples in the phase front caused by a 
reflecting object, while Methods 1 and 2 do not. 

9-5. Reflections. — In conditions where the uniform radial flow of 
electromagnetic energy is interfered with by reflecting or absorbing 
objects, the assumption that the source is in a direction perpendicular to 
either the phase front or the electric field may not hold. 

In order to discuss the conditions that exist w’hcn a wave front is 
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disturbed by a reflecting object, it mil be convenient to distinguish 
between two cases. In the first case the conditions are such that the 
phase front is disturbed but the direction of the electric vector remains 
unaltered and no cross field is present. In the second case both the phase 
front and the direction of the electric vector are affected and cross field is 
present. 


Horizontal Polarization 



(c) (c') 

Fig. 9-4. — Basic direction-finder methods: (a) infinitesimal dipole atP; (6) 2 horizontal 
inphase infinitesimal loops near P; (6') 2 vertical inphase infinitesimal dipoles near P; 
(c) several horizontal inphase infinitesimal loops; (c') several vertical inphase infinitesimai 
dipoles. The source is at S. 

9-6. Reflections. Case 1. — Consider a vertically polarized primary 
source in the plane of the page and at a great distance, as indicated in 
Fig. 9-5, so that the field in the region of the figure is substantially uni- 
form. The page is assumed to be horizontal and the energy to be floiving 
up the page. For undisturbed conditions, a phase front is as shown by 
the straight hne from A to C. A reflecting object, such as a vertical 
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mast, is located at point Z). This object absorbs some of the energy 
from the primary wave and is assumed to reradiate this energy as a 
vertically polarized wave, uniformly in all directions in the plane of the 
page. The mast thus acts as a secondary source, and at some distance 
the secondary field varies inversely with the distance from its center. 
It is assumed that the secondary field is equal to one-half the primary 
field at a distance of 4 wavelengths from the secondary source. This is 
the condition at point B. It is further araumed that the two fields are 
ISO deg out of phase at the secondary source. With these assumptions 
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Fio. 0-5. — lllustrAtion for Etfitciiom, Caw I with Tcrtically polarized primary aource at a 
long dutsDcc in the plans of tho page and vertical mast or reflecting object at D. 


the sum of the primary and secondary fields at any point in the vicinity 
of the secondary' source can be expressed in the form 


C = /! sin (fill — A) 

where A and A are functions of the radius vector r from the secondary 
source to the point and of the angle $ betw’een the radius vector and the 
normal to the primary' wave front. The rippled phase front IF in Fig. 
9-5 is the locus of points for wliich A has a constant value equal to that at 
point B, As shown in Fig. 9-5, the number of ripples per unit length 
increases with, the distance from point B. Near point B the distance 
between the successive crests is several w-avelcngths, while at large dis- 
tances it approaches 1 wavelength. 

If Method 2, roaldng use of two X’ertical dipoles connected in phase, is 
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employed to indicate the direction of the phase front in the neighborhood 
of a point, the maximum response will be obtained when the line joining 
the dipoles is coincident -with the tangent to the rippled phase front. In 
general, the direction of the normal to the rippled phase front does not 
pass through the distant primary source but instead may deviate by as 
much as 20 deg from this direction. The curve in the upper right-hand 
part of Fig. 9-5 shows the deviations along the phase front between B 
and C that would be observed by the direction-finder antenna of Method 
2. The deviation indicates the difference in angular position between a 
normal to the disturbed phase front and to the undisturbed phase front. 
It is apparent that the deviations fluctuate between positive and negative 
values which gradually decrease mth increase in distance from B. 

If Method 3 be substituted for Method 2, using vertical dipoles dis- 
tributed along a horizontal line and connected in phase, then for maxi- 
mum response the array will assume a position that on the average is 
parallel to the phase front. If the array is several wavelengths long, 
the effect of the individual ripples in the phase front tends to average out 
and the array assumes a position nearly the same as that for the undis- 
turbed primary phase front. If the array, for example, is about 1.5 
wavelengths long horizontally and is located about 2 wavelengths to the 
right or left of point B in Fig. 9-5, a deviation will still e.xist since the 
phase front is displaced in one direction over a distance of about 2 wave- 
lengths to one side of B, and a deviation of a number of degrees in the 
apparent direction of the primary source would result. To reduce the 
deviation in the vicinity of B, an array 3 or more wavelengths long is 
required. At distances of the order of 3 %vavelengths or more from the 
point B, an array 2 wavelengths long ■will substantially reduce the effect 
of the ripples. 

Whi\Q it was convenient to plot the phase front in Fig. 9-5 in terms of 
wavelengths from the point B, this figure does not emphasize one very 
essential fact, viz., that the number of ripples in the phase front per unit 
length is a function of the angle 6 between the normal to the undisturbed 
phase front and the direction of the reflecting object. When Q is greater 
than about 30 deg, the approximate relation is given by 


d = 


X 

sin 9 


(9-4) 


where d is the distance between the successive crests measured along a 
line parallel to AC. The relation holds regardless of the distance of the 
phase front from the reflecting object, provided that this distance is 
greater than several wavelengths. 

No mention has yet been made of the fact that, in addition to dis- 
turbances to the phase front, the maximum value of the field also varies 
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from point to point. Near point B the field varies over a range of about 
3 to 1. As one proceeds along the line AC away from point B the ratio 
of maximum to minimum field becomes less, approaching unity at a 
distance of many wavelengths. A curv'e shomng the variation in the 
value of the field is inserted in Fig. fh-5 {second from top in upper right- 
hand comer). 

An interesting result of the variation or gradient in field intensity 
occurs in the case of a direction-finder antenna consisting of two vertical 
closely spaced elements connected in phase opposition as in an Adcock 
antenna. If this antenna is placed, for example, at point P in Fig. 9-5 
and adjusted to give a minimum response, it null assume a position sub- 
stantially parallel to the disturbed wave front. However, the null or 
minimum may not be sharp, since owing to the field gradient the differ- 
ence of the voltages induced in the two elements is not jero. 

9-7. Reflections. Case 2.— Consider a horizontally polarized source 
in the plane of the page and at a great distance, as in Fig. 9-6. Consider 



Fio. 9-6. — Kustratjon for Rtfieetimu, Cate 2 witli borizoatally polarized primary source at 
disXA&ce m pkane c3 Uie pag^ and a refiecting object at Z). 


also that the page is horizontal. A reflecting object located at D reradiates 
horizontally polarized waves uniformly in all directions in the plane of 
the page. We shall consider the conditions along the disturbed phase 
front T7. At a point P the total electric field is the sum of the primary 
electric field £i and the reflected field Sj. The direction of Si is along the 
undisturbed phase front AC. The direction of Sj makes an angle 6 
with Si. 

This is a typical case of cross field (Sec. 9-2). Not only is cross field 
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present, but the phase front is distorted in much the same way as in Fig. 
9-5. In general, the resultant electric vector describes an ellipse in the 
plane of the page. At points such as Ci, C2, and C 3 , the ellipse of cross 
field collapses into a straight line because the vectors Si and 62 are in 0- 
or 180-deg time phase. Elliptical cross field is present at the intermediate 
points. 

When Method 1 is applied under the conditions of Fig. 9-6, the dipole 
produces maximum response when it is oriented parallel to the major axis 
of the ellipse of cross field. The minimum response is not zero except at 
points such as Ci, C 2 , and C3. Method 3, using an array of horizontal 
loops, tends to average out the ripples, approaching closer and closer to 
the direction of the undisturbed wave front as the aperture of the arraj^ 
is increased. When an array of collinear horizontal inphase dipoles is 
used according to Method 3, the averaging phenomenon is more complex 
because not only the phase but also the direction of the total electric 
field at different points along the array is involved in the averaging. 
The result of this averaging, however, is still that the line of the array 
approaches the direction of the undisturbed phase front as the linear 
aperture or length of the array is increased. 

9-8. Directivity. — Collectors, such as a half-wave antenna, an array 
of half-wave antennas, an electromagnetic horn, or an antenna wdth a 
concentrating reflector, may be considered to be equivalent to an array of 
infinitesimal dipoles or loops. If the effective aperture of such collectors 
is great enough, the effect of tlie ripples in the phase front tends to average 
out. There is an alternate way to understand this phenomenon. The 
aperture of an array is intimately related to the directivity of the array, 
the beam Avidth being inversely proportional to the linear aperture. 
As the aperture is increased, the radiation characteristic of the array 
becomes more and more directional so that the effect of secondary or 
reflected radiation coming from a direction to the side of the main lobe is 
reduced as the array aperture is increased. 

If the aperture of the collector is sufficiently great, its directivity or 
resolution may be sharp enough to allow it to distinguish between the 
energy arriving directly and via the reflecting or reradiating object. 
Thus, directivity ma}'- be a distinct advantage in reducing bearing devia- 
tions due to reflecting objects. 

9-9. Vertically Polarized Collector in Horizontally Polarized P rim ary 
Field. — ^The effects of a reflecting object are not limited to the types of 
disturbance that have been discussed above. There is another phenome- 
non that may be encountered when reflecting objects disturb the primary 
field. Consider a distant horizontally polarized source S in the plane of 
the page, as in Fig. 9-7. The page is assumed to be horizontal, and the 
waves from the source are assumed to be traveling up the page. Reflect- 
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ing object Jt is inclined to the plane of polarization so that the reradiated 
field has vertically as well as horizontally polarized components. It will 
be assumed that a vertical Adcock antenna is used to determine the 
direction of the primary source. Since the primary source is horizon- 
tally polarized, substantially no energy is received from it directly by the 
Adcock antenna. The energy that is received is that converted into 
vertically polarized waves by the inclined reflecting object. In effect 
there is only one source that is verti- 
cally polarized, viz., the reflecting ob- 
ject, and the bearing obtained is that 
of this object and not of the primary 
source. If a horizontally polarized 
collector were used, the vertically 
polarized component from the reflect- 
ing object would be rejected and the 
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Fjo. 9-7. — Vertically polarized direc- 
tion-finding antenna in honaontally polar- 
ized primary field and secondary field 
with vertically and horizontally polarized 
components. 
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Fm. 9-8.— Antenna at point F in 
primary and secondary fields arriving 
from directions making an angle $0. Fig 
9-9 shows the result of the two fields on 
the pattern of a small vertical loop. 


phenomenon encountered would be the same as that met with in connec- 
tion with Reflections, Case 2. 

&-10. Effect of Reflections on Antenna Pattern. — ^The effect of a 
reflecting object on the phase front has been considered. It may also 
be instructive to treat the problem from another point of view, viz., 
from the effect on the antenna pattern. 

Consider a vertically polarized primary source in the plane of the 
page at a great distance, as in Big. 9-8. The page is assumed to be hori- 
zontal. Consider a small vertical loop^irection-finder antenna at the 
point P, ivith a directional characteristic ia the horizontal plane given 
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by cos e where d is the direction of arrival of energy with respect to the 
plane of the loop, as in Fig. 9-8a. Assume that a reflecting object at B 
reflects some of the direct radiation from the primary source toward P, 
thus becoming a secondary source of radiation, of the same polarization. 
The angle between the direction of arrival of the energy from the primary 
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Fig. 9-9. — Calculated loop-antenna patterns showing the effect of a secondary field 
produced by a reflecting object ns shown in Fig. 9-8. The secondary field arrives frorn a 
direction making an angle of 0o with respect to the direction of the primary field. The two 
fields have a time-phase difference /S and the secondary field is one-half the primary field at 
the loop antenna. The large dashed curves are the patterns for the primary field, the small 
dashed curves the patterns for the secondary field, and the solid curves the resultant 
patterns. 


and secondary sources at P is Oq. It is assumed that the distance L 
between R and P is sufiiciently large so that the secondary wave front 
can be considered plane over the extent of the loop antenna. Consider 
also that the magnitude of the secondary field is one-half that of the pri- 
mary at point P. If only the secondary field were present, the resulting 
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loop-antenna directional pattern would be smaller and displaced by an 
angle do, as shown in Fig. 9-8&. 

With both primary and secondary fields present at P, the resulting 
loop-antenna pattern is a function of both the angle 0o and the time phase 
0 between the primary and secondaiy fields. The resulting patterns for 
values of the angle 6o of 30, 60, 90, 120, and 150 deg and values of ^ of 
0, 90, and 180 deg are presented in Fig. 9-9. The pattern calculations 
are made by adding the response to the two sources wth proper atten- 
tion to magnitude and phase. The lai^c dashed curves are the patterns 
for the primary field only and the small dashed curves for the secondary 
field only. The solid curves show the patterns resulting from both fields. 

It is apparent that in most cases the resultant loop pattern has an 
angular displacement, indicating a disturbed phase front. The maximum 
displacement is about 30 deg for the case of 6a — 120® 
and p = 0“ (or 6a = GO® and ^ = 180°). 
f ^ When ^ is 0 or 180 deg, the shape of the pattern is 

I } xmchanged so that both the raaximums and mimraums 

c\ are displaced by the same angle. Thus in using the loop 

as a clirectioa-fioding antenna the same deviation of the 
bearing of the primary source would be observed, whether 
the loop were adjusted for maximum or minimum 

Tia. 9-10— response. However, it should be noted that this is the 
when the time phase 0 of the primarj' and 
secondary fields Is 0 or 180 deg. When /S is 90 deg, the 
pattern shape is changed and the minimums are no longer deep and 
sharp. 

In this discussion, the patterns of Fig. 9-9 are considered to be those 
of a small vertical loop in a vertically polarized field. The same patterns 
also apply to the case of an infinitesimal horizontal dipole in a horizontally 
polarized field. 

It is interesting to note the effect of a secondary field on the pattern of 
another type of antenna. For example, let us consider an antenna mth a 
directional characteristic that has a main lobe and two small side lobes, 
as sho^vn in Fig. 9-10. (The phase of the side-lobe response is assumed 
to be 180 deg with respect to the main lobe.) Consider that an antenna 
with such a three-Iobed pattern is placed at the point P of Fig. 9-8 and 
that the secondary field is one-half the primary. The patterns resulting 
from the combined effect of the primary and secondary fields are pre- 
sented in Fig. 9-11 for values of Bq equal to 30, 60, and 90 deg and of ^ 
equal to 0, 90, and 180 deg. In general the effect of the secondary field 
on the resultant pattern is to produce both a change in shape and an 
angular displacement. It is to be noted that the angular displacement 
of the main lobe is greatest when & is 30 deg. lYhen 0o is 60 or 90 deg, 
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the angular displacement of the main lobe is relatively small although 
the shape may be distorted. 

9-11. Time -difference Method. — In the preceding discussion, direc- 
tion-finding methods involving the direction of the electric field and of 




Fig. 9-11. — Calculated patterns for antenna with normal 3-lobod characteristic showing 
the effect of a secondary field produced by a reflecting object, the direction of which makes 
an angle 0o with respect to the direction of the primary field. The two fields have a time- 
phase difference (3 and the secondary field is one-half the primary at the antenna. The upper 
curve of each set indicates the pattern for the combined fields. The lower curves show the 
pattern for the primary field alone (solid) and for the secondary field alone (dashed). 


the phase front have been treated. A basically different method of 
direction finding makes use of the time-difference principle. This 
method is chiefly of interest when the radio energy is transmitted in the 
form of short pulses. An arrangement employing this method is illus- 
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trated in Fig. 9-12. A distant source in the direction shown radiates a 
pulse-modulated carrier. Ai and A* are two nondirectional antennas, 
Ri and Ri are two receivers, Vi is a video inverter, Pi is a calibrated 
variable-phase delay, and Pi a fixed-phase delay. The output of receiver 


Direction of 



Fio. 0-12. — (o) Arrangement for direc- 
tion-ftnding by timoKlLSercnce method; (b) 
and (c) presentation on c-r-t face; (d) addi- 
tion of pulses 1 and 2 to give sum shown 
at (6). 

A t The time difference between th 
At and at antenna Ai is given by 


«i 13 inverted and added to the 
output of receiver Pj. The sum of 
the outputs is observed on a syn- 
chronized cathode-ray oscilloscope. 
When pulses received by Pi and Rt 
arrive simultaneously and the time 
delays Pi and Pj are adjusted to 
equality, no signal is observed. 
^Mien the variable phase delay Pi 
is decreased, a picture similar to 
that in Fig. 9-12b is observed. 
WTien time delay Pi is increased, a 
picture similar to that in Fig. &-12c 
is observed. When the distant 
source is located so that the phase 
front makes an angle ^ ndth the 
line joining antennas Ai and A«, 
antenna A) receives the pulse later 
than antenna At. A balanced con- 
dition is present halfway between 
the conditions shown in Figs. 9-126 
and 9-12c and occurs when the time 
delay Pi is decreased by the required 
amount. Time delays in the re- 
ceivers are calibrated out by the 
use of a local pulsed source placed 
halfway between antennas Ai and 
arrival of the phase front at antenna 


_ 1/ Kn ^ 
* ~ 300 


(9-6) 


uhere I = the time difference, microseconds 

L = the distance between the antennas, meters 
<f) = the angle between the phase front and the line between the 
antennas, as shown in Rg. 9-12. 

From Eq. (9-5) it is apparent that the time difference and hence the 
bearing accuracy is proportional to the distance L between the antennas. 
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Since the change in sin (f) with respect to cj) is greatest when <j> is zero 

the bearing accuracy is greatest when the source is in a direction perpen- 
dicular to the line joining the antennas. 

9-12. Other Methods. — At extremely high frequencies it is some- 
times convenient to use a thermosensitive element at the focal point of a 
parabolic reflector. This method indicates the direction of the average 
phase front, the averaging being done by the parabolic reflector. 

An electromagnetic wave has still another property that could be used 
to determine the direction of propagation. This property is radiation 
pressure. The radiation pressure, however, is very small even when the 
wave carries considerable energy. For this reason, practical application 
of this principle to radio direction finding seems remote at this time. 

9-13. Indicators. — A complete direction-finder system consists of an 
antenna or collector, a receiver, and some means for presenting the bear- 
ing information either visually or aurally, usually called an indicator. 

One of the simplest direction finders consists of a manually rotatable 
directional collector, a receiver, and 
a pair of headphones. Manual ro- 
tation of the collector may be satis- 
factory when the intensity of the 
source is relatively constant. If 
the intensity of the source changes 
rapidly and by a large factor, 
other means may be required. F or 
example, consider a directional source S "with a beam wdth of about 10 
deg Avhich rotates continuously in azimuth ten times per minute (Fig. 
9-13). A sweeping source of this type is nddely used for radars. Since 
the angular velocity is 60 deg per sec, the beam of the source sweeps by 
a distant point P in % sec. This time interval is too short for manual 
measurement, although by observing successive sweeps of the source it is 
still possible to obtain the bearing, given sufficient time. Even such a 
procedure usually fails in practice since the intensity of the signal may 
change during consecutive sweeps, because of the motion of the source or 
of the direction-finder craft or vehicle. The combination of a stationary 
source and stationary direction finder is not common. 

Because of these fundamental limitations of the manual direction 
finder and in order to provide means for taking bearings rapidly and some- 
times simultaneously on several sources on the same frequency, a variety 
of semiautomatic and automatic indicators has come into use. One 
type of automatic indicator system consists of a rotating directional 



Fig. 9-13. — Source with rotating 10-dcg 
beam. 
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antenna with the deflecting coils of a cathodc-ray oscilloscope rotating 
in synchronism. The general arrangement is illustrated in Fig. 0-14. 
The received signal is rectified and applied to the deflecting coils of a 
cathode-ray tube. As the directional receiving antenna sweeps through 
the direction of the source S the spot on the cathodc-ray-tube face traces 
out a curve similar to the directional pattern of the antenna, with the 
maximum deflection usually indicating the direction of the source, rela- 
tive to some reference direction. In the example of Fig. 9-14 the source 
is at a bearing of 90 dog, or to the east. 

The information obtained by the dircction-fmder collector may, if 
dc«ircd, be rcsoK’cd into two com- 
ponents, (1) the r-f power received, 
and (2) the angular position orbcar- 
ing from which it is received. In 
the system shown in Fig. 9-14 the 
radial displacement of the cathode- 
ray beam is some function of the 
power received, and the angular dis- 
placement indicates the direction 
in which the antenna is pointed. 
The radial and angular displace- 
ments combine on the oscilloscope 
to yield a pattern from which the 
source can be 

n/W Antema deduced. 

Since with this tj*pe of prosenta- 
‘^ 50 * tion it is not necessarily the point of 

too' '^Cathode-roy Tube maximum deflection of the pattern 
Fio. 0-14. — Basic arrangement of rotaung. that indicates the direction it is 
.ntmn. d„«.,o„.tad., praclicc to bisDct the pat- 

tern to obtain the direction of the source. In this way the entire pattern 
including maximum and «dcs is used. Even though the directional pat- 
tern is not extremely sharp, the pattern can be bisected with considerable 
accuracy provided the pattern is symmetrical. 

A widely used modification of the system of Fig. 9-14 incorporates an 
electrostatic-deflection type of cathode-ray tube instead of the magnetic 
type. Both tiTJes were developed at Radio Research Laboratory. In 
the electrostatic type the amplified receiver output is applied to the rotor 
of a so-called scanning capacitor. The rotor of the capacitor turns in 
synchronism with the antenna. As the rotor turns, two voltages in 
quadrature are induced on two sets of stator plates. These voltages are 
then applied to the horizontal and vertical deflecting plates of an electro- 
static cathode-ray tube. 
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With the electrostatic-deflection system the individual pulses of a 
pulse-modulated source can be presented (see Chap. 11). Since there 
usually are relatively long silent intervals between the pulses of a single 
source, the pulses from other sources can be presented during these inter- 
vals. Tlius, two pulse-modulated sources on the same frequency and 
in the same or different directions can be presented simultaneously and 
the bearings of both sources obtained. 

A number of antennas for use udth these systems and also other t5q)es 
are described in Chap. 10, together unth a discussion of their principles of 
operation. Indicators for a variet}’' of systems are described in Chap. 
11, and a more detailed discussion of the above types is included. 



CHAPTER 10 

ANTENNAS FOR DIRECTION FINDERS 
By J. D. Kratjs, H. K. Clark, E. C. Bakkofsky, and G. Stavis 

10-1. General Considerations. — A radio antenna may be described 
as a device for converting guided enei^ into radiant energy, or vice 
versa. An antenna acts as a transformer between space on the one hand, 
and a transmission line or waveguide on the other. A direction-finder 
antenna is a receiving antenna or collector, and its function is both to 
extract energy from passing electromagnetic waves and to indicate the 
direction from which the energy arrives. In this chapter antenna 
arrangements for direction finders will be discussed with particular refer- 
ence to those suited for frequencies of 50 Ale and higher. Receivers and 
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indicators suited for use with these antennas to form complete direction- 
finder sj’stems are discussed in other chaptere. 

In the most general ease, a direction finder should be able to indicate 
the direction of arrival of energy originating from any point in three- 
dimensional space. In the following discussion the problem is simplified 
by requiring the direction finder to indicate only the directional com- 
ponent in a horizontal plane. 

The terms used to describe the geometrical relations between the direc- 
tion of arrival of the incident eneigy and the reference planes are illus- 
trated in Fig. 10-1. Assume a direction-finder antenna located at the 
center of the horizontal bearing cirde as shown. The bearing angle ^ 
is normally read in a clockwise direction from an arbitrary reference 
218 
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direction taken as “0” deg. For true hearings, this reference direction is 
true north. 

The vertical or elevation angle 0 is taken as positive above the plane 
of the circle and as negative below. For direction finders located near 
the surface of the earth, the elevation angles will, in general, be positive. 
If the source is distant, this angle 'will be small. For airborne direction 
finders the elevation angle vnll, in general, be negative when the sources 
are on the surface of the earth, but may be either positive or negative for 
sources located in other aircraft. 

Although the elevation angle of the incident energy may not be zero, 
the problem is simplified in the direction finders to be described, by requir- 
ing the equipment to indicate only the bearing angle. 

10-2. Beam Width. — ^With the exception of antennas for direction 
finders using the time-difference method described in the preceding chap- 
ter, collectors or antennas for direc- 
tion finders can, in general, be clas- 
sified on the basis of their directivity. 

For a receiving antenna this is the 
propertj'' by which the antenna 
collects more energy from certain 
directions than others. A graph 
shoving the variation in the energy 
received as a function of angular 
direction is called a directional characteristic or radiation 'pattern. The direc- 
tional characteristic of an antenna is the samefor transmission or reception. 

The directivity of an antenna may be expressed in various ways. One 
method is in terms of the beam width. It is customary to measure the 
vidth of the beam between half-power points, i.e., the points on the 
directional characteristic at which the power flow per unit area is one-half 
the maximum value for the antenna. The beam v'idth between these 
points is called the half-power hea'm width and is expressed in degrees or 
radians. In Fig. 10-2 the directional characteristic of an antenna is 
shown in terms of field intensity, Avith the maximum taken as unity. 
Since the field intensity varies as the square root of the power per unit 
area, the half-power beam width is between points on the radiation char- 
acteristic having l/-\/2 or 0.707 the maximum value. 

The beam wudth shown in Fig. 10-2 is that in the plane of the page. 
The directional characteristic is actually a three-dimensional figure, and a 
more complete specification of beam width involves two widths, one in 
the plane of the page, as shown, and one in the plane perpendicular to 
the page, through the line AB. In the following discussion the directiv- 
ity of an antenna will sometimes be designated by the beam width in two 
planes. 



Fia. 10-2. — Half-power beam width. 
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In discussing directivity it is instructive to consider the relation 
between the beam Avidth, the linear aperture, and the physical aperture. 
As defined in Sec. 10-7 the physical aperture Is the physical cross-sectional 
area of the antenna perpendicular to the direction of propagation of the 
incident wave, wdth the antenna oriented for maximum response. We 
may speak of the linear aperture as the largest linear dimension of the 
antenna. To illustrate the relation between beam width and aperture a 
number of examples of practical antennas will be cited, extending from 
types that are a small fraction of a wavelength in linear aperture to types 
many square wavelengths in phjrsical aperture. 

10-3. Antennas of Dimensions Small in Comparison with a Wave- 
length. — At low frequencies the electric field of interest is normally 
vertically polarized so that a direction finder for these frequencies should 
show a directional characteristic when rotated horizontally in a ver- 



Fia. 10-3.— Directional eharacterutics o( atnele tcrtical loop Blono (e) end (!>), and id 
combination with a vertical element (e). 


tically polarized field. A convenient form of collector meeting this 
requirement is a single vertical loop. The directional characteristic of a 
single-loop antenna, the diameter of which is a small fraction of a wave- 
length, is shoAvn in Fig. 10-3o, The pattern is bidirectional and in the 
shape of a figure of eight. The half-power beam width in the horizontal 
plane (a function of 0) is 90 deg. Rotation of the loop in its own plane 
produces no directional effects so that the beam mdth in this plane may 
be called 360 deg, as shown in Fig. 10-3&. "When the loop diameter is a 
small fraction of a wavelength, the radiation resistance is small and the 
sensitivity may be low even though a number of turns are used. For 
this reason the loop is sometimes tuned to resonance. In the region of 
the minimum or null in the horizontal-plane pattern, the response of the 
loop varies rapidly with angle <j>. Tlie null region is, therefore, commonly 
used for directional indications. If the loop diameter is of the same order 
as the wavelength, the pattern is not like that of Fig. 10-3a but has several 
lobes, which may produce confusion when the null method is used. 
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Another directional arrangement frequently used at low frequencies is 
the combination of a single vertical loop and a short vertical element. 
The loop pattei'n is a figure of eight, and the vertical element pattern is a 
circle. When the loop and vertical element voltages are equal and added 
in phase, a cardioid response results as shown in Fig. 10-3c. 

Other more directional antennas, the dimensions of which are a small 
fraction of a wavelength, can be constructed. For example, two vertical 
out-of-phase loops placed side by side with their planes parallel jdeld a 
four-lobed pattern mth a beam width of about 45 deg, as shown in Fig. 
lO-Aa. Four vertical infinitesimal dipoles are shown in Fig. 10-46 at 
the corners of a square, vdth the 
dipoles at the corners connected by 
one diagonal in opposite phase to 
those connected by the other diag- 
onal. The pattern has four lobes. 

Four dipoles arranged in this wa 3 ' 
form what may be called an oda- 
pole. Combinations of larger num- 
bers of dipoles can produce patterns 
of still more lobes of yet smaller 
beam width. Although these and 
other highlj’’ directional structures 
of small aperture may be construc- 
ted, their practical application is limited by their extremely low 
radiation resistance. For this reason it is convenient arbitrarily to 
restrict our discussion of antennas of small aperture to one of the most 
practical types, viz, the single loop. 

10-4. Antennas about 3^ Wavelength Long. — If structm’es about 
3^ wavelength long can be constructed, as is often the case at the higher 
frequencies, the designer has a choice of several types of practical anten- 
nas. Pour simple varieties mil be described in this class or group. 

For horizontal polarization the simplest type is a linear half-wave 
element. The horizontal beam width of this antenna, as shown in Fig. 
10-5a, is about 78 deg, or 12 deg less than for a loop. When rotated 
about its axis, the half-wave element has no directivity, as shown in 
Fig. 10-56. The beam width and the patterns of an infinitesimal hori- 
zontal dipole for horizontal polarization are the same as those of a small 
vertical loop for vertical polarization (see Figs. 3a and 6). Horizontal 
end-loaded linear elements shorter than 34 wavelength are sometimes 
used, with horizontal-plane beam mdths having values between those of 
the infinitesimal dipole and the half-wave element. 

Another antenna in this group is the Adcock. This consists of two 
linear spaced elements connected in phase opposition. The elements 


Directional Characteristics 



Fig. 104. — Directional characteristics 
of (o) two out-of-phase vertical loops and 
(b) four vortical dipoles or octapole for 
spacing d small compared to a wavelength. 
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are normally about wavelength long, and the spacing is about wave- 
length or less. The directional pattern of a horizontal Adcock for 
horizontal polarization is shown in Fig, 10-5c. The beam width in the 
horizontal plane or plane of the elements is about 72 deg. The pattern of 
a vertical Adcock for vertical polarization is illustrated in Fig. 10-5d. 
The beam width in the horizontal plane or plane perpendicular to the 
elements is about 120 deg. This antenna has directivity in two planes, 



Fia. 10-5. — Decrease in beam iridth with increasing aperture. 

whereas the simple loop and dipole possess directivity in only one. For 
this reason the Adcock may be used vertically for direction finding in 
vertically polarized fields or horizontally in horizontally polarized fields. 

A third antenna or collector belonging to this group consists of a 
half-wave element with a half-wave reflector. Various spacings between 
the element and reflector may be used. Values usually He between 0.1 
and 0.4 wavelength. An example of an array of this type with 0 22- 
wavelength spacing is illustrated in Kgs. lfr-5e and /. The half-wave 
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element in this example is of the sleeve type, described in Chap. 5. 
With the elements horizontal the beam width for horizontal polarization 
is about 62 deg (Fig. 10-5e), and with the elements vertical the beam 
vidth for vertical polarization is about 145 deg (Fig. 10-5/). With the 
exception of the cardioid arrangement, this is the first antenna we have 
discussed which has a unidirectional pattern, i.c., one in winch the radia- 
tion characteristic in one direction is greater than in any other. 

A fourth example in this group is an antenna with corner reflector. 
This antenna is commonly constructed vuth maximum dimensions 
between and 1 or 2 wavelengths. The directional characteristics of a 
half-wave sleeve element with a corner reflector of 135-deg angle and an 
aperture of 0.9 b 3 ’’ 1.1 wavelength are illustrated in Figs. 10-5gr and h. 
The beam widths for this antenna are 55 and 64 deg. Tliis antenna also 
has a unidirectional characteristic and the narrowest beam width of any 
discussed thus far. The antenna with corner reflector can be applied to 
either vertically or horizontally polarized waves by turning the entire 
array so that the linear element is parallel to the electric field in question. 

10-6. Antennas with Dimensions of Several Wavelengths. — If linear 
aperture of several wavelengths or more can be constructed, still other 
types of antennas become candidates. Examples are electromagnetic 
horns and antennas Avith parabolic reflectors. With these antennas the 
beam mdth is to a first approximation inversely proportional to the linear 
aperture in the plane in which the beam width is measured. An example 
of a primary antenna udth parabolic reflector is presented in Figs. 10-57 
and /. The reflector in this case is a parabola of revolution or parab- 
oloid with an aperture 3 wavelengths across. The beam widths for this 
antenna are about 20 and 30 deg. A horn antenna with a square aperture 
about 5 wavelengths on a side and 30-deg flare is illustrated in Figs. lO-fi/b 
and 1. The beam vudths for this horn are about 11 and 14 deg. An 
antenna consisting of an array of a large number of half-wave elements 
might be included in this group. It is omitted here, however, as being a 
relatively narrow-band device, since in practice the proper phasing of the 
elements can be maintained only over a relativelj'’ narrow band. The 
antennas described above are better suited for relatively wide-band 
applications. 

With antennas having a unidirectional pattern, such as a corner reflec- 
tor, parabolic reflector, and horn, either the maximum of the pattern or 
the entire pattern is used for the directional indication. In general the 
nulls or minimums of these patterns have no fixed relation to the antenna 
axis over any appreciable frequency range. 

10-6. Beam Width vs. Aperture. — ^The foregoing antennas have been 
considered as belonging to one of three groups, which may now be redefined 
as follows: 
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1. Antennas with linear apertures that are a small fraction of a wavelength 

2. Antennas with linear apertures of the order of 1 wavelength 

3. Antennas with linear apertures of many wavelengths 

For most practical purposes, directional antennas in Group 1 are of the 
loop type. In Group 2 there is a greater variety ranging from the half- 
wave element to an antenna with a comer reflector. Group 3 includes 
horns and parabolic reflector antennas. 

It is obvious that antennas in Groups 1 and 2 could be used wherever 
structures of larger apertures are applicable, but it is assumed that for 
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most direction-finder applications the narrowest possible beam is desired. 
An e.vception to this is that a wide beam in the vertical plane may some- 
times be desired in order to accept energy arriving at considerable vertical 
angles of incidence. Such a beam may also be desirable to allow for 
rolling or rocking of the craft or vehicle carrying the direction finder. 
Thus a fan-shaped beam as narrow as posable in the horizontal or ^ 
direction (see Fig. 10-1) and 20 to SO deg wide in the vertical or 6 direc- 
tion may be called for. To fulfill this requirement, antenna structures 
that are wide horizontally and relativdy narrow vertically are commonly 
employed. 

In the examples shown in Figs. 10-3 and 10-5, there is a trend toward 
narrower beam widths in both planes as the physical aperture area in 
square wavelengths is increased. There is also a trend toward a more 
unidirectional characteristic as contrasted to a bidirectional character- 
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istic. The over-all trend is, thus, toward a concentration of the energy 
more and more in a single direction if the antennas are transmitting 
energy. When the antennas are used as collectors, the trend is toward 
increasing the amount of energy received from one direction relative to 
that received from all others. 

In Fig. 10-6, antennas of the three groups discussed above are pre- 
sented as a function of the linear aperture in wavelengths. The fre- 
quency limits over which a given antenna is considered suitable are 
arbitrary. At the top of the figure a graph is inserted showing the trend 
in approximate minimum beam width of the various antennas as a func- 
tion of the linear aperture in wavelengths. A single loop (Group 1) has a 
beam width of 90 deg when the loop is a small fraction of a wavelength 
across. In general, antennas in Group 2 have narrower beams. Anten- 
nas in Group 3 may have veiy narrow beams. For example, with a 
10-wavelength linear aperture a beam width of less than 10 deg is obtain- 
able, while a beam width of less than 1 deg may be had for a linear aper- 
ture of 100 wavelengths. 

To summarize; For linear apertures of less than about 0.2 wavelength, 
the beam vddth is 90 deg; for linear apertures of the order of 1 wavelength, 
narrower beams may be produced; and for linear apertures of several 
wavelengths or more, a region is entered where to a first approximation 
the beam vidth is inversely proportional to the linear aperture. 

It is obvious that the particular type of antenna that is used for a 
given frequency depends largely on the physical size of the structure that 
it is practicable to build. For purposes of illustration let us arbitrarily 
assume that the antenna aperture is 1 m across. Then the frequencj^ cor- 
responding to a linear aperture of 1 wavelength is 300 Me, as indicated by 
the scale inserted at the bottom of Fig. 10-6. It is apparent that for a 
linear aperture of 1 m a loop is a practical choice below about 50 Me, 
while horns and parabolas enter the picture at frequencies above about 
1000 Me. Between 60 and 1000 Me the various antennas of Group 2 
are candidates. A linear aperture of 1 m is quite appropriate in the 
present discussion, since most of the direction-finding antennas described 
below are of about this size or smaller. An antenna of 1-m linear aperture 
is convenient for shipborne applications, but may be too large for aii'borne 
applications. 

In the following sections, direction-finder antennas are described that 
were developed at the Radio Research Laboratory for use on frequencies 
between 50 and 12,000 Me. The antennas include representatives of 
each of the three groups outlined above, 

10-7. Aperture. — One requirement of a direction-finder antenna is 
that it possess a suitable directional characteristic. Another require- 
Dient is that it collect and deliver to the receiver sufficient energy to 
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permit reception of the source, the direction of which is desired. This 
collecting ability is sometimes referred to as the sensitivity. However, 
in this section the collecting ability will be discussed as a function of the 
aperture of the antenna. To facilitate our discussion of this relation it 
be convenient to define three types of aperture, viz., effective aperture, 
collecting aperture, and physical aperture. In addition the power gain 
and directivity will be defined and the relations between these terms 
discussed. 

10-8. Effective Aperture. — WTien a receiving antenna is immersed in 
an electromagnetic field, an effec- 
tive voltage E is induced in the 
antenna. This voltage is a func- 
tion of the power W in watts per 
square meter of the incident energy, 
its direction of arrival, the size and 
design of the antenna, etc. Figure 
10-7<i sho^\•s an anteima in a field 
of IF watts per sq m and terminated 
by a very short line in an imped- 
ance Z|. The equivalent circuit of 
the antenna and terminating im- 
pedance is indicated in Fig. 10-76, in which Zo is the antenna impedance 
as measured between the antenna terminals. The effective current 7 
through the temuoating impedance is 


Incident Wave 
W watts/Meter^ 



Terminating Impedance 

(a) (b) 

Fio. 10-7.— (o) R«eeJving aatenna or 
eoUeetor vith terminating impe<lance Zu 
(6) eciuivalent circuit. 


^ “ |Z. + Z,| 

Both antenna and terminating impedances have resistive and reactive 
components Bd, and Et, Xi, respectively. Antenna resistance Eo is 
actually the sum of the radiation resistance Er and the loss resistance E,. 

The effective or useful power TFi delivered to the terminating imped- 
ance is that which appears in the terminating resistance Ei 


where 


TF, = /»R, 


( 10 - 2 ) 


7 = 


E 

V(E, + Et)* + (Xt + Xtff 


(10-3) 


Substituting in Eq. (10-2) the values of 7 and of Eo, we obtain 


TFi 


E*Et 

(Er + E, + Rt)* + (Xo + Xt)* 


(10-4) 


The ratio between the power in the terminating impedance TFi and the 
power per square meter of the incident wave TF will be defined as the 
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effective aperture Ac of the antenna in square meters, i.e., 

W, 

Effective aperture = Ac = (10-5) 

If Wi is expressed in watts and IF in watts per square meter, the effec- 
tive aperture is in terms of square meters. If TT^ is in terms of watts per 
square wavelength, however, then the effective aperture is in terms of 
square wavelengths. 

Introducing the value of T7i given in Eq. (10-4) we obtain for the 
effective aperture 

, E~Ri 

" WKRr + R, + Rx)- + {Xo + X^y] 

It is apparent from Eq. (10-6) that the effective aperture takes into 
account antenna losses and an 5 '’ mismatch between the antenna and ter- 
minating impedance. It is also apparent that the effective aperture is a 
maximum when the collector is oriented for maximum response. 

10-9. Collecting Aperture. — ^Let us next consider the case in which 
the maximum power is transferred by the antenna to the terminating 
resistance. Assume that the antenna is resonant and therefore that the 
antenna reactance Xo is zero. For maximum power transfer the termi- 
nating impedance must be chosen to match the antenna resistance. The 
termining reactance ATi should thus be zero and the terminating resistance 
equal to the antenna resistance. Let us assume further that the antenna 
loss resistance is zero so that the antenna resistance equals the radiation 
resistance Rr. With the conditions stated the maximum power in the 
terminating resistance becomes 

(10-7) 

This is the power delivered to the terminating impedance when the 
antenna has no losses and the terminating impedance has the optimum 
value. The ratio of this power to the power per unit area in the incident 
wave can be defined as the collecting aperture Ac. Therefore 


Ac = 


Wx' _ 

W iWRr 


( 10 - 8 ) 


The collecting aperture will be in the same units as the area used in 
expressing W. 

It is apparent that the collecting aperture is a maximum when the 
antenna is oriented for maximum response. 

10-10. Physical Aperture. — ^The third type of aperture, the physical 
aperture, can be defined as the physical cross-sectional area of the antenna 
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perpendicular to the direction of propagation of the incident wave, wth 
the antenna oriented for maximum respor^e. 

10-11. Relation between Apertures. — Let us now examine further the 
relation between the three tj'pes of apertures that have been defined. It 
is apparent that the collecting aperture of an antenna is the maximum 
value that the effective aperture can attain. Thus, the effective aperture 
will always be less than or equal to the collecting aperture, and the ratio 
of the two apertures can be called the effecliviiy i. Thus, 


The effectivity may range in value between 0 and 1. 

The ratio of the collecting aperture to the physical aperture can be 
called the collectivity ic, thus 



(lO-lO) 


From Eqa. (10-9) and (10-10) we obtain 

A, » eA. = skAp (10-11) 


The collecting aperture, in the case of antennas with parabolic reflectors 
or electromagnetic horns, is usually of the same order as the physical 
aperture, or somewhat less. The collecting aperture of a resonant half- 
wave element may, however, greatly exceed the physical aperture. Thus 
the collectivity x may assume values both greater and less than 1. 

10-12. Power Gain. — ^The collecting ability of an antenna can be 
expressed in terms of the power gain over some type of reference antenna. 
For example, the reference antenna may be a resonant half-wave element 
in free space, terminated in its optimum impedance and oriented for maxi- 
mum response. The antenna under test, however, may or may not be 
terminated for maximum power transfer. Thus, the effect of any mis- 
match at the antenna termination will appear in the measured power 
gain. On this basis the power gain G can be defined as the ratio of the 
power delivered to the terminating impedance of the antenna under test 
to the power delivered to the optimum terminating impedance of a 
resonant half-wave element when both are immersed in a field of the same 
power per unit area. If the antenna under test is oriented for maximum 
response, the ratio gives the maximum power gain. 

The effective aperture of the antenna can be directly related to the 
power gain provided the collecting aperture of the reference antenna is 
known. The collecting and effective apertures of the reference antenna 
are of course equal. The collecting aperture An of a resonant half-wave 
element, with a radius small compared with its length, is about 0.13 
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square wavelength. The effective aperture of an antenna whose power 
gain ovei' a resonant half-wave element is known can thus be obtained 
from the relation G = Ac/Ah- Then 


Ae = AhO = 0.13G 


(10-12) 


in square wavelengths. 

For any specific frequency the collecting aperture of the resonant 
half-wave element can be expressed in square meters. Computed values 
of the effective aperture of a resonant half-wave element are presented 


in Fig. 10-8 for frequencies from 50 
to 10,000 Me. The apertures vary 
from about 5 to 0.0001 sq m over tliis 
range. Consider for a moment the 
aperture at 100 Me wliich is about 1.2 
sq m. A half-wave is 1.5 m long at 
this frequenc 3 \ If a 100-Mc half- 
wave antenna is made of 34"iri- diam- 
eter tubing, the cross section or physi- 
cal aperture is only about 0.01 sq m. 
The collecting aperture is 1.2 sq m, or 
120 times as great. While a half- 
wave element ma}’- gather energy over 
an area much greater tlian its physical 
aperture, this is not true with many 
other types of antennas, especially 
those discussed under Group 3 above. 
For example, parabolic reflectors with 
apertures of many square wavelengths 
usually are found to possess collecting 
apertures about equal to or less than 
then’ physical apertures. In general 
any wmll-designed antenna with an 
aperture of many square wavelengths 



Frequency, Me. 


Fig. 10-S. — Collecting aperture in 
square meters for resonant half-wave 
element as a function of frequency. 


will be found to have a collecting aperture of about the same order as its 


physical aperture. 


The effective apertures of two direction-finder antennas over a fre- 


quency range are presented later in this chapter. The effective apertures 
were obtained by power-gain measurements with respect to a resonant 
half-wave element and the application of Eq. (10-12). 

10-13. Directivity Ratio. — In Sec. 10-6 the trend in directivity of 
antennas is discussed as a function of aper<'"re, and the relation of the 
directivity to the beam width is showm. The concept of beam width can 
he extended in the three-dimensional case to one of beam area. For a 




230 


VERY HIGH-FREQUENCY TECHNIQUES 


IChap, 10 


transmitting antenna the beam area esan be defined as the solid angle in 
square degrees through which all the radiated power would pass, if the 
power per unit solid angle equaled that in the direction of maximum 
radiation. The ratio of the number of square degrees in a sphere (41,253 
sq deg) to the beam area of the antenna in square degrees can be defined 
as the directivity ratio (or simply directivity) of the antenna with respect 
to an isotropic source. Dividing this value by 1.64 gives the directivity 
ratio D of the antenna with respect to a resonant half-wave element. 
Thus, the directivity ratio D with respect to a half-wave element is 


41,253 

1.64 X beam area 


(10-13) 


Power gain, unlike the directivity patio, is assumed to include loss and 
mismatch effects if present. Thus, in general, the power gain when the 
antenna is oriented for maximum response will be less than the directivity 
and will equal it only when there is no loss or mismatch. 

The power gain is directly related to the effective aperture and the 
directivity to the maximum collecting aperture. Thus, 

(10-14) 
(10-16) 



The directivity is a dimensionless ratio so that the collecting aperture 
is in the same units as used for the collecting aperture of the half-wave 
element At, 'M’hen the cffcctivity of the antenna is unity, the maximum 
power gain equals the directivity and the effective aperture equals the 
collecting aperture, I.C., when e = = DandA, == A*. 

One method by which directivity ratio of an antenna can be obtained is 
to compute it from the shape of its directional characteristic. In this way 
the effect of loss and mismatch are excluded. 

10-14. Effect of Polarization on Aperture. — The foregoing definitions 
of effective aperture and rcJlecting aperture apply not only to antennas 
with a plane polarized response, but also to antennas wth circularly or 
elliptically polarized responses. In each case it is assumed that the 
polarization of the incident wave is the same as that of the response of 
the antenna. This assumption givra the maximum value of the collect- 
ing aperture of a given antenna. Other values of collecting aperture will 
be obtained if the polarizations of the incident wave and the antenna 
response differ. For example, the aperture of an antenna with circularly 
■polarized response for plane-polarized waves is one-half its aperture for 
circularly polarized waves, provided the direction of rotation is the same. 
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With the same assumptions the definitions given for power gain and 
directivity apply not only to antennas with a plane-polarized response, 
but also to those with circularly or elliptically polarized response. 

10-16. Example of the Relation of the Apertures. — Consider a horn 
antenna having a plane-polarized response mth a mouth of 2 sq m area. 
The physical aperture is thus 2 sq m. Assume that the power gain of 
the horn is measured by comparison with a resonant half-wave element 
and found to be 200. Suppose that the frequency is 1500 Me (wavelength 
0.2 m). The collecting aperture of the half-wave element is then 
0.2“ X 0.13 = 0.0052 sq. m. From Eq. (10-12) the effective aperture 
At is 

At = AhG ~ 0.0052 X 200 = 1.04 sq m 


FromEq. (10-11) 

At = ekAp or ~ jT ~ 2^ ~ 

The effectivity-collectivity product for the horn is, thus, 0.52. 

Next assume that the directional characteristic of the horn is measured 
and the beam area found to be 80 sq. deg. From Eq. (10-13) the direc- 
tivity D with respect to a half-wave element is 


41,253 
1.64 X 80 


315 


From Eq. (10-15) the collecting aperture Ac is 

Ac ^ AhD = 0.0052 X 315 = 1.64 m-” 

We can now tabulate the three apertures of the horn as follows: 

Physical aperture Ap = 2.00 m“ 

Collecting aperture Ac = 1.64 m“ 

Effective aperture At = 1.04 m“ 


From these apertures the collectivity and effectivity can be obtained. 
Collectivity k — ^ = 0.82 

Ap /.UU ^ 

Effectivity ^ ~ ^ ~ ~ 

The cdllectivity-effectivity product is 

/ce = 0.82 X 0.63 = 0.52 

If the wave arriving at the mouth of the horn has a power of 1 watt per 
sq m, it then follows that the power delivered to the terminating imped- 
ance is equivalent to that gathered over an area of 1.04 sq m, or the 
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effective aperture. This power amounts to 1.04 watts. If there v,ere 
no loss or mismatch, the power delivered would be 1.G4 v atts, correspond- 
ing to a collecting area of 1.64 sq. m, or the collecting aperture. 

10-16. Effect of Transmission Tine on Effective Aperture. — ^As men- 
tioned above, the effective aperture of an antenna is affected by the value 
of its terminating impedance. Actually the situation is not so simple as 
it appears in Fig. 10-7. It is usually desirable to separate the antenna 
and its associated receiver physically and to connect them with some form 
of transmission line. The general arrangement is shown in Fig. 10-9. 
Some of the energy received by the antenna may be reflected at the 
antenna-transmission line junction .4 if an impedance mismatch is 


Direction of Ftow 
of intercepted I 
Energy— ^1 


Junction A 


•"Antenna or 
CoHector 


Ground Plane 


^Transmission 

Line 


m 


present. Like^\"ise some of the energj' that passes A into the line ma 3 ’ be 
reflected at B if there is a mismatch into the receiver impedance Z. 
MTben the reflections at A and B are zero, maximum energy is delivered 
to the receiver. If the energy reflected at £ is not zero, there will be a 
standing voltage wave on the transmission line even though the reflec- 
tion at A is zero. In general, the fraction of the intercepted energy pass- 
ing A into the transmission line depends not only on the antenna and line 
impedances, but also on the impedance match at B and the length of line 
L. This is due to the fact that an impedance mismatch at B makes the 
effective impedance at A dependent on the line length L. 

10-17. Band Width. — The band width of an antenna maj' bo defined 
simply as its useful frequenej' range. In the case of direction-finder 
antennas the limits maj' be quite arbUrarj'. However, the lower limit 
of the range is usually the frequency at which the directional character- 
istic of the antenna becomes too broad for usable directional indications, 
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or the effective aperture becomes too small, or both. The upper limit is 
usually the frequencj'’ at which the directional characteristic or pattern of 
the antenna can no longer be interpreted readily. Tliis commonly 
results when the pattern develops minor lobes of such number and size 
as to make a dhectional indication difficult or confusing. 

The effective aperture of an antenna and its band width are incom- 
patible factors. In general, the band ^\^dth of an antenna is obtained at 
the expense of its effective aperture, or vice versa. These comments 
apply to fixed untuned antennas. In case the antenna is tuned to reson- 
ance by variable impedances or is adjusted physically, then the frequency 
band, although narrow at any one adjustment, maj'- be moved over a 
relatively mde range. 

Antennas described in this chapter cover a frequency range from 50 to 
12,000 Me. It has been found convenient to cover this range with four 
antennas ^nth a considerable overlap in frequencj’' between some of them. 
A fifth antenna is also described (half-wave elements and Adcock array) 
which duplicates the coverage of part of the range. Each of the antennas 
illustrates a distinctly different type of design. The band mdths covered 
by the different types vary from a 1.6-to-l frequency range to a 14-to-l 
frequency range. The 1.6-to-l frequency range corresponds to less than 
one octave, Avhile the 14-to-l range corresponds to nearly four octaves. 
In the design of these antennas there is usually a compromise between 
band width on the one hand, and effective aperture on the other. 

10-18. Polarization Discrimination and Response Ratios. — As pointed 
out in Chap. 9, general-purpose u-h-f direction finders must be capable of 
taking bearings on waves that are either vertically or horizontally polar- 
ized. Several of the antennas described in this chapter fulfill this require- 
ment by incorporating two antennas on a single rotatable base, one antenna 
being oriented so that the element is vertical, and the other so that the 
element is horizontal. By means of an r-f switch or relay, either antenna 
may be connected to the receiver. 

To facilitate the choice of the proper antenna when a wave of unknown 
polarization is received, it is desirable that each antenna discriminate 
against waves of the opposite polarization. For example, the vertical 
antenna should be much more responsive to a vertically polarized wave 
than to a horizontally polarized wave of the same intensity. The ratio 
of the antenna response to two waves of opposite polarization, but of the 
same magnitude, may be called the 'polarization-discrimination ratio. 

To illustrate, let us consider a rotatable directional vertical antenna. 
Assume that a vertically polarized wave of power per unit area, W, at 
the antenna produces a terminal power Vv when the antenna is oriented 
for maximum response. Assume, further, that a horizontally polarized 
wave of the same power per unit area at the antenna produces a terminal 
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power 7 a when the vertical antenna is again rotated for maximum 
response. This orientation may not be the same as for the vertically 
polarized wave. Then the polarization-discrimination ratio D, of the 
vertical antenna is 

B. = ^ (10-16) 


In a similar way the polarization-discrimination ratio of a rotatable 
directional horizontal antenna may be taken as 


/)» 


Hk 

H, 


(10-17) 


Consider next both vertical and horizontal antennas on a single rota- 
table base. We may define what can be called the response ratio of the 
two antennas to a given polarization. The response ratio of the vertical 
and horizontal antennas to vertically polarized waves can be written as 


„ _n T^a 7.Z)* 

H," HkH,~ Hh 


(10-18) 


Similarly, the response ratio of the two antennas to horizontally polarized 
waves is 


P /fA i/*7. _ HkD, 

V* 7,7a ■ ~ 


(10-19) 


The response ratio is particularly significant when both a vertical and 
a horizontal directional antenna are mounted on the same rotatable 
structure and a means of instan- 
taneously connecting either to the 
receiver is provided. Antennas of 
precisely this kind are described 
bdow and are called combination 
wrtiad-horizontal antennas. It is 
desirable that both response ratios 
be large., in. Qrd&c to faeUitate the 
choice of the proper antenna when 
a wave of unknown polarization is 
received. It is apparent that the 
response ratio involves the polari- 
zation-discrimination ratio of one 
antenna and the ratio of effective apertures of two antennas. In 
general, it is desirable that the effective apertures of the vertical and 
horizontal antennas be nearly equal, in which case the polarization- 
discrimination ratio must be large in order to have a large response ratio. 


Vertical Polarization Horizontal Pohrizolion 


VC© 


Fio. 10-10. — Typical aet of patterns for 
a spinner '(rith vertical and horizontal 
antennas showing the values used in calcis- 
lating the polaiization-diacrimination ratio 
and the response ratio. 
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To illustrate polarization-discrimination ratio and response ratio, con- 
sider the hypothetical antenna directional characteristics shown in Fig. 
10-10. The pattern of the vertical antenna of a vertical-horizontal pair 
is shown at a for a vertically polarized wave of power per unit area W. 
The length L of the pattern maximum is assumed to be proportional to 
received power. The pattern of the horizontal antenna to the same verti- 
cal wave is shown at h. The pattern of the vertical antenna to a hori- 
zontally polarized wave of power per unit area W is shown at c, while 
the pattern of the horizontal antenna to the same horizontally polarized 
wave is shown at d. 

The polarization-discrimination ratio of the vertical antenna is then 

D, = ^ (10-20) 

and of the horizontal antenna 

= ^ ( 10 - 21 ) 

The response ratio for vertical polarization is 

ii!„ = ^ (10-22) 

and for horizontal polarization is 

(10-23) 

10-19, Bearing Deviation. — The applications to which a direction 
finder can be put depend to a considerable extent on the accuracy with 
which bearings of distant sources can be determined. As indicated in 
Chap. 9, reflecting objects may distort the phase front of the wave from 
the distant source. In general, the larger the aperture of the direction- 
finder antenna or collector, the smaller will be the indicated deviation 
due to these phase-front distortions. If the position of the reflecting 
objects and the direction of energy arrival in the vertical plane remain 
fixed with respect to the direction-finder antenna, then the bearing 
deviation vdll remain constant for a source at a given azimuthal angle. 
On this basis the true and observed bearings of a source can be compared 
for all horizontal directions and a curve of bearing deviation vs. observed 
bearing prepared. This is commonly called a calibration curve. In 
general, such a curve applies to a single frequency. Many such curves 
must be taken to determine the deviations over a frequency range. 

Deviations from the true direction may also be introduced by mis- 
alignment between the direction-finder antenna and the indicating system 
or may be caused by the sweep circuit of the indicator. These deviations 
can be grouped under what may be called instrument error. 
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Another source of deviation is in the antenna itself. In the case of 
a directional antenna, the angle that the main lobe of the radiation charac- 
teristic makes with a reference line on the antenna structure may vary 
with frequenc}'. For convenience this is called the antenna hearing 
shift. In order to determine the magnitude of this bearing shift the true 
and observed bearings of a source in a fixed direction may be compared 
over the frequency range of the antenna and under conditions substanti- 
ally free from disturbances due to reflections. In the case of the combina- 
tion vertical-horizontal direction-finder antennas tliis measurement is 
made for both vertical and horizontal polarization. In an antenna of 
symmetrical mechanical construction the measured deviations are usually 
less than a few degrees. When a wave polarized at 45 deg is incident on 
the antenna, either the vertical or horizontal element can be used for 
direction finding since the 45-deg polarized wave consists of equal hori- 
zontally polarized and vertically polarized components. The presence 
of both components tends to increase the deviation, particularly if the 
polarization discrimination of the antenna is low. However, if the 
polarization-discrimination ratio of the antenna is high, then the devia- 
tion observed on waves polarized at 45 deg is small. 

10-20. Application of Direction-finder Antennas. — A directional 
antenna or collector can be utilized for direction finding by several 
methods; 

1. The antenna can be rotated physically by manual or motor-driven means. 

2. The antennas may be fixed physically m pairs or groups and the outputs so 
coupled that in effect the directional characteristic is electrically rotated at man- 
ual or motor-driven speeds. 

3. The antennas may be fixed physically in pairs or groups and the outputs 
so coupled that the radiation characteristic is electrically rotated at radio 
frequency. 

A number of motor-driven rotatable direction-finder antennas, or 
spinners, will be described. These antennas are used by Method 1. In 
addition, an example of a manually rotated and also sector-sweeping 
half-wave element and Adcock array is presented. The indicators associ- 
ated wdth these antennas are descnbed in Chap 1 1 . 

Some examples of antennas and systems employing Method 2 vdll be 
given. It might also be mentioned that the fixed crossed loops of a 
BelUni-Tosi direction finder^ belong to Method 2. No antennas using 
Method 3 are discussed. However, a simple example of such an arrange- 
ment can be briefly stated. Conader that two horizontal half-wave 
elements are mounted at right angles and energized in time quadrature 

1 Keen, It., “Wireless Direction Finding," 3d ed., Chap. 5, pp. 138-183, Iliffe and 
Sons Ltd., London, 1938. 
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.This arrangement is commonly known as a iurnslile antcnnaA The 
directional characteristic of this antenna, which is a figure of eight in 
the horizontal plane, rotates at a rate equal to the applied radio frequency. 
Thus, if the elements are enci'gized at 100 Me, the pattern rotates 100 
million times per second. By comparing the phase of the energy received 
by the turnstile and by a nondirectional antenna mounted above or below 
the center of the turnstile, the direction of energy arrival in azimuth may 
be deduced. 

10-21. Half-wave Element and Adcock Array. — ^At a frequencj' of 
150 Me a half-wave is 1 m long (about 40 in.). A half-wave linear ele- 


ment for frequencies of tliis order 
may be of conAmnient size in some 
applications. When it is mounted 
horizontallj’’ and rotated manu- 
ally, bearings can be taken on 
horizontally polarized sources b 3 '’ 
rotating the antenna for minimum 
response. There is a 180-deg 
ambiguity, since the directional 
pattern of the half-waA^e element 
has tAvo minimums, as shomi in 
Fig. 10-5. For aircraft applica- 
tions the bidirectional pattern is 
not considered objectionable since 
the 180-deg ambiguity is usually 
resolved rapidly oAAung to the 
speed of an aircraft vdth respect 



Fig. 10-11. — Direction-linclcr array of 
horizontal lialf-wavc element and vortioal 
Adcock antenna. 


to a fixed source. The fact that the individual bearings each include a 
180-deg ambiguity does not influence the result, since two bearings or 
"cuts” intersect at only one point. 

By adding an Adcock antenna consisting of two vertical half-wave 
elements spaced about wavelength apart at right angles to the hori- 
zontal half-wave element, the same array can be used to take bearings on 
either vertically or horizontally polarized sources. The resulting com- 
bination antenna may be called a half-wave clement and Adcock array. 
The directions of the nulls of the Adcock in the horizontal plane coincide 
Avith those of the horizontal element, so that no bearing shift results Avhen 
the source changes from vertical to horizontal polarization and reception 
IS shifted from the Adcock to the horizontal element. 

A direction-finder antenna of this kind developed in the Radio 
Research Laboratory found wide application. The general arrangement 


' BnowN, G. H., A Turnstile Antenna for Use at Ultra-high Frequencies, Elec- 
tronics, 9, 14 (1936). 
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of the antenna is shown in Fig. 10-11. Both the horizontal half-wave 
element and the vertical Adcock are rigidly supported from a rotatable 
mast. Installations of this array below the fuselage of an aircraft were, 
in general, found to give more accurate bearings than those above. 

Electrical connection to the antennas is by means of twin-coaxial 
transmission lines. A balun (balance-to-unbalance transformer) couples 
each twin-coaxial cable to a sin^e coaxial line. A line extends from each 
balun to a sndtch by which either antenna can be connected to the 
receiver. There is no rotating joint in the transmission line, so that the 
line twists as the antenna is turned. Stops are provided to prevent con- 
tinuous rotation through more than about 360 deg. 

The half-wave elements of the half-wave horizontal element and 
Adcock antenna are slender, with a length-to-thickness ratio of the order 
of 40. The band wdth of the antennas is accordingly not large, being 
about l.G to 1 for satisfactory power gain and pattern. In order to cover 
a wider frequency range the horizontal element and Adcock array are 
made as a unit that can be detached from the supporting mast and 
replaced by another unit or array with elements of different length and, 
thus, suited for operation over a different band of frequencies. In this 
way the frequency band 70 to 760 Me is covered by four units, or arrays. 

The antenna array is rotated by a manually operated hydraulic drive 
with a BjTichro position indicator. The receiver is first switched between 
the horizontal element and vertical Adcock to determine the polarization 
of the received wave. The antenna corresponding to the polarization is 
then used while the array is rotated for a minimum response. A later 
development has an electric motor drive, controlled by a right-left 
switch. In a further modification the antenna array oscillates back and 
forth through an azimuthal angle manually adjustable from 0 to 30 deg 
at a period of the order of I sec. This oscillating, or “sector-sweep,” 
drive is electrically operated. With this arrangement the sector of sweep 
is turned slowly until the received signal strength appears to be equal on 
both sides of the minimum. The center of the angular sector then coin- 
cides with the direction of the source. This arrangement is described in 
more detail in Chap. 11. 

10-22. Double-loop Spinner. — ^This spinner was designed for a 
frequency band of 50 to 300 Me, primarily for use on aircraft where small 
weight, size, and wind drag are important considerations. The con- 
sequent restriction in size of the antenna to about 0.5 m places it in Group 1 
of Fig. 10-6, since at 50 Me 0.6 m amounts to about 0.08 wavelength. A 
loop is, thus, a logical possibility. A further requirement that the 
antenna operate only on horizontally polarized waves suggested the 
double-opposed-loop arrangement shown in Fig. 10-12a. Assume that 
the loops are immersed in a horizontally polarized field wnth the plane of 
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polarization parallel to the plane of the page. The directional character- 
istic of the loops is then as shown by the dashed lines. Ideally, the 
response of the loops to a vertically polarized source in the plane of the 
page is zero, which is an advantage as it provides a large polarization- 
discrimination ratio. 

Carrying the arrangement of Fig. 10-12a a step further, we obtain the 
configuration of Fig. 10-12b. In order to connect balanced loops of this 
type to a coaxial or unbalanced transmission line, still another step is 
required. Tliis is shomi in Fig. 10-1 2c. Here each loop is coimected 
into a coaxial line at points M and N, with the two lines connected in 
parallel at Q. The instantaneous current distribution on the loops is as 
sho^vn bj’’ the arrows. The coupling from loop to coaxial line is bal- 
anced, since the current flowing from the inner conductor onto branch 


Directional 

Terminals Characteristic 




N 


Fio. 10-12. — Steps in evolution of double-loop spinner. Curretit distribution shown by 

arrows. 


U at itf has an impedance path to point P which is equal to that pre- 
sented by branch S to current entering or leaiung the inside of the outer 
conductor at ilf. One may consider that P is at a point of electrical 
symmetry. Hence, a supporting column mounted perpendicular to the 
loops at P^should not affect the current distribution. 

The double-loop spinner thus evolved operates on horizontally polar- 
ized waves and gives a bidirectional pattern. The loops are tuned to 
resonance by a variable capacitor in the central member of the structure, 
the capacitor being operated from a remote point by moans of a synchro 
link. By means of this tuning arrangement, the antenna is made to cover 
a frequency range of about 60 to 300 Me with usable power gain. The 
bidirectional pattern is not considered objectionable for the application 
intended, since the 180-deg ambiguity is usually resolved readily as 
explained above. 

The construction of the spinner is shovm in Figs. 10-13 and 10-14. 
The double loop is mounted on a vertical column which, together with the 
center member of the loop, forms a T-shaped structure. The center 
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element of tbe loop structure contains a variable air capacitor that tunes 
the loop to resonance, inductance coils, a frequency-range change relay, 



etc. The variable condenser is tuned 
remotely through a pair of sjmchros, 
one of which is mounted in the vertical 
column. Slip rings deliver current to 
the sjTichro and relay. An electric 
motor drive rotates the spinner at 
speeds of 100 to 300 rpm. The r-f 
transmission line from the double loop 
to the receiver has a rotating joint. 
A description of a rotating joint is given 
in Sec. 10-35. 

Since the antenna is designed to 


drive unit. respond only to horizontal polariza- 


tion, the vertical column is made small in diameter to minimize the 


response to vertical polarization. Some response to vertical polariza- 
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In the double-loop antenna the two loops are connected in opposition 
so that the radiation pattern is a figure of eight with mininaums in the 
direction of the ends of the central horizontal member and maximums 
out from the ends of the loops. As can be seen from Fig. 10-15, the loops 
and the inductances L 2 and L 3 (and Li when the relay switch is closed) 
form a tuned circuit with the variable tuning capacitor. The setting of 
the capacitor determines the frequency to which the circuit is tuned. 

T imin g the antenna to a particular frequency maximizes the current 
on the loop collectors at that frequency. The analysis of the complete 
circuit given below reveals that the circuit will be tuned at more than one 
frequency for a given setting of the tuning capacitor, and this is con- 



firmed experimentally. Closing the frequenc 3 ’--range change relay throws 
inductance in parallel mth that already in the circuit, thus changing 
the frequency range covered by the tuning capacitor. With judicious 
choice of inductances, a fairly wide frequency range can be covered in 
four steps. Two of these are covered by the variable capacitor with the 
relay unenergized. Two others extend the frequency range at one end 
and fill in the gap between the first two. 

10-23. Circuit Analysis of the Double-loop Spinner. — To understand 
the tuning of the double-loop spinner, an approximate analysis of the 
tuning circuit is helpful. The equivalent circuit is shown in Fig. 10-15. 
The loops are treated as short-circuited sections of two wire lines of charac- 
teristic resistance Ri. The coaxial line between ilf and Q of Fig. 10-12 is 
represented by a line of characteristic resistance Re. The mutual imped- 
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ance of the loops is ignored. The electrical lengths of the loops and of 
the coaxial lines are taken equal to each other and represented by aj. 
With these assumptions the impedance duo to one loop at point A is 


Zt 


(Rt + -Ri) tan ni 
“ * Rt - Ri tan* ai 


(10-24) 


Since the two loops are in parallel, the total impedance at point A 
due to both is Zi/2. In Fig. 10-16 a family of cur\'e3 representing values 
of Zi/Rt for different ratios of Rt/Ri is plotted as a function of ni in 
electrical degrees. If the tuning is done at point A, it is apparent that 



Fia. 10-16 — Ratio of loop impodanco to cliaracteristic resistance of coaiial 

line coupled to loop as a function of loop lenethin degrees, for several ratios of characterUtis 
resistances of line and loop (Ri/i2i). 

there will be a nide band of frequencies (where Zi/Ri is negative) at 
which capacitive tuning is impossible. It is further apparent that the 
larger Rj is with respect to Rj, the larger the band between «j = 0® and 
at = 90* over which capacitive tuning is possible. Since this range is 
likely to be the one of greatest interest, one might conclude that the ratio 
of Rt to Ri should be as large as possible. 

Two other factors, however, enter the picture, one being the ratio of 
radiation resistance to loss resistance. Because of its small size ivith 
respect to wavelength, the double-loop antenna has a very small radiation 
resistance. By making the loop collectors large in cross section, the loss 
resistance can be made small with respect to the radiation resistance. 
In the section of coaxial line, MQ of Fig. 10-12, most of the loss resistance 
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is in the inner conductor. To minimize this loss, the size of the inner con- 
ductor should be relatively large, vdth the result that the ratio of R 2 to Ri 
may be small. The second factor affecting the size of the ratio is the 
slope of the impedance curve. If the ratio is small, the slope is very 
small over a large angular range, and hence the tuning will be broader. 
For this reason a small ratio is to be preferred. 

Typical values of the characteristic resistances and electrical lengths 
are Ri, 300 ohms; Ra, 50 ohms; R 3 , 200 ohms; ai, 15 deg at 50 Me; 0 : 2 , 
In Pig. 10-17, Zl/2 is plotted vs. frequency for these values of Ri 
and Ri. The dashed curve shows the impedance at point B of Fig. 



50 100 150 200 250 300 

Frequency, Meqacycles 

PiQ. 10-17. — Various impedances involved in tuning double-loop spinner as functions of 

frequency. 

10-15, looking toward A. The effect of the short section (ao) of 200-ohm 
line (Rt) has been to raise the impedance curve so that a considerable 
part of it now comes witliin the range tunable by capacitance above 150 
Me. To fill the gap in the tuning range between about 70 and 150 Me, 
parallel inductance L\ can be added to the circuit near A. By proper 
choice of Li the impedance Zb as seen at B can be adjusted to permit 
tuning in the gap appearing above as shown in Fig. 10-17. This induct- 
ance will also extend the frequency range at its upper end by lowering 
the curve sufficiently to permit tuning by a 6- to 100-/j/if variable air 
capacitor. Thus by putting Li into the circuit, the gap in the tuning 
range can be filled and the range extended at its upper end. Curves of 
i/wC for values of the capacitance of the air capacitor equal to 5 and to 
100 inii are plotted on the graph. For values of reactance falling between 
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Fio — 10-18 • — Dftuble- 
loop-spinner pattern aa it 
appears on indicator. 


these curv'es, the circuit can be resonated. The inductance Lj is large 
enough not to affect appreciably the impedance at B. It is incorporated 

O in the circuit to provide an impedance trans- 
former for coupling to the 50-ohm line leading to 
the receiver. This treatment of the tuning prob- 
lem works out well at the lower frequencies, but 
deviations from the predicted behavior increase 
with increasing frequency. 

10-24. Pattern and Power Gain Obtained 
with Double-loop Spinner. — Figure 10-18 is a 
photograph of the pattern appearing on the 
oscilloscope screen of one of the indicators 
described in the next chapter, when the double- 
loop spinner is used as a component of the direction-finder system 
The polarisation of the signal is horizontal, and its modulation is sine 
wave at about 400 cycles. Bisection 
of the pattern tlirough the maximums 
gives the bearing of the source. 

The power gains obtainable with 
the double loop described (16 in. in 
diameter, 13 in. across the center mem- 
ber) vary from about 20 db below a 
resonant free-space half-wave element 
at 50 Me to about 2 db below in the 
\icinity of 300 Jle. These measure- 
ments are made with the double-loop 
antenna in free space. A horizontal 
ground plane 10 or 12 in. from the loop, 
as might be present in an aircraft 
installation, reduces the power gain by 
5 to 10 db, at angles of incidence nearly 
parallel to the plane. The effect is 
more pronounced at the low end of the 
frequency band. 

10-25. Installation of the Double- 
loop Spinner. — The spinner may be 
mounted about 1 ft from the skin of the 
aircraft within a streamlined plastic 
housing on the forward underside or 
“chin” of the aircraft fuselage, as 
shorn! in Hg. 10-19a. 'With thisloca- 
tion, the sensitivity and indications should be satisfactory in all directions 
except for a sector aft. In order to increase the loop sensitivity at the 



Fla. 10-19. — Installationof Jouble- 
loop spinner on aircraft, showing t»o 
methods of mounting. 
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lower frequencies, however, where the proximity of a ground plane is 
particularly objectionable, a mounting at a greater distance, such as 2 ft, 
from the skin of the aircraft may be desirable. The greater distance can 
be achieved by increasing the length of the vertical column and enclosing 
both it and the loop in a streamlined plastic housing, as sho-wn in Fig. 
10-195. 

10-26. Combination Vertical-horizontal Comer-reflector Spinner. — 
At 100 Me a length of 2 ft corresponds to 0.2 w'avelength and at 1000 Me 
to 2 wavelengths. An antenna -with aperture dimensions in this range 
falls in Group 2 of Fig. 10-G. In this range, sheet reflectors can be 
used to advantage. In fact it is possible to use a single sheet in the dual 
capacity of a reflector for both a vertical and a horizontal antenna by 



Flo. 10-20. — Plan and elevation views of vertical element and horizontal sleeve element 
separated by single-sheet reflector. 


placing the sheet between them. Figure 10-20 shows an antenna work- 
ing on this principle. A vertical element is placed on one side of a sheet 
and a horizontal sleeve element on the other. Either element can be 
connected to the receiver. Elements and reflector are mounted on a 
circular base, and the entire assembly forms a spinner that can be rotated. 

An antenna of the same general type but covering a broader frequency 
band is described in this section. Instead of a reflector of relatively 
simple shape as in the antenna of Fig. 10-20, a number of additional 
reflecting surfaces are added to both sides to increase the directivity and 
band width of the vertical and horizontal antermas. The general 
arrangement is illustrated by the horizontal-plane cross section in Fig. 
10-21a. A vertical element is mounted in a corner reflector of 100-deg 
internal angle. The corner is truncated by a surface EF, which with the 
sides of the corner makes the reflector walls approximate a parabolic 
contour. The parabolic approximation is of consequence only at the 
higher frequencies, where the difference in path length of energy reflected 
from the- apex of the corner with and without the sheet EF become.s a 
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substantial fraction of the wavelength. Two horizontal elements in the 
form of a V are placed parallel to the back surfaces of the reflector. Sur- 
faces at a 45-deg angle in the vertical plane are also placed parallel to the 
horizontal elements so that the reflector for the horizontal elements has 
the form of a truncated 90-deg comer, as shown in Fig. 10-216. 

Both antennas are mounted on a rotatable circular base forming a 
combination vertical-horizontal comcr-reflector spinner, or simplj’ a 
comer cpinner. Either the vertical or horizontal elements may be con- 
nected to a receiver by means of a relay-operated single-pole double- 
throw snitch in the r-f transmission line. For convenience this is referred 
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Fia. Plan and (&) ricvalion aection aJons of corner spinner. 

to 05 an r-f relay. U is roountwl on the spinner under the reflecting sur- 
faces. A typical relay is described in Sec. 10-37. 

The corner spinner thus consists of one antenna responsive to verti- 
cally polarized waves and another responsive to horizontal!}' polarized 
waves, both mounted back-to-back on a rotatable base. Since the direc- 
tional characteristics point in opposite directions, a l80-<lcg bearing sluft 
would be produced when the receiver is switched from the vertical to the 
horizontal antenna, or vice vcnai, if compensation were not provided. 
Tliis is accompHshetl by means of another relay-operated switch located 
in the indicator unit and working simultaneously with the one in the r-f 
transmission line. The second switch reverses connections to the 
indicator cathode-ray tube and thereby reverses the obscn'cd pattern 
direction. 

Tlie horizontal antenna of the comer spinner is shown in Fig. 10-22. 
A plastic radorac forming a weatherproof enclosure for the antenna has 
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balance-to-unbalance transformer, or balun, to a single coaxial cable 
that connects to the receiver. Some balun-design considerations are 
treated in Sec. 10-39. It vdll be noted that the ends of the horizontal 
elements are not connected together at point J at the apex of the V, 
although there is considerable capacitance at the gap. At most fre- 
quencies, closing the gap or leaving it open makes little difference in the 
directional characteristic of the antenna. Over a Avide frequency range 
the open gap is, however, to be prefeiTed. With the gap closed it is more 
ohrdous that the antenna is but a form of a horizontal loop. From 
another viewpoint, the horizontal elements GJ and HJ are part of a 
reentrant transmission line Avhich also includes the coaxial cables to the 
balun. 

From still another standpoint, the horizontal elements are branches 
of a V-antenna coupled into transmission lines at the open end of the V 
rather than at the apex. The fact that the connection is made at the 
ends rather than the apex of the V is of fundamental importance. To 
explain the basis for this difference, 
consider the two V-antennas illus- 
trated in Fig. 10-25. For conven- 
ience the transmitting case AviU be 
considered. Energj’’ entering the V 
of Fig. 10-25a at the apex pro- 
gresses along the branches of the V 
as a traveling electromagnetic wave. 

If it is assumed that the branches of 
the V are long in terms of wave- 
lengths, the amount of energy re- 
flected from the open ends Avill be 
small since most of the energy is radiated before the wave reaches the 
open end. Under these conditions the directional characteristic of each 
branch is as indicated and the maximum of the total characteristic is in 
the direction shoAvn by the large arrow. 

Energy enters the V of Fig. 10-256 from the opposite end. It is 
assumed that the sections P and Q do not radiate. If the branches E and 
S of the V are long, then the directional characteristics of the individual 
branches are as shown and the maximum of the total characteristic is in 
the direction of the large arrow. This V-antenna is directional in a 
direction opposite to that of the apex-connected Y merely because the 
energy is introduced at the opposite end of the V. 

The horizontal elements of the corner spinner are of relatively large 
cross section. Since, as a wave travels along the element, more radiation 
takes place from an element of large cross section than from one of small 
cross section, the horizontal elements tend to be unidirectional in the way 



Fig. 10-25. — (a) Apex-connectod V-antenna 
and (5) end-connected V-antenna. 
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described above, even though they are relatively short. By reciprocity 
the directional characteristic in the transmitting case is the same as in 
the receiving case. Thus, the direction of energy flow for maximum 
sensitivity of the comer spinner is as indicated by the large dashed arrows 
in Fig. 10-24. 

10-29. Directional Characteristics . — A series of comer-spinner pat- 
terns over a frequency range from 90 to 2000 Me is presented in Fig. 
10-26. The nominal frequency range of the antenna is about 100 to 
1400 Me. The patterns at other frequencies are presented as a matter of 
interest. The patterns are for a vertical angle of incident energy of 
about 0 deg. The line drawings were made from photographs of the 
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Tio. 10-26 — Corner-epinner patterns. 


cathode-ray-tube screen of the direction flnder ivith which the spinner was 
used. In these patterns the deflection is approximately proportional to 
the field intensity. 

As the frequency increases above 90 Me, the patterns tend to become 
sharper and the back lobes smaller. The response ratio of the antennas 
for both polarizations is large in all cases shown except two. At 90 Me, 
with vertical polarization the horizontal antenna shows a large response 
with a pattern of shape similar to that of the vertical antenna but turned 
through 90 deg. However, at this frequency the response ratio for hori- 
zontal polarization is large so that it is pc^ible to distinguish between 
vertical and horizontal polarization. At 500 Ale, with horizontal polariza- 
tion, the vertical antenna shows a moderate response, but the shape of 
the pattern is unsymmetrical and is distinctly different from that pro- 
duced by the horizontal antenna. Thus the proper antenna can readily 
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be selected. At most frequencies the response ratio for both polariza- 
tions is high. 

It is apparent from Fig. 10-26 that the antenna patterns are character- 
istic of the frequency. Thus the frequency of an unknown source can 
be estimated by the shape of the received pattern. For example, if the 
pattern shown in Fig. 10-26 for the horizontal antenna with horizontal 
polarization at 1000 Me is observed on the indicator, it signifies that the 
frequency of the source is about 1000 i\!c. Suppose, how'ever, that the 
receiver dial indicates a frequency of 500 Me. From this it can be con- 
cluded at once that the second harmonic of the receiver oscillator is beat- 
ing Mth the signal received by the antenna. Retuning the receiver to 
about 1000 Me should result in stronger reception of the source. If the 
source frequency was 500 hlc, the pattern would appear as showm. The 
difference between the pattern for 500 Me and the one for 1000 Me is 
unmistakable. 
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Fig. 10-27. — Bearing shift os a function, of frequency for vertical and horizontal antennas 

of corner spinner. 

10-30. Bearing Shift and Effective Aperture. — In Fig. 10-27 curves 
of the bearing shift (see Sec. 10-19) of the vertical and horizontal antennas 
of the corner spinner are sho^vn as a function of frequency. With the 
exception of two points, aU values fall within plus or minus 5 deg. In 
Fig. 10-28 the measured effective aperture in square meters of the vertical 
and horizontal antennas of the spinner is presented as a function of fre- 
quency. The ratio of the effective aperture to the physical aperture of 
the antennas (or effectivity-collectivity product) is about 0,1 for most of 
the nominal frequency range. This means that even though the anten- 
nas cover a very wide frequency range (over 1000 per cent) the antennas 
have only about 10 db less gain than they might have on the basis of their 
physical aperture. The values of effective aperture showm take account 

of losses in the cable through the driving unit and in the rotating 
joint. 

10-31. Combination Vertical -horizontal Parabolic -reflector Spinner. 

1 1000 Me, an antenna of 2 ft aperture is about 2 “wavelengths across. 

us for an aperture of about 2 ft, and frequencies of 1000 Me and above, 
"0 are in the region where antennas of Group 3 of Fig. 10-6 may be 
employed to advantage. A suitable direction-finder antenna belonging 
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to this group consists of a combination of a vertical and a horizontal 
antenna, each vith its o-^vn parabolic reflector. It ma}’- be designated as a 
combination veriicaJ-horizonta.1 parabolic-reflector spinner, or simply as a 
double-parabolic spinner. Figure 10-29 shows an over-all view mth 
the side responsive to vertical polarization facing the reader. This 
antenna has a maximum dimension of about 20 in. and is used on fre- 
quencies from 1000 to 5000 Me. The size and weight are sufficiently 
small to make the antenna attractive for airborne installations, as well 
as for ship and land applications. The antenna is designed for rotation 
at speeds of the order of 300 rpm. The weight of the ahborne antenna is 
about 10 lb. 

10-32. Paraboloid Reflectors. — The parabolic reflectors are actually 
parabolas of revolution, or paraboloids. The antenna was originally 
designed to mount inside a hemispherical radome or blister of such size 
that it was necessary to cut off each of the two paraboloid components 
(18 in. diameter, hi. focal length, 4^ in. depth) by a plane parallel 
to the axis of rotation of the paraboloid. Physically this plane is formed 
by a flat metal disk 20 in. in diameter, on which the paraboloids are 
mounted in a back-to-back relation, as shown in Fig. 10-29. The parab- 
oloids have a shape factor of 4 (ratio of diameter to focal length) and a 
focal length equal to the depth. Since the antenna is designed to cover a 
frequency band of about 5 to 1, and is of restricted size and shape, some 
departures from an optimum single-frequenc}'’ design were necessary. 
At 1000 Me the diameter of the paraboloid (18 in.) is about 1.5 wave- 
lengths and at 5000 Me about 7.5 wavelengths. 

An r-f relay, by which either antenna can be connected to the trans- 
mission line to the receiver, is mounted between the paraboloids on the 
20-in. disk. A rotating joint is located in the transmission line between 
the relay and the receiver, A description of the rotating joint is given in 
Sec. 10-35 and of the r-f relay in Sec. 10-37. 

10-33. Primary Antennas. — ^Each paraboloid reflector has a primary 
antenna or collector mounted near its focus. The primary antenna in 
each case is a “balanced-sleeve” element. The band width and imped- 
ance characteristics of this type of antenna ai'e discussed in Chap. 5. 
In one paraboloid the sleeve element is mounted vertically, making this 
array responsive to vertically polarized waves. In the other paraboloid, 
the sleeve element is horizontal and is responsive to horizontally polarized 
waves. In each case a reflector element is placed near the sleeve element 
to increase the response of the sleeve to energy reflected from the parabo- 
loid. The arrangement of the primary antenna is illustrated in Fig. 
10-30. At high frequencies the current flow on the end cylinders of the 
sleeve element is suppressed by means of small side stubs or rods mounted 
perpendicular to the end cylinders near each end of the sleeve section. 
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as shown in Fig. 10-29. When the over-<ill length of the side stubs U 
about K wavelength or more, they present a lower impedance than do 
the end cylinders and thus reduce the current on the end cylinders. 
Near 1000 Me, currents flow over substantially the entire length of the 
sleeve antenna and of the reflector. Above 3500 Me it is necessary that 
the reflector be closer to the part of the sleeve element carrying most 
of the current in order to maintain proper directivity. This is done, 
in effect, by the bent shape of the reflector, which places it nearer to 
the central or sleeve portion. In this nay, the primary antenna main- 
tains its direction of maximum sensitivity more or less along the axis of 
the paraboloid, and the pattern 
remains sufficiently broad to accept 
energy arriving via most of the 
reflector area. 

Each primary antenna transfers 
its received energy to a 50-ohm 
coaxial (unbalanced) transmission 
line. To allow a balanced connec- 
tion at the antenna, a balance-to- 
unbalance transformer, or balun, 
is provided, mounted in the sleeve 
antenna support (Fig. 10-30). 

The various components of the 
sleeve and reflector assembly are 
identified in Fig. 10-30. As may 
be seen in Fig. 10-29, the reflector of the production model is a single 
bow-shaped element. This was found to be easier to die-cast than the 
original design (Fig. 10-30) and gave equivalent results. 

10-34. Characteristics of the Parabolic-reflector Spinner. — ^Patterns 
of the directional characteristic of the antenna in the horizontal plane 
are shomi in Fig. 10-31. This is the plane of the 20-in.-diameter base 
disk. The vertical patterns are those of the vertical antenna for vertical 
polarization, and the horizontal patterns are those of the horizontal 
antenna for horizontal polarization. In these patterns the deflection is 
approximatel}’ proportional to the field intensity. 

The maximum response of the horizontal array makes .a vertical 
angle of incidence with the mounting plate that varies with frequency, 
since the plate serves to deflect the beam in elevation. The angle of 
maximum response is about 25 deg at 1000 Me, 15 deg at 1100 Me, and 
decreases to 10 deg at 2000 Me, remmning relatively constant at higher 
frequencies. 

The antenna power gain as compared with a free-space half-wave 
element varies over the lOOO-to-5000-Mc frequency range. The gain of 



Tia. 10-30. — Sleeve element and reflec- 
tor aseerablr of primary antenna of double- 
parabolic epinner 
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the horizontal array also differs from that of the vertical array. The 
measured effective aperture of the antenna in square meters is shown by 
the curves of Fig. 10-32. It is apparent that the effective antenna aper- 
tures are greater than the collecting aperture of a half-wave element at 
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Fxa. 10-31. — Double-parabolic spinner patterns. 

most frequencies. However, the effective aperture of each antenna is 
less than the physical aperture at nearly all frequencies. The ratio of 
effective to physical aperture of the antennas averages about 0.1 which 
indicates that the antennas have about 10 db less gain than they might 
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Fig. 10-32. Fig. 10-33. 

— Effective aperture in square motors of double-parabolic spinnor antennas 
f j ef frequency. Effect of loss or mismatch duo to relay and rotating joint not 
included. Physical aperture of antennas and collecting aperture of a resonant half-wave 
e ement indicated for comparison. 

1 — Standing-wavo-ratio tr on 50-ohm lino of horizontal antenna of double- 
parabolic spinnor. 

have on the basis of their physical aperture. The standing-wave ratio 
ou a 50-ohm line measured with the horizontal antenna operating as 
a transmitting array or radiator varies from less than 2:1 to almost 
0:1 over the frequency range, as shown in Fig. 10-33. 
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The polarization-discrimination ratio of the antennas is high over the 
entire frequency range. The polarization-discrimination ratio of both 
antennas is never less than 6 db, and for the greater part of the frequency 
range it is at least 15 to 20 db. Since the effective aperture of both 
antennas is of the same order at most frequencies, the response ratio to 
both polarizations is usually large. 

This antenna has given satisfactory direction-finding performance 
when mounted on the chin of an aircraft fuselage or on a ship's mast. 

10-36. Spinner Auxiliaries. Rotating Joint. — In each of the three 
spinners described above, a coaxial transmission line is used to transfer 
r-f energy from the spinner to the 
receiver. To permit continuous 
rotation of the spinner, a rotating 
joint in the transmission line is 
required. It is placed in the trans- 
mission line passing through the 
drive unit. The general construc- 
tion of a coaxial rotating joint which 
has been used is shown in Fig. 10-34. 
The effective ratio of the diameters 
of the inner and outer conductors is 
maintained nearly constant through 
the joint. In this way but little dis- 
continuity is introduced and r-f 
reflections are not serious up to 
frequencies of about 5000 Me. 
Contact between the rotating and 
stationary parts of the outer con- 
ductor is made by silver pads on 
hardened beryllium-copper fingers 
that ride on the polished surface 
of a stainless-steel tube. The fingers are stationary while the tube 
rotates. Contact between the stationary and rotating parts of the inner 
conductor are made by a soft brass tip held by a spring against a hard- 
ened beryllium-copper cup. The tip is stationary and the cup rotates. 

10-36. Slip Rings. — In the section on the double-loop spinner it is 
mentioned that slip rings are required to carry the current for operating 
the synchro and relay. A satisfactory choice of materials is phosphor- 
bronze for the rings and silver-carbon for the brushes. 

The comer spinner is also provided with slip rings and brushes for 
transferring the relay current. The currents handled by the slip rings 
in the above applications are either direct currents or power-frequency 
alternating currents (60 to 400 cps). 



Fia. 10-34. — Cross-eectional sketch of 
rotstmg joint 
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10-37. Radio -frequency Relay. — Both the corner spinner and the 
double-parabolic spinner have an r-f relay for connecting either the 
vertical or horizontal antenna to the transmission line to the receiver. 

The relay used in the double-parabolic 
spinner is designed for operation on fre- 
quencies up to about 5000 Me. It is in 
effect a single-pole double-throw switch 
operated bj’’ a solenoid and lever arrange- 
ment. The relaj'- is constructed of coaxial 
elements in order to maintain a character- 
istic impedance of 50 ohms. The relay or 
switch consists of a fixed center contact 
and two moving ''contacts, each mounted 
on a flexible leaf of phosphor-bronze, as 
illustrated in Fig. 10-35, •which shows the 
relative positions of the inner conductors 
of the transmission lines. The leaves are 
actuated by a solenoid. At frequencies 
above 1000 Me the capacitance between the open contacts is sufBcient 
to result in an undesirable amount of coupling ■with the disconnected 
antenna. This is eliminated by providing a grounding contact for each 

of the two moving contacts, the ground 
circuit being completed to the contact 
not in use. 

10-38. Relay-current Separator. 
In some applications of the double- 
parabolic spinner, the current for 
actuating the relay solenoid is carried 
by the r-f coaxial line from the receiver. 
The components for separating the 
relay current from the r-f transmission 
line at the relay on the double-para- 
bolic spinner are sho-wn schematically 
in Fig. 10-36. A branch line B is 
connected •with the main r-f trans- 
mission line at A. The branch itself 
can be considered as a length of trans- 
mission line of characteristic imped- 
ance Zo and electrical length a. The 
inner and outer conductors are joined 
at the end of the branch remote from A through the low impedance 
of capacitor Ci. If the capacitor impedance is sufficiently small, 
it effectively short-circuits the line so that the impedance Z of the 
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Fig. 10-36. — Schematic diagriim of 
circuit for separating relay current from 
r-f transmission line. 


Mechanical 



Receiver 

Fig. 10-35. — Sketch of r-f 
relay showing basic components of 
inner conductors. Arrangement of 
complete relay is shown by Fig. 
10-37. 
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consists of a fine 'wire in order that its characteristic impedance be high. 
This wire, the capacitors corresponding to Ci and C^, and the relay are 
shown in cut-away %dew's in Fig. 10-37. Another capacitor Cs is shown 
in parallel to Ci to provide added admittance to ground at the lower radio 
frequencies. The standing--wave 
ratio produced on a 50-ohm line, 
terminated in its characteristic im- 
pedance, bj’’ the insertion of the 
relay of Fig. 10-37 with the separator 
is shown in Fig. 10-38, for the fre- 
quency range 1000 to 5000 Me. The 
standing-wave ratio is under 2:1 
below 3500 Me and rises as high as 
6:1 near 5000 Me. A de\dce similar 
to the separator described is also required at the receiver end of the r-f 
line to inject the direct current or power-frequency alternating current 
into the transmission hne. 

10-39. Baiun. — The horizontal antenna of the corner spinner has a 
balun (balance-to-unbalance transformer) for coupling the two r-f 

transmission lines from the ends of the 
horizontal elements to a single line to 
the receiver (Fig. 10-24) . The primary 
antennas of the double-parabolic spin- 
ner also include a balun for coupling 
to the balanced sleeve element (Fig. 
10-30). 

The balim provides a balanced trans- 
formation not onlj'- when the length is 
90 deg but also for a wide range of 
lengths. Figure 10-39 shows a single 
coaxial line of characteristic impedance 
Z connected to a balanced tivo-wire line 
of the same characteristic impedance by 
means of a balun of characteristic im- 
pedance Zo and length a. The reason- 
ing involved in choosing the length a 
and the characteristic impedance Zo 
is somewhat similar to that given above 
for the branch line of the relay-current separator. The impedance of the 
balun line which appears across the junction of the coaxial and two-wire 
lines at A is 
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Tio. 10-39. — Schematic diagram of 
tvide-band balun. 
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Fio. 10-38. — Standing-wave ratio <r 
produced by r-f relay with separator on 
a 50-ohm line terminated in its character- 
istic impedance. 


Z = jZo tan a 


(10-25) 
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If Zd is sufficiently large, a wde range of values of a will result in a balun 
reactance at A which has relatively small effect on the two lines of imped- 
ance Z. When a is small, the reactance appearing at A is inductive, and 
advantage may in fact be taken of this to balance out capacitive react- 
ance from the antenna. Thus values of a from 20 to 160 deg may be 
permissible. 

In the corner spinner the band width is over 14 to 1, and it is necessary 
to work the balun through the point where a is 180 deg. This can be 
accomplished by adding a resistance R approximately equal to the charac- 
teristic impedance of the balun across the balun about one-third of the 
way up from the grounded end, as shown in Fig. I0-S9. 

10-40. Circularly Polarized Horn with Parabolic Spinner. — At fre- 
quencies above 5000 Me and for apertures of about 0.6 m we are far into 
the region of antennas of Group 3 of 
Fig. 10-6. Under these conditions 
direction-finder antennas of yet differ- 
ent design are possible. In this sec- 
tion a direction-finder spinner is 
described which operates over a nomi- 
nal frequency range of 6000 to 12,000 
Me. The antenna is about 15 in. in 
diameter by about 29 in. in height. 
It differs from the types already de- 
scribed in that the primary antenna is 
shorn collector pointing upward, with 
circularly polarized response, which 
will be referred to as a ctTCularly polar- 
ized hom. The horn is stationary and 
connects to a wave-giude transmission 
line. Energy is deflected into the 
hom by a rotating parabolic reflector 
mounted at a 45-deg angle above the 
mouth of the horn. The reflector 
rotates at speeds of several hundred 
rpm. The antenna has equal response 
to waves at all bearing angles in the 
horizontal plane and for all angles of polarization. The antenna is also 
responsive to circularly polarized waves having the proper direction of 
rotation. The use of waveguide transmission line permits efficient 
operation at much higher frequencies than is possible wth coaxial line. 

The double-loop spinner described in Sec. 10-22 requires a rotating 
r-f joint, while the corner spinner and double-parabolic spinner employ 
both an r-f joint and an r-f relay. In the circularly polarized parabolic- 




and place reflector. 
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reflector spinner discussed in this section, the need for a rotating r-f 
joint is eliminated by mounting the horn in a fixed position so that it 
points upward into a reflector, as shown in Fig. 10-40. Since the antenna 
responds to circular polarization, one antenna performs the task of two 
in the double-parabolic spinner, and the need for an r-f relay is eliminated. 
I The antenna pattern is rotated by causing the reflector to rotate about 
the axis XX' while the horn remains stationary. With this arrangement 
the direction of electric or S lines entering the horn aperture depends upon 
the direction from w'hich the -wave is arriving. If, for example, a hori- 
zontally polarized wave arrives from the south the £ lines lie along the 
east-west (EW) axis. It follows that the horn must be capable of the 
same response regardless of the orientation of polarization of the imping- 



ing wave in order to make the response of the antenna independent of the 
direction of arrival of the wave. Such a horn is sketched in Fig. 10-41. 
It consists of two essential parts, a phasing section and a transition 
section, which orients the phasing section at 45 deg with respect to the 
waveguide as shown. The theory and design of this type of horn are 
discussed in Chap. 6. It suffices here to say that it operates as a col- 
lector and to show that its response is independent of the orientation of 
impinging 8 lines. 

In the proper frequency band the cross-sectional dimensions of the 
horn are such that energy entering the horn will traverse it in two modes, 
viz, the TEo,i and the TEi,o modes. Thus the electric field at any point 
in the horn is the resultant of a field parallel to the polystyrene insert, or 
Phaser, and of a field perpendicular to the insert. In general, these two 
fields will not be in phase. The length of the insert is so chosen that at 
the entrance to the waveguide the field perpendicular to the insert will 
lead that parallel to the insert by 90 deg, provided the two fields were in 
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phase at the mouth of the bom. It is impossible for this phase difference 
to be exactly 90 deg for all frequencies in the frequency band of the 
antenna, but by the proper choice of dimensions and dielectric material 
for the Phaser a phase difference of 90 deg may be approximated closely 
enough for practical purposes. The dimensions of the waveguide are 
such that it will accept only the TEit,i mode in which the electric field is 
parallel to the smaller dimension of its rectangular cross section. 

If the reflector of Fig. 19-40 is an infinitely large flat sheet, then the 
antenna pattern will be essentially the same as the horn pattern, as shown 
in Fig. 10-42. In order to keep 
the space patterns of the over-all 
antenna the same for all bearings 
of the reflector, the space pattern 
of the horn alone should be sym- 
metrical with respect to the longi- 
tudinal axis of the horn. A horn 
of this type is shown in Fig 1041. 
In this horn the cross section of the 
Phaser and aperture is square so 
that the patterns of the bom will 
nearly satisfy the required sym- 
metry about the s.'os of the horn. 

Amother way of expressing the 
fact that the circularly polarised 
parabolic-reflector spinner responds 
equally well to vertical and hori- 
zontal polarization is to say that its 
polarization-discrimination ratio is 
unity. Thus, the polarization of the received wave cannot be determined 
with this antenna. 

The horizontal pattern of the complete antenna should be fairly sharp 
to permit accurate determination of direction. On the other hand, the 
vertical patterns should be broad so that if the antenna is mounted on a 
ship or airplane the signal will not disappear as the ship rolls or the air- 
plane banks. This is achieved in the antenna pictured in Fig. 19-43 by 
shaping the reflector so that it forms a section of a parabolic cylinder 
with its longitudinal axis intersecting the longitudinal axis of the horn at 
an angle of 45 deg. A more complete discussion of the design of this 
type of reflector is presented in Chap. 6. 

The antenna patterns in the horizontal plane for horizontal and verti- 
cal polarization are shown in Fig. 10-44, for frequencies of 5300 and 10,000 
Me. The directional characteristics of the antenna in the vertical plane 
are shown in Fig. lO-t.*! 
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_ Fiq. 10-44. — ^Photographs of patterns of circularly polarized horn -with parabolic 
spmner as they appear on indicator. Patterns are in horizontal plane for both hori- 
zontally and vertically polarized waves. Source is at a bearing of about 45 deg. 


the antenna. The synchro provides the indicator with information as to 
the instantaneous bearing of the reflector. This spinner drive unit is 
designed primarily for shipborne applications. In airborne applications 
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the drive unit is made as shallowr as possible to facilitate installation in 
restricted quarters. 


Horizontal Potarizetton Vartieal Polarization 



0 — 
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Fia, 10-45. — Pattaros of circularly i>o!arit«d horn with parabolic spinner in vertical plane 

10-41. Fixed Antennas. — At low frequencies a loop antenna is the 
leading candidate for a directional antenna of a size that can be rotated 
conveniently. The sensitivity of the loop 
may, however, be considerably less than 
that of a linear half>wave element, even 
though the loop consists of more than one 
turn and is tuned to resonance. ^Vhere 
power gain is important at the lo^\e^ 
frequencies, a different approach may be 
required to the antenna problem. For 
example, if several fixed antennas are used 
as the collectors for a direction-finder 
system, then in many applications a larger 
antenna structure is practical than in the 
case where the antenna is rotated. Thus 
at 50 Me, a frequency at which a half-wave 
vertical element is about 10 ft high, 
several fixed vertical half-wave elements 
may be a feasible arrangement, whereas a 
rotating collector of even half the size 
may be impractical. A fixed antenna also 
has the advantage that rotating joints 
and drive mechanisms are avoided. 

A fixed array of vertical elements is particularly well adapted to 
installation around a mast, as Dlustrated in Fig. 10-46. In this illustra- 
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tion four vertical half-wave elements are mounted at a distance d from the 
mast and at 90-deg intervals. The directional characteristic of each 
antenna is substantially unidirectional since the mast acts as a reflector. 
By constructing a coupling system whereby each antenna is connected 
in turn to the receiver, a result is obtained that is equivalent to physically 
rotating one of the antennas around the mast. In other words, the 
directional characteristic is effectively rotated in azimuth. By observing 
the coupler orientation for maximum received energy, the direction or 
bearing of a source can be determined. 

Such a fixed antenna array developed in the Radio Research Labora- 
tory has a rotating coupler like that illustrated in Fig. 10-47. A trans- 


7b Antenna A 



Fig. 10-47. — Cross section of coupler condenser for fixed antenna array. 

mission line connects each of the four half-wave elements or antennas 
{A, B, C, and D of Fig. 10-46) to a stator plate of the coupler capacitor. 
A rotor plate is capacitance coupled to each of the stator plates in tui-n 
as it rotates. 

A simple analysis of the system may serve to illustrate the principle of 
its operation. Assume that each of the antennas has a unidirectional 
pattern whose shape is a cosine function. Then energy from a distant 
source, in a direction at an angle <}> with respect to a reference bearing, 
Mill be received by no more than two antennas at one time. The volt- 
age developed across the terminals of antenna A is proportional to cos 
while that in antenna B is proportional to cos (90° — <j>) = sin <j>. By 
measuring 6, the angle of rotation of the rotor, as shown in Fig. 10-47, 
the resultant rotor voltage e can be expressed as 

e — Ea cos cos 9 Eb sin ^ sin 9 (10-26) 

where Eji is the voltage on capacitor plate A when the source is at bearing 
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4) “ O", and Ea is the voltage on capacitor plate B when the source is at 
bearing 4 = 90°. 

In Eq. (10-26) it is assumed that the spacing between the antennas is 
so small in terras of wavelengths that the difference in time of arrival of 
the incident wave at the two antennas can be neglected. In other words, 
the currents induced in the antennas by the passing wave are in phase. 
It is also assumed that the voltage on the rotor plate is a cosine function 
of the angle 6 with respect to a stator plate. 

If the system is properly designed the effective apertures of the anten- 
nas are the same, the transmission-line lengths are equal, and the shape of 
the coupler plates and their impedances to ground are identical. Then 
Ea. = Eb 80 that 

« = i?A(coa 4> cos 6 -f sin ^ sin $) (10-27) 

and 

c = cos (^ - B) (10-28) 

When the source direction or angle 4^ is constant, then the rotor volt- 
age that is applied to the receiver is a function of cos 8 \vith a tnaximum 
when ^ In a cathode-ray-tube presentation in which the radial 
deflection is proportional to the voltage e and the angular deflection equal 
to $, a cosine pattern will be traced on 
the tube face, as illustrated in Fig. 
10-48. The maximum deflection is 
then at the angle 4>, which is the direc- 
tion or bearing of tho source. 

As indicated above, the coupler 
capacitor must be of such a design that 
the rotor voltage e due to a voltage E 
on the stator plate A can be expressed as 
E cos 9 (10-29) 

In a cylindrical capacitor with small 
difference in radii of rotor and stator, 
as in Fig. 10-47, the capacitance be- 
tween the rotor and a stator is nearly 
proportional to the area common to 
the two plates. The area in common must, in turn, be proportional to 
cos 6. 

It is desirable that the impedance of the coupler capacitor be large 
compared with the antenna or receiver impedances to which it is con- 
nected, so that the phase of the voltage at the receiver will remain rela- 
tively constant with respect to tiiat at the antenna as the coupler 
capacitor rotates. This condition does not correspond to that for maxi- 


0 



Fio. 10-48 — Indicator pattmi lor 
fixed antenna array. 
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mum energy transfer from antenna to receiver, so that it is necessary to 
tolerate a loss in sensitivity. 

The foregoing discussion concerns operation at a single frequency. 
The problem is more complex when operation over a band of frequencies 
is considered. For example, a limitation on the band width results from 
any change in directional pattern with frequency. A coupling capacitor 
can be designed for a particular antenna-pattern shape but will introduce 
deviations if the antenna pattern changes appreciably. 

A fixed-antenna array for operation on horizontally polarized waves 
is sketched in Fig. 10-49, the principle of operation being the same as 
described above for the vertically polarized array. 



Fig. 10-49. — Fixed array of 
horizontal eleraent.s around n 
mast. 


Split-cylinder 
Antenna— I 
^ond/reci/bnalTn^^ 

Horizon iaiPlon^ 



Crossed half- 
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Fig. 10-60. — Fixed antenna array rvith 
cardioid pattern. 


The four antennas of the arrays discussed above are assumed to be 
substantially unidirectional. An array of two bidirectional antennas 
mounted at right angles can be employed if the bidirectional pattern is 
not objectionable. The bidirectional characteristic can, however, be 
eliminated by coupling in the energy received from an antenna that is 
nondirectional in the horizontal plane. The arrangement shown in 
Fig. 10-50 illustrates an antenna of this kind for operation on horizontally 
polarized waves. The antenna consists of two crossed horizontal half- 
wave elements and a nondirectional split cylinder or loop antenna 
mounted around a vertical mast. By combining the outputs of the 
crossed elements and split cylinder properly with respect to phase and 
magnitude, in a coupler capacitor, a result can be obtained that is 
equivalent to physically rotating an antenna with a cardioid pattern. 

10-42. Rotation-speed Considerations. — No discussion of rotating 
direction-finder antennas of the types described would be complete with- 
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out mention of the problem d! intercept probability that arises when the 
source antenna is rotating; or when the receiver is being tuned; or, in 
the complicated general case, when the source antenna is rotating, 
the receiver is being tuned, the sgnal is pulsed, and its polarization is 
unknown. For the sake of illustration, attention will be directed to the 
case in which both the source and the spinner rotate and the frequency is 
fixed. An analysis of this problem reveals that there are speed ratios 
of the spinner to the souree for which an intercept can be an impos- 
sibility {e.g., a speed ratio of 1). The number of such ratios increases 
Avith decreasing beam Tvidths of the spinner and source but is always finite. 
However, for speed ratios close to these values the interval of time neces- 
sary to ensure an intercept may be prohibitively long. In general, then, 
these speed ratios should be avoided. This can be accomplished with 
speed ratios such that the spinner rotates so much faster than the source 
that a bearing of the source is obtained at least once during each interval 
in which energy from the source is directed toward the spinner; or such 
that the spinner rotates so much more slowly than the source that a bear- 
ing of the source is obtained at least once during each interval in which 
the spinner is in position to receive energy from the source. The first 
condition is generally preferred, but for narrow beam widths may require 
very large speed ratios and hence high rotational speeds for the spinner; 
thus the mechanical problem of high-speed rotation may require con- 
sideration. Finally the fact that the source antenna rotates means that 
the field at the spinner fluctuates so that bearing errors as large as one- 
half of the beam width of the spinner may be encountered. These errors 
are minimized with speed ratios so large that several bearings are obtained 
each time the source is directed toward the spinner. The largest pattern 
on the indicator corresponds to the most nearly correct bearing. 

10-43. Testing Techniques. — number of considerations involved in 
the testing of the direction-finder antennas described are discussed in this 
section. To observe the directional characteristics of these antennas, 
a spacing of about 6 m between the spinner and the source antenna is 
satisfactory, provided certain precautions are taken. In some cases, to 
avoid incorrect results, it is necessary that the source antenna direct most 
of its energy toward the spinner. To illustrate this point, let us consider 
the test setup shown in Fig. 10-51a. Here the directional pattern of the 
source is such that most of the energy is directed toward the spinner under 
test. The fact that there are reflecting surfaces or walls TFi and TFj at 
either side of the spinner location does not materially affect the results, 
since the amount of energy radiated by the source in their direction is 
small compared with that radiated directly toward the spinner. Under 
these conditions the directional characteristic measured or observed for 
the spinner is as Indicated by Fig. 10-51a. 
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Next, suppose that the directional characteristic of the source or 
transmitting antenna is not a single lobe, as shown in Fig. 10-51a, but is 
split into two lobes, as shown in Fig. 10-51&, "with a minimum of energy 
radiated directly toward the spinner. The walls now play an important 
part since most of the energy from the Observed 

source is directed toward them and then re- characteristics 

fleeted toward the spinner. The measured Spinner j Spinner I 

or observed pattern of the spinner is no ''W 

longer as shown in Fig. 10-51a, but now has U 
the double-lobed appearance indicated in lyu // 1 fyaii Wall ' Won' 
Fig. 10-516, because in this case the energy \ 

received via reflection from the walls is large ( | C\/0 

compared with that received directly from V 

the source. Thus, to avoid this condition. Source Source 

• X xi. X X- f \ntenno Antenna 

it IS apparent that the ratio of energy 

reaching the spinner directly to that reach- io-5i.— Effect of split 

ing it via reflection should be large. To source pattern and reflecting 
achieve this, the source should have a rela- observed patterns, 

tively sharp single-lobed pattern directed toward the spinner, and there 
should be no objects placed where they can reflect appreciable energy 
from the source to the spinner. 

This example illustrates a rather obvious case. It is, however, some- 
times not so obvious that a similar condition may exist in the absence of 
reflecting Avails oAving to the proximity of the ground or a reflecting plane 
beloAv the equipment under test. If the directional characteristic of the 
source is relatively broad in the vertical plane so that approximately 
equal energies may reach the spinner position directly and via a ground 
reflection, the two Avaves may arrive at the spinner in opposite phase, 
making the field intensity at the spinner substantially zero. Under these 
conditions the field intensity has large variations or gradients AAuth height. 
In other Avords, the vertical field distribution is nonuniform, or, to use an 
expression from optics, the “illumination” is not uniform. If we assume 
that the spinner is located at a position of substantially zero field, then 
the much larger field immediately below may cause mounting brackets 
or control cables beneath the spinner to reflect energy upAvard in amounts 


to) (b) 

Pig. 10-51. — Effect of split 
source pattern and reflecting 
walls on observed patterns. 


sufficient to ’ produce observable effects. The field-intensity value, 
slightly to either side of this location or slightly nearer to or farther from 
the source, may not be the same. Thus, the field intensity may be 
nonuniform even over an area the size of the spinner. The spinner 
antenna Avill pass through these variations as it rotates, and as a result 
the observed spinner pattern may be considerably distorted. 

The possible large variation in field intensity can be reduced materially 
m two ways: (1) by mounting the source and spinner at a distance above 
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the ground tviuch is comparable to or greater than their distance from 
each other, and (2) by using a source with a directional characteristic 
such that very little energy is radiated toward the spinner via the ground 
reflection as compared with that radiated directly toward the spinner. 
The second method is readily applied at the higher freciuencies where it is 
possible to construct a highly directional source, such as illustrated in 
Fig. 10-52a. At lower frequencies a highly directional antenna may be 
less practical. However, one may discrimii^te against the reflected 
wave by tilting the antenna to point upward, as shown in Fig. 10-626. 
The upward tilt reduces the energy radiated directly toward the spinner 
somewhat, but may reduce the energy radiated toward the ground by a 
very much larger factor. 

A test setup used at the Radio Research Laboratory employed a com- 
bination of a number of the above methods to provide relatively gradient- 
free fields at the spinner. The 
spinner and source were located 
about C m above the roof of the 
building and about 6 m apart. 
The source antenna was a 12(>deg 
comer-reflector antenna mounted 
to point upward (as in Fig. l(>-52o) 
at an angle of 30-deg, The re- 
flector aperture measured about 
2.75 by 3 m. The radiating ele- 
ment could be adjusted to be about 
wavelength long at the operating 
frequency. The spacing from the 
apex of the comer reflector was also 
adjustable. By these adjustments 
a suitable directional characteristic 
of the antenna and reflector was 
maintained over the frequency 
range of 50 to 1000 Me, producing 
idatively uniSwm iiluTnination at 
the spinner location. The comer 
reflector could be rotated to cither 
a vertical or horizontal position so that waves of either polarization could 
be radiated. For frequencies above 1000 Me the sources consisted of 
other types of antennas, such as paraboloidal reflector antennas and 
electromagnetic horns. These were mounted so that the maximum energy 
was radiated directly at the spinner and not above it. 

If it is dessired to test, for example, the disturbing effect of a vertical 
mast placed a few feet from a spinner, the mast and spinner can be 



y 

y 


Ground 

(.0) 


.Spinner 

/ 

X 


Ground 

m 

Fio. 10-52. — Relative location of tvinnrr 
and MUTce in test setup. 
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mounted so that the mast can be rotated around the spinner. In this 
way the effect of the mast on the spinner patterns can be observed as a 
function of the angle with respect to the source direction. For signif- 
icant results in this type of test, it is necessary that the field intensity 
be relatively gradient free over the entire region between the mast and 
the spinner and even beyond. If the mast is in a strong field and the 
spinner in a weak one, energy reflected from the mast may predominate 
and produce incorrect results. To determine if the region is gradient 
free, a half-wave element can be used to explore the region while the 
received field intensity is observed with a receiver. 

In comparing the power gain of a spinner antenna with a resonant 
half-wave element, the element can be substituted for the spinner at the 
spinner location and the power output from the r-f generator to the trans- 
mitting antenna varied until the 
receiver indicates the same power 
input as before. The conditions 
for the reference element measure- 
ment should approximate free space. 

The general arrangement is shown 
in Fig. 10-53. The ratio of the two 
transmitter powers is then a meas- 
ure of the power gain. Because of 
the fact that the receiver may not 
present a reflectionless termination 
to the r-f transmission from the 
antenna, the measured power gain 
may be found to be a function of 
the receiver or of the transmission- 
line length when there is an impedance mismatch at the antenna 
to transmission-line junction (see last part of Sec. 10-16). To reduce 
the fluctuations in measured power-gain values as a function of fre- 
quency, a device may be inserted in the r-f transmission line so that the 
length can be adjusted at will. Such a device is commonly called a line 
stretcher. By adjustments of the line stretcher, maximum and mini- 
mum power gains can be measured for a given frequency. For many 
purposes, it is convenient to take the average of these two values, giving 
an average -power gain. For example, the effective apertures presented 
for the corner spinner in Fig. 10-28 were derived from measured average 
power gains. Any variation in attenuation due to changes in trans- 
mission-line length produced by a line stretcher can usually be neglected 
if the total length of transmission line is large compared with the change 
in length. 
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Fig. 10-53. — Test setup for comparing 
the power gain of a spinner-antenna with a 
resonant half-wave element. 





CHAPTER J1 

INDICATORS FOR DIRECTION FINDERS 
Bt W. McGuioan 

11-1. The Problem. — In Chaps. 9 and 10 it has been pointed out tha 
at frequencies above SO Me direction-finder systems using relativelj 
small rotatable directional antennas are possible. In fact, as the fre 
quency becomes higher, the advantages of such antennas become greater 
The problem then remains of proWding the direction-finder operator \vitl 
sufficient equipment for determining the direction of signal arrival. Th« 
portion of the direction-finder system not included in either the antenn: 
or receiver that provides such data to the operator is called the indicator. 



Fiq H-1. — Simple direction finder. D5- Fio. 11—2 — Simple direction finder R»— 
rect indication mote indication 

In an elementary form, a microwave direction finder may be comprised 
of a rotatable antenna having a suitable dial and an associated receiver, 
as shown in Fig. 11-1. The antenna is adjusted to give maximum 
response, and the bearing is read on the dial attached to the antenna 
s’haft. Although simple, this system is not particularly convenient. 
For instance, it might be desirable to place the indicator at a point remote 
from the antenna. 

The function of an indicator unit can be resolved into two major 
parts: (1) that of presenting information as to the angular position of the 
antenna and (2) that of presenting information ns to the strength of the 
received signal. IVhen both types of information are properly presented 
n combination, the bearing of the source may be deduced. We shall 
272 
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first consider some of the methods of transmitting information as to the 
angular position of the antenna. 

11-2. Remote Indication. — An elementary direction finder incorporat- 
ing a servo system that permits remote control of the antenna is shown 
in Fig. 11-2. As in the previous system, when the antenna has been 
adjusted for maximum response, the bearing is indicated by a pointer 
that rotates in synchronism with the antenna. By turning the dial at 
the operating position, the operator excites the synchro (or selsyn) 
system shonm, causing the antenna to rotate by a similar amount. This 
system is simple in that the same synchros that rotate the antenna also 
repeat the bearing information. 

11-3. Need for Automatic Direction Finding. — Neither of the systems 
described above is suited to more than limited applications. The opera- 
tion is dependent upon the operator’s ability to hear the signal; signals 
with supersonic or subaudible modulation cannot be located, and the 
over-all sensitivity of the system is a function of the operator since the 
a-f response varies among individuals. Furthermore, at frequencies 
above 50 hlc one commonly encounters signals from sweeping sources, 
such as radars. Because these signals are not heard except for brief 
intervals, the operator may be unable to align the antenna in the proper 
direction in the brief time available. Where the signal must be located 
Avith the greatest possible accuracy in the minimum possible time, the 
operations performed by hand in Fig. 11-2 must be made automatic. 

Before discussing the construction of an automatic direction finder, 
we shall consider briefl}’’ some of the operations involved in the determina- 
tion of a bearing. For example, the receiver must first be tuned to the 
proper frequency. If the bearing is obtained by listening, the antenna 
must then be rotated back and forth until the response is a maximum (or 
a minimum in the case of a null-type system). To be sure that the 
antenna is properly aligned, it is necessary to compare the signal strengths 
on either side of this central setting. Thus, in taking a bearing, the cor- 
rect alignment may be determined not so much from the position of 
maximum response, as from two positions of equal response that are pre- 
sumed to be equally spaced from the center. To simulate the hand 
operations, an automatic system must therefore rotate or sweep through 
the direction of the source. 

As mentioned in Chap. 10, if the direction finder rotates automatically, 
it is desirable that the speed be considerably greater than that of the 
sweeping source. This may require speeds of the order of a few hundred 
rpm for the rotating antenna, and under these conditions it is apparent 
that some form of automatic presentation is required. 

11-4. Rotating-disk Indicator. — For automatic presentation, the 
system of Fig. 11-2 must be modified. The simplest manner of combin- 
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ing the signal wth the directional data is shown in Fig. 1 1-3. This is 
particularly suitable where frequencies are high enough to permit a 



Tio. I\-&. — ItotaUng^isk ifidintor Th« trtesor pnmits unUorm v6ItaB» to t>» 
nppli«d to the n«on lamp during tho ligoal interval. The sharp cutoff amplifier permit* a 
sharpening o( the lichted sector by a manually adjustable gain control. 


highly directive antenna. As the antenna rotates, a signal will be heard 
in the receiver wlien the antenna is pobted at the signal source. By 
coupling a small bulb to the output of the receiver, a light will be seen 
whenever the signal is received. The flashing 
bulb is then mounted on a disk or dial which 
rotates b synchronism with the antenna. Since 
the signal is received only when the antenna is 
pomted b the direction of the signal, only a cer- 
tain sector of the rotating disk will appear visible. 
The dial appears as shown b Fig. 11-4. As 
illustrated the bulb attached to the rotating disk 
showed five flashes as the antenna swept past the 
direction of a pulsing source or radar. In 
general, the illumbated sector of the rotatbgdial 
is proportional to the beam width of the direc- 
tion-finder antenna. The spacing of the bdivi- 
dual flashes is the angle through which the 
direction-finder antenna turns between successi^'c 
pulses of the received radar. If the modulation 
of the signal were steady, the lamp would glow throughout the sector. 

With this type of indicator it is desirable that the operator be able to 
use earphones or other means of identifying the signal before taking a 



Fia. 11^. — Presents- 
Uon of rotsting-dUk iadi- 
estor. Flsshes caused by 
eucccssive pulses in the re- 
ceived sipisl appear aimul- 
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rotation of the disk sad 
persistence of vision. A 
beariog of 20 deg Is 
indicated. 
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bearing, because the flashing bulb does not in itself permit easy identifica- 
tion of the signal. Furthermore, at relatively low frequencies, where 
the problem of designing a highly directional antenna suflBciently small 
to be rotated at two or three hundred rpm is impractical, the broad lobe 
from an antenna of practicable dimensions would cause the lamp to glow 
over a sector too great to be accurately bisected. This indicator, 
therefore, is suited only to frequencies at which the antenna beam width 
is of the order of 15 deg or less. 

11-6. Pulse Indicators. Magnetic-coil Method. — For a direction 
finder that must operate at lower frequencies and utilize the informa- 
tion from a less directive antenna array, another type of indicator is 
more desirable. An indicator with a bearing presentation similar to that 
of Fig. 11-8 (although not necessarily wth broadened tips) has shown 
considerable merit. Such a presentation can be produced by a system 
similar to that shown in Fig. 11-5, except that the rectifier-filter stage is 
omitted and the beam modulation comes directly from the video amplifier. 
The synchros are used to drive the deflection coils of a cathode-ray 
tube, which therefore rotate in synchronism with the antenna. The 
output of the receiver is amplified and applied to the rotating coils. The 
modulation of the signal then causes radial deflections on the screen of 
the cathode-ray tube. As the antenna rotates, the signal in the receiver 
varies in amplitude, becoming strongest when the antenna is pointed 
directly at the source. Since the direction in which the trace moves 
from the center of the screen depends upon the instantaneous direction 
of the direction-finder antenna, the pattern of Fig. 11-8 represents a 
bearing of 20 deg (as determined by the bisector of the pattern). 

11-6. Envelope Tracers. Magnetic Scan. — disadvantage of the 
magnetic-coil method indicator is the difficulty of designing deflection 
coils that will function efficiently, not only on communications and voice- 
modulated signals, but also on radar signals having pulses as narrow as 
l//sec or less. It is not always possible to design, for limited space, 
deflection coils with suitable band-pass characteristics and sufficient field 
strength to give adequate deflection. Effective presentation of the 
antenna response can be obtained by amplifying and rectifying the 
receiver output and connecting the rectified output to the rotating deflec- 
tion coils of the cathode-ray tube. The rectified deflection current that 
is proportional to the signal strength traces an envelope of the antenna 
pattern as the antenna rotates. This system, is shown in Fig. 11-5. 
The pattern on the indicator screen is shown in Fig. 11-6. For identical 
antennas and circuits of comparable linearity, this is merely the envelope 
of the pattern of Fig. 11-8. 

If the envelope traced on the screen is to be smooth and relatively 
independent of the modulation frequency of the incoming signal, the audio 
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or video signal must be not only rectified but filtered. The rectifier 
output may be dependent on the type of modulation. A voice-modulated 



Fio. 1 1-5 — Enveiopc-traciPC indicator 


signal may produce a considerably greater deflection voltage than would 
a few relatively narrow pulses from a radar station of the same signal 
intensity. Thus the sensitivity of the direction-finder system may 
vary considerably nith the type of 
»gnal. The rectifier may also have 
a time constant that subjects tbe 
system to variations in accuracy if 
the rotation speed of the direction- 
finder antenna is changed. Finallj’, 
the time constants of the filter may 
prevent the rectified current from 
being exactly proportional to the 
instantaneous signal strength. The 
result may be an asymmetrical pat- 
tern, as shown in. Fig. 11-76. Figure 
ll-7a shows for comparison an un- 
Ficj. n-6 —Preaentation oJ envelope- distorted pattern. Therefore when 
mately approii- indicator Unit 

and the antenna system of the direc- 
tion finder is run at various speeds, there may be an apparent shift of 
the bearing. Thus filters should be used only udth scanning circuits 
having frequencies below the cutoff frequency of the filter. 
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(a) (b) 

Fig. 11-7. — Distortion of pattern 
by indicator circuits: (o) normal pat- 
tern; (6) distorted pattern due to long- 
time constants in filter of envelope- 
tracing indicator. 


A system of the envelope-tracing type has limitations in that the 
deflecting current that results if two interfering signals are heard 
causes an indication of a bearing some- 
where between the bearings of the two 
signals and gives the correct bearing of 
neither. Naturally, if the sources have 
widely different bearings and the an- 
tenna of the direction finder has suffici- 
ent directivity, the resolving power of 
the antenna will enable the signals to 
be presented separately, and no inter- 
ference Avill result. But the indication 
vill be incorrect for two signals of com- 
parable magnitude and nearly the same 
bearing. If it is possible for the opera- 
tor to use headphones or other means of signal analysis, the interfei’ence 
of such comparable signals can be detected, and the objection is not 
serious. 

11-7. Electrostatic Pulse Indicator. Capacitor Scan. — ^A widely 
used type of cathode-ray-tube presentation, in which the envelope is 
similar to that of the system described in Sec. 11-6 but which permits 
independent bearings on stations Avith nearly the same bearing and the 

same frequency, is shown in Fig. 
11-8. This is the presentation of a 
radar signal, and the individual 
spokes represent successive pulses 
from the radar. As in the previous 
cases, the bearing is determined by 
bisecting the lobe and reading the 
angle on a cursor around the edge of 
the screen. One system for present- 
ing the pulses in this manner is shown 
schematically in Fig. 11-9. Here 
the rotating antenna is connected to 
a receiver, the output of which is 
connected to the indicator unit. A 
scanning circuit vdthin the indicator unit is coupled to the antenna by 
synchros so as to rotate in synchronism with it. As the antenna rotates 
and the received signal intensity varies, the indicator sweep circuit also 
rotates and successive pulses received by the system vary in amplitude, 
as shown. The pulses of maximum length represent the point at which 
the antenna is directed toward the source. The essential parts of this 
system are described in following sections. 



Fig. 11-S.- 


-PulsG presentation of electro- 
static indicator. 
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11-8. Scanning Circuit. — The signal from the receiver is coupled to an 
amplifier with band-pass characteristics designed for the type of signal it is 
desired to receive. The output of the amplifier is applied to the rotor of a 



Fig. 11^. — SelieiDatIc diagram ol acaaDing circuit lor eUctrostatle indicator. 


scanning capacitor with four independent stators. Details of this 
capacitor may be seen in Fig. 11-10. These stators, xtith the rotor, form 
the first capacitors in four parallel capacitor-divider networks to ground 



view showing 90-deg rdatioa of rotor plates. 

(see Fig. 11-9). As the rotor turns, and the coupling is varied to each of 
the four networks, the difference voltage between opposite pairs of these 
dividers varies in a sine-cosine relation by virtue of the design of the 
capacitor plates. The difference volta^ are then applied to the two 
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pairs of plates in the cathode-ray tube, producing a deflection the ampli- 
tude of which depends on the intensity of the received signal, and the 
direction of which from the center of the screen depends on the angular 
position of the rotor in the scanning capacitor. Because the capacitor 
rotates in synchronism Avith the antenna, the direction of the instantane- 
ous trace corresponds to the instantaneous position of the antenna. 

11-9. Restorer Circuit. — Because for modulated signals the receiver 
output may SAAnng altei-nately positive and negative with respect to 
ground, it is necessary to put in a restoring device to shift the reference 
voltage of the deflection circuit and thereby prevent the traces on the 
cathode-ray tube from passing tlmough the center of the screen. This is 
accomplished by the tAvo double-diode restorer tubes shoAvn in the scan- 
ning-circuit diagram. The restorer circuit not only causes the ti’aces to 
originate at the center of the screen, but also facihtates the injection of 
horizontal and A^ertical beam-centering voltages for the cathode-ray 
tube. From the schematic diagram of Fig. 11-9 it can be seen that when 
negath^e Amltages are applied to the rotor of the capacitor the diodes 
constitute a high impedance and have no effect on the circuit. With a 
sine AA^aA^e, or other signal applied to the rotor, the positive components of 
the signal will cause the diodes to conduct, charging the small trimmer 
capacitors attached to each of the CRT deflecting plates. Since the 
resistors shunting the diodes are large, usually at least 4 megohms, the 
trimmers will retain their charge after the rotor signal sAAdngs negative. 
Thus the effective negathm deflection voltage is measured Avith respect 
to the most positive peak of the signal, permitting twice the deflection 
voltage that would be possible if the diodes were used as ” clippers.” 

11-10. Beam Modulator. — ^An auxiliary stage betAA='een the Audeo 
ampUfier and the cathode-ray tube is shoAvn in Fig. 11-9. The purpose is 
cAodent if aa'c recall from Fig. 11-8 that the deflections represent only a 
small portion of the duty cycle. The remainder of the time the spot on 
the cathode-ray-tube screen Avould be at the center and the screen AA^ould 
tend to become burned. Further, the brilliance of the spot at the center 
Avould interfere with the Ausibility of the actual pattern, particularly AA^hen 
the pulses are short and the traces are faint. The auxiliary stage con- 
verts the negative signal from the video amplifier into a positive voltage 
that can be applied to the brilliance grid of the cathode-ray tube at the 
same time that the deflection voltage appears in the sAveep circuit. This 
beam modulator permits the center of the screen to be blanked out during 
the intervals betAveen pulses. 

11-11. Amplifier Circuits. — An indicator of this type presents differ- 
ent types of pattern for different types of pulsed signals, as shoAvn in 
Fig. 11-11. The repetition rate determines the number of pulses seen 
during one revolution of the direction-finder antenna. This type of 
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presentation facilitates a limited amount of pattern analysis and also the 
determination of the bearing of a second s^al of the same frequency as 
the first. Both signals can be seen separately, even though they may 
have the same or nearly the same direction, as sho>vn in Fig. 11-12. 

The design of the amplifier may have considerable influence on the 
presentation in this type of indicator. The patterns shown in Figs. 



(a) (b) (c) 

Fio U-ll. — Appearance ot various aifnala on electrostatic indicator (a) short pidscs. 
high p r.f ; (d) speech modulation; (e) long pulses, low p.r f 

11-8, 11-11, and 11-12 are the result of an indicator with an amplifier 
that distorts the pulses, as shown in Fig. 11-13. This makes the tips of 
the pulses appear as lines, the length of which depend on the pulse length. 
An experienced operator can then tell the approximate pulse length 
and, from the spacing of the pulses, the approximate repetition rate. This 
facilitates identification of the source. 



Fig 11-12. — Two signaN Fia. 11-13 — Pulse distortion in electro- 

siaXiemdicator: to) inpeft MBnal; tnAptft 
signal, showing sloping top o! pulse. 

Under some circumstances it may be desirable to make the pulses 
perfectly square before applying them to the deflection circuits. But 
prudent adjustment of the beam modulator and proper pulse lengths can 
yield a pattern similar to that shown in Fig. 11-14. Again, the tops of 
the pulses are made to slant slightly, but the main part of the radial trace 
disappears. This leaves the central portion of the pattern open, which is 
highly desirable when there is a posribility of receiving several signals on 
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the same frequency. Simultaneous bearings on two stations having 
nearly the same direction then appear as shown in Fig. 11-15. 

One difficulty "with a presentation of this type is that successive pulses 
of the received signal are spread over the screen of the cathode-ray tube. 


f"' 

N 


"i-. s 


Fig. 11-14. — Pulse pre- 
sentation. Critical adjust- 
ment of beam modulator. 


Fio 11—15. — Presenta- 
tion of simultaneous bear- 
ings. Two signals more 
visible with modulator 
adjustment. 


Fig. 11-16. — Undesirable 
distortion in electrostatic 
indicator. 



In addition to not falling on top of each other, the individual pulses are 
stretched along a radial line. For this reason the extreme brilliance that 
would result if successive pulses appeared on top of each other is not 
possible. In practice one finds that certain types of pulses must be 
distorted to increase the pattern brilliance. 

Another way of stating the problem is to say that 
the amplifier most desirable for certain types of 
signals would distort rather than faithfully repro- 
duce the input voltage from a receiver having 
little or no distortion. If the pulse is reshaped 
as indicated in Fig. 11-16, it is evident that the 
maximum brilliance will appear along the portion 
of the, pattern closest to the center of the screen. 

Because with such a pattern the operator depends 
on the envelope for interpretation, the brilliance 
obtained by pulse distortion will not be in the 
portion of the trace that aids in the determination Fig. sig- 

of the bearing. Further, the additional brilliance nais blurred by eieetro- 

, ° , ,, ,, r 1 static indicator having 

at the center may obscure the pattern oi a second distortionof Fig. ii-ie. 

signal, as shown in Fig. 11-17. 

11-12. Pulse Stretching. — ^With certain types of radar signals the 
received pulses are of sufficiently short duration to make their trace on 
the indicator screen indistinct. This is particularly true for pulse lengths 
of the order of 1 ^sec or less. Pulses that have lengths of the order of 5 
Msec or more can be made more visible by the proper design of an amplifier, 
as pointed out in the preAdous section. But for shorter pulses a new 
circuit is desirable that produces longer square pulses whenever it is 
triggered by the received signal. Such a circuit may be called a pulse 
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stretcher and has no function other than that of increasing the screen 
intensity. A t3T3icaI arrangement is illustrated in Fig. 11-18. The one 
property that distinguishes this circuit from conventional stretcher cir- 



Fio. 11-18.— Block diAgTAm of pulse etretcber lor electrostatic indicator 
cults is that the output pulse must have an amplitude proportional to 
the amplitude of the input pulse. 

Details of this circuit may be seen in Fig. 11-19. The pulse from the 
receiver is amplified and applied to a clamping circuit that consists of a 



Flo. H-19. — Schematic diagram of pulae stretcher. Yi and video amplifiers: 
Fi, voltage limiter; a, relaxation osmllator; 6, pulae clipper: Fs, clamping diode; 
Fa, gate tnode. 

diode in series with the capacitor C. A re^tance-capacitance arrange- 
ment at the output of the amplifier differentiates the pulse, bo that the 
following circuits are triggered by the leading edge of the pulse and the 
duration of the output pulse is independent of the input pulse length. 
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The same voltage that is applied to the clamping circuit and charges C 
is also sent through a voltage limiter to a pulse circuit. The output of 
the pulse circuit is coupled to an inverter stage that also serves to improve 
the waveform of the pulse. The reshaped pulse is then applied to the 
grid of a triode in such a manner that when the negative output of the 
inverter is removed the triode conducts, discharging the capacitor C. 
The output voltage is measured across C, which is charged to an initial 
amplitude by the incoming signal. This voltage remains until the end of 
the pulse from the pulse circuit, when the capacitor is discharged. 

A general-purpose radar direction finder might encounter signals with 
pulse lengths varying from 0.2 gsec or less to 80 gsec and pulse-repetition 
rates between 25 and 4,000 cps. As the pulse rate increases, the spokes 
due to successive pulses (see Fig. 11-8) on the screen of the indicator come 
closer together, until they form a solid pattern. This is undesirable if it 
is necessary to observe at the same time two signals having nearly the 
same bearing. Also, the uniform output of the pulse stretcher tends to 
hide the characteristics of the individual radar, making identification 
more difficult. In the presence of a high noise level the stretcher will 
be triggered by the noise rather than the signal, and the signal will be 
completely obscured. For these reasons, if a pulse stretcher is included 
in a general-purpose radar direction finder, it should be possible to switch 
it out when normal operation is desired. 

11-13. Cathode-ray-tube Screens. — ^The type of cathode-ray-tube 
screen to be used with an indicator of this type should be selected to aid 
the pattern analysis. If one assumes that a persistent screen is desirable 
so that several successive sweeps of the direction-finder antenna can be 
used to build up a pattern of considerable intensity, then a P7 or similar 
screen of great persistence may be employed. A difficulty with this 
screen, or with most two-color screens, is that the single trace in one- 
pulse presentation does not sufficiently excite the primary coating to 
excite the persistent materials of the screen. The trace on a P7 screen 
appears rather as a bluish sparking than as the yellow glow. This is 
particularly true for pulses of the order of 1 /isec or less. Another con- 
sideration is that excessive persistence may cause the pulses from so 
many successive antenna sweeps to pile up on top of each other as to 
confuse the operator, particularly if the signal is varying in amplitude or if 
more than one signal is present. Experience has shown, therefore, that a 
screen of the P2, or medium-persistent variety, is"more desirable. Such a 
screen can be excited by a relatively narrow pulse, and at the same time 
the persistence is sufficient to permit only one sweep of the direction- 
finder antenna to be presented at a time. With regard to cathode-ray- 
tube screens a compromise is often made for inexpensive lightweight 
indicators, because screens having considerable persistence, i.e., either 
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the P2 or P7 variety, require Ugh accelerating voltages. Since these may 
require twice the voltage for a dmple nonpersistent screen, the e.xtra 
space needed for transformers and hi^-voltage insulation is often elimi- 
nated at the e.xpense of a partial loss in signal analysis. Bearings can be 
taken wth equal accuracy under amilar lighting conditions vdth any of 
these screens. 

11-14. Electrostatic Indicator. Sine-potentiometer Scan. — ^In many 
instances the direction finder must function on rignals having modulation 
other than the pulses peculiar to radar stations. For example, there are 
communications signals, beacons, 
and various navigation devices 
that may have speech, tone, or 
supersonic modulation. Refer- 
ring to Fig. 11-9, we observe that 
the scanning circuit consists of a 
quadrant capacitor that forms a 
variable capacitance-divider net- 
work nith each of four trimmer 
capacitors. Since each of the 
trimmers has a capacitance of the 
order of 50 it is evident that 
this scanning circuit will have a 
very high impedance rvith low- 
frequency audio modulation. 
Fut^ermore, the return path for 
the restorer currents must consist 
of resistors having impedances 
that are high compared with the 
trimmers which they shunt. In 
practice these resistors are seldom 
less than 4 megohms, tending to a 
very high-resistance leakage path between the deflecting plates of the 
cathode-ray lube and ground. At low audio frequencies the impedances 
of the trimmer capacitors become comparable with that of the diode- 
return path. This adversely affects the accuracy of the indicator because 
of differences in the time constants in the various quadrants. 

These difficulties can be eliminated by substituting a sine potentio- 
meter for the quadrant capacitor and trimmer arrangement of Fig. 11-9. 
Several designs of sine potentiometers have been proposed by the Radia- 
tion Laboratory. Two of these are illustrated in Fig. 11-20. One con- 
sists of a coil of resistive irire wound on a plastic card. The windings are 
formed so as to bend the card slightly, keeping the coil under tension at 
all times. Four pickup brushes on a rotor then travel on a circular path 
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over the coil, producing sine and cosine voltages between opposite pairs of 
brushes. The brushes are connected to the deflecting plates of the 
cathode-ray tube of the indicator unit. 

The second type of sine potentiometer illustrated is a sandwich 
fabricated from alternate layers of beryllium-copper and cellophane of 
nearly equal thickness. The final form is machined to form a smooth 
surface against which the four con- 
tacts may ride. Because of the 
relatively low resistance of the con- 
ducting layers, a strip of resistive 
material is used along the edge to 
give the desired resistance to the 
potentiometer. To reduce brush 
noise the conventional practice is 
to use a small resistance-capaci- 
tance filter in series vdth each of the 
four contacts. A typical arrange- 
ment is show in Fig. 11-21. The 
filters are not adaptable to video signals, and for this reason the sine 
potentiometers are not used mth direction finders that operate on radar 
signals. 

11 - 15 . Electrostatic Indicator. Electronic Scan. — ^In the pulsed 
envelope indicators thus far mentioned, the relative efficiency of the 
scanning circuit is an important consideration. Whether a scanning 
capacitor or a sine potentiometer is used, the fact that a difference volt- 
age is obtained between two voltages of equal sign but of different 
magnitudes causes the resultant deflecting voltage applied to the cathode- 
ray tube to be seldom more than 30 per cent of the output voltage of the 
indicator amplifier. For this reason, indicators of the type shown in 
Fig, 11-9 are likely to have amplifiers and associated power supplies that 
are relatively large. Another consideration is that a scanning circuit 
containing mechanically moving parts may not be capable of following 
the antenna rotation accurately, either at varying speeds or when sector 
scan is desired. A considerable saving in space and weight can be 
effected in addition to improved operation by obtaining the sine-cosine 
voltages directly from the antenna system. These voltages can then be 
used to form a variable bias that controls the deflections of an electronic 
scanning circuit, as shown in Fig. 11-22. The signal voltage is fed into 
an amplifier rather than a voltage-loss device, resulting in considerably 
greater efficiency. Also, the scanning voltage from the antenna synchro 
is used only as a bias, so relatively Ioav voltages are encountered in the 
sweep circuit. 

The sweep circuit is shown schematically in Fig. .11-22. .A two- 



Fiq. 11-21. — Schematic diagram of 
sine-potentiometer scanning circuit for an 
electrostatic indicator. 






Fiq. 11-23. — Electrostatic indicator with electronic scan. The aine and cosine outputs 
of the synchro are rectified, filtered, and applied aa Toriable cathode bias to the four 
quadrant amplifiers. The CRT trace is deflected toward the quadrant or quadrants 
having the most positive cathode tnas. 


and applied to a discriminator circxiit The operation of this circuit 
may be more clearly seen in Fig. 11-23. The voltage from the synchro 
is fed to two ^odes in pugh-pull through the transformer T\. At the 
same time another voltage, from the same source as the synchro voltage, 
is applied to the diodes as a reference 
voltage through the transformer Tj. 
For instantaneous voltages uith the 
polarity shouTi the resultant voltage 
applied to Vi is larger than that 
applied to Vg, giving a difference 
voltage across the ends of the load 
redstors which can be coupled to 
the follounng circuit. As the ampli- 
tude of the sjmehro voltage changes, the difference voltage at the out- 
put of the diodes also changes. When the antenna synchro is turned 
180 deg, the voltage at the output of Ti reverses its phase. The 
voltage resulting from the sum of the reference voltage and the output 
of T I then yields greater voltage across the lower diode T'j, reversing 


T, 

3 




Mi 
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the polarity of the voltage across the ends of the load resistors. 
The voltage at the output of this circuit is therefore proportional to the 
amplitude of the voltage from the antenna synchro and has a polarity 
dependent upon the phase of the antenna synchro voltage. 

In Fig. 11-22 the output of the diode discriminator circuit is coupled 
to a cathode-follower stage in order to match the comparatively high 
impedance of the diode outputs to the cathode impedances of the quad- 
rant amplifiers. The output of the cathode-follower circuit contains a 
resistance-capacitance filter. To reduce the time constants of the filter, 
the frequencj’’ of the oscillator is chosen as a compromise representing 
maximum efficiency of the sjmchro and minimum loss in the antenna 
cable. Thus, at a frequency of a few hundred cycles per second, a filter 
can be constructed that does not tend to eliminate the ripple corre- 
sponding to the frequency of rotation of the antenna. This is important 
in that a filter which attenuates this ripple will distort the envelope of the 
cathode-raj'-tube pattern, as shown above in Fig. 11-76. 

In this indicator, as in the previous one, a beam-modulator tube is 
used for the purpose of applying a small portion of the signal voltage to 
the brilliance grid of the cathode-ray tube, to increase the brilliance of 
the trace during periods of screen deflection, to blank out the center of the 
screen, and to increase the contrast. 

11-16. Radial Presentation. — In the cathode-ray-tube indicators 
thus far discussed, the method of presentation is to indicate a directional 
signal by deflections from the center of the screen. The methods of 
scanning are both mechanical, using rotat- 
ing magnetic deflection coils, scanning 
capacitors, or sine potentiometers, and elec- 
trical, using a variable bias arrangement to 
control the direction of the trace. Because 
the deflections are always between the cen- 
ter and the rim of the CRT screen, it would 
appear that a more obvious approach to the 
indicator problem might be to use a radial- 
type cathode-ray tube, vdth a deflecting 
anode along the axis of the tube. In Fig. 

11-24, for example, we see a directional 
presentation in which the sweep voltage 
causes the trace to travel around the outer 
edge of the screen as the antenna revolves. The instantaneous 
angular position of this spot thus corresponds to the direction in 
which the antenna is pointed. As the antenna rotates and points 
m the direction of the signal source, the output of the receiver can be 
applied to an anode located along the axis of the cathode-ray tube. 



Fig. 11-24. — Radial presen- 
tation. Positive deflection volt- 
ages on the central anode pull the 
sweep trace from the rim of the 
screen during pulses. The pat- 
tern is bisected to determine the 
bearing. 
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If a positive voltage is applied to this anode, the deflections will be 
toward the center of the screen. A radar signal consisting of a series of 
pulses wll then appear, as shown in Fig. 11-24. This pattern can be 
bisected mth a cursor arrangement to determine the direction. The 
circuit for this presentation is given in Fig. 11-25. The sweep circuit is 
similar to that described in See. 11-15. The beam modulator, as in 
previous indicators, permits suppression of the zero-signal trace, increas- 
ing the apparent brightness of the picture. 



fia. 11-25. — Soheniatic dia^am of radial indicator. With aero rignal on the central 
anode, a spot traveling around the edge of the CRT screen has an instantaneous position 
corresponding to the heading of the antenna. This spot is drawn toward the center of the 
screen by positive voltages applied to the central anode of the CRT. 

At first glance this tj^ie of indicator appears to have a number of 
advantages For example, high efficiency in the signal circuits should 
be possible because the video amplifier is connected directly to the 
deflecting anode of the cathode-ray tube with no intermediate scanning 
circuit. The absence of moting parts permits a compact, lightweight 
construction adaptable to a direction finder for a limited operating space. 
In practice, however, there are disadvantages. The scanning voltage 
must be sufficient to drive the trace around the edge of the screen. This, 
coupled with the relative insensitivity of the central anode on tubes at 
present available, means that higher video and scanning voltages are 
needed. More important is the fact that for a given sharpness of the 
direction-finder antenna pattern the picture on the indicator screen is 
more difficult to interpret, leading to larger bearing errors. The radial 
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presentation cannot be inverted to give a presentation similar to that 
shown in Fig. 11-8 by using a scanning trace that travels in a small 
circle near the center of the screen and negative voltages on the deflecting 
anode, because (1) the angular error due to distortion of the electron beam 
by the central anode is too great for a direction finder, and (2) the fact 
that the voltage gradient around the radial-deflecting anode is not linear 
tends to reduce the apparent directivity of the antenna. 

11-17. Electrostatic Indicator. Synchro Scan. — A better approach 
to the problem of a compact lightweight indicator is shown schematically 



Fio. 11-26. — Electrostatic indicator with synchro scan. The signal from the receiver 
is rectified and used as a bias to control the amplitude of the voltage in the rotor of the 
antenna synchro. The CRT trace then has a direction corresponding to the angular 
position of the antenna and a length dependent on the signal strength. The antenna and 
its synchro turn in a 1 ; 1 ratio. 


in Fig. 11-26. The principle of operation of this indicator is to apply 
the output of the two-phase synchro directly to the plates of the cathode- 
ray tube. The rotor of the synchro is e.xcited by an oscillator-amplifier 
ivith output amplitude proportional to the strength of the received signal. 
This proportionality is brought about bjr rectifying the receiver output to 
produce a bias voltage that is applied to the first grid of a mixer tube. 
The signal grid of the mixer is driven by a local oscillator. The output of 
the mixer, which is applied to the rotor of the antenna synchro, then 
consists of the oscillator voltage modulated by the signal strength at the 
output of the receiver. Since the voltages induced in the two secondaries 
of the antenna synchro are in phase, the trace described by these voltages 
on the cathode-ray-tube screen is a line passing through the center. To 






290 


VERY HIGH.FREQVENCY TECHNIQUES 


[Chap. 11 


indicate the direction in which the antenna points, the back half of the 
trace must be suppressed by connecting the oscillator output so as to 
modulate the brilliance grid of the cathode-ray tube. Thus only the 
half of the trace representing the posi- 
tive swing is visible. The screen pat- 
tern, shown in Fig. 11-27, consists of 
2500-cps sweeps modulated by the 
rigna! strength as the antenna turns. 
The 2500-CP3 value is arbitrary and 
can be varied nidely. 

11-18. Double-line Indicator. 
All the indicator units described thus 
far were designed for a direction finder 
with an antenna that rotates and has 
maximum response when pointed at 
the source of the signal. In a direc- 
tion finder with a null-type array, 
however, the bearing is determined 
when the antenna is adjusted to give 
a minimum response. Such systems 
are used at lower frequencies where 
the indicator may consist of Utile more than a calibrated dial that can be 
read after the antenna has been adjusted manually. Above 50 Me, 
however, signals with inaudible modulation are sometimes encountered 
and visual presentation is desirable. 

With a null-type direction finder the null is 
most accurately located by rotating the antenna 
array back and forth and comparing signal 
strengths on the two sides of the null. In simple 
systems this operation is manual, and the signals 
are compared aurally. When greater accuracy 
is required or the modulation of the signal is 
unsuitable, provision may be made for a visual 
indicator and the antenna array made to sweep 

back and forth automatically. The data can The lUrection of the signal 
then be presented on the face of a cathode-ray Sam 
tube in the manner shown in Fig. 11-28. The When the antenna system 
two lines represent the signal strengths on the become7ioneer.°^*^**'''” 
two sides of the null. If the antenna system 

is displaced to one side, one of the lines increases its length. When 
the array is aligned to sweep an equal angle on each side of the 
null, the Unes are of equal length. This presentation can be accom- 
plished by means of a relay located on the antenna-drive imit that closes 




Fio. 11-27.— Presefttation of #yn- 
chroacan indicator. ladividual deSec- 
tloaa eonaiat of ainuBoidal half warea at 
frequency of local oaeillator. Dotted 
iineiadicatea halt of tracea elttnlnated by 
beam modulation. 
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on one side of the center of the sweep and stays open on the other. When 
the relay closes, the horizontal positioning voltage for the cathode-ray 
tube is changed, so that the vertical trace representing the amplitude of 
the signal at any instant appears on one side or the other, depending on 
which half of its sector the antenna is sweeping. 

11-19. Comparison of Presentations. — The null-type direction finder 
described in Sec. 11-18 is at a disadvantage when used on intermittent 
or sweeping signals, which are observed for only 3 or 4 sec at a time, 
perhaps twice a minute. Such systems can therefore be disregarded 
except for compact lightweight direction finders used for special purposes. 
For automatic direction finders, however, several methods of either the 
maximum or null type of cathode-ray-tube indication might be consid- 
ered. Four of these are shown in 
Fig. 11-29. The types shovm in 
Fig. ll-29c and d are envelope and 
radial presentations, described in 
Secs. 11-6 and 11-16, respectively. 

The presentation of Fig. ll-29a is 
produced by applying signals of 
equal phase but various amplitudes 
to the two sets of deflecting plates. 

This method is particularly suited 
to the instantaneous cathode-ray 
direction finders, which determine 
direction by comparing the ampli- 
tudes of the signal measured in two 
crossed-loop antennas. The pre- 
sentation of Fig. ll-29h is merely a 
linear presentation of the pattern 
of Fig. ll-29c. A receiver con- 
nected to a rotating directional 
antenna has its output connected 
to the vertical set of deflecting plates of the cathode-ray tube. The hori- 
zontal axis is obtained by a sweep circuit that drives the trace across the 
screen for every revolution of the antenna. 

The type of presentation shown in Fig. ll-29a is not widely used 
because the direction finders to which it is most suited, the so-called 
cathode-ray direction finders, use dual-channel receivers. Since the accu- 
racy of the system depends upon the relative output of the two channels, 
the r-f, oscillator, and i-f sections of the two receivers must be made to 
track throughout the frequency range. The present state of dual- 
channel receiver development tends to exclude this method of presenta- 
tion for accurate radar direction-finding applications. 




(b; 




(Cl 

Fig. 11-29. — Various methods for oath- 
ode-ray-tube indication: (a) lino indicator; 
(6) linear field-strength pattern; (c) enve- 
lope-typo field-strength pattern; (d) radial 
pattern. 
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The presentations sho^n in Figs. ll-29b, c, and d are all suited to 
direction finders with rotating antenna systems. If the antenna has one 
direction of maximum response and comparatively small minor-lobe 
response, the question arises as to which of the three methods of presenta- 
tion is most easily and accurately read. Most observers can bisect the 
lobe of Fig. ll*29c with greater accuracy than that of Fig. 11-296. The 
radial method of Fig. ll-29d sliarpens the pattern tow'ard the center 
of the screen, but tends to spread it out around the edge of the tube. 
Although the central part can be easily divided, the present production 
tolerances on radial-type cathode-ray tubes make the defiection errors 
near the center of the screen unreasonably large. 

If a presentation similar to that of Fig. ll-29c is used with a null- 
type direction finder, t.c., if the point of maximum defiection corresponds 
to the minimum signal, instead of the maximum signal, the direction of 
the maximum deflection is not so reliable, because the noise-interference 
level may be above the minimum signal level. In this case the maximum 
error appears at the tip of the lobe, and the maximum bearing accuracy is 
obtained not by taking the direction of maximum deflection, but rather 
by bisecting the lobe, using the portions of the pattern closest to the 
center of the screen as a guide. 

11-20. Reference Bearing. — For land-based direction finders the 
bearing information is generally presented in terms of degrees measured 
from the true north. On aircraft the presentation is usually relative, 
and the bearing is given with respect to the heading or longitudinal axis 
of the plane. For shipbomo installations the presentation may be with 
respect to either the ship’s heading or the true north. If true bearings 
are desired for shipborne or airborne direction finders the simplest method 
of allowing for calibration errors is to present the information in terms of 
relative bearings and to provide supplementary means of converting 
these to the true bearings. The direction-finder deviations depend on 
the antenna location and may or may not be small enough to allow a 
direct presentat on of true bearings. 

11-21. Instrument Errors. — It is interesting to consider the instru- 
ment errors of a typical indicator unit, such as the indicator unit described 
in Sec. 11-7 and shown schematically in Fig. 11-9. Although these 
errors do not hold for all the indicators described, the order of accuracy is 
approximately the same. The total instrument error is the sum of the 
errors of the various components that comprise the system and can be 
attributed chiefly to the following components: 

1. Synchros . — The normal production tolerance on the electrical accuracy of a 
synchro is of the order of 0.5 to 1 deg, depending on the synchros used. When 
two synchros are used in a generator-follower combination, a variation of approxi- 
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mately plus or minus 1 deg should be e.xpected. This error is independent of 
other portions of the servo system as it must be assumed that the follower synchro 
has negligible friction. 

2. Scanning Capacitor . — Two types of errors arise in the scanning capacitor. 
The first is electrical, the result of the misalignment of plates due to production 
tolerances and mechanical handling. Normal en-ors for such a capacitor are 
generally of the order of plus or minus 2 deg. Because the four stator plates are 
independent, the error generally takes the form of a misalignment in one or 
more quadrants. 

The second error in the scanning capacitor is mechanical and can be attributed 
to the rolling friction of the bearings and the windage encountered as the speed 
of rotation increases. This latter error differs from the electrical error in that it 
can change, not only ufith the aging of the bearings, but also vdth the speed of 
antenna rotation. Its effect becomes evident wlien it is observed that the 
apparent direction of the signal source shifts as the speed of the antenna is 
changed. This error may amount to 3 or 4 deg for various capacitors. 

3. Cathode-ray Tube . — third instrument error arises in the alignment of the 
deflecting plates of the cathode-ray tube. Production tolerances for normal 
cathode-ray tubes allow 90 deg plus or minus 3 deg between the two sets of 
deflecting plates. The instrument error caused by such a naisalignment is sym- 
metrical in that the errors are common to opposite quadrants. Thus bearings 
that lag between 0 and 90 deg will lag by a similar amount for bearings between 
180 and 270 deg. 

4. Trimmer Capacitors. — K number of difficulties confront the maintenance 
man in the alignment of trimmers. For the system of Fig. 11-9 the procedure 
requires him to adjust the capacitors while observing the luminous trace on the 
cathode-ray tube. In general, the attainable accuracy is not more than plus or 
minus 1 deg unless special equipment and techniques not generally adaptable to 
field maintenance are used. 

Summary . — ^The errors outlined above may not apply specifically 
to all the indicator units described in this chapter, but the nature of the 
problems and the order of magnitude of the en-ors are typical. In using 
radar or radio direction finders for high-frequency applications, it can 
be said that the instrument error is generally commensurate with that of 
the antenna array. It usually limits the accuracy of the system to the 
order of plus or minus 5 deg. 



CHAPTER 12 
HOMING SYSTEMS 
Bt J. W. Chbistensen 


12-1. Introduction to Homing. — Homing is a specialized form of radio 
direction finding. With direction-finding equipment, bearings may be 
taken Avith any arbitrary heading of the vehicle; while in homing, the 
bearing ia taken by orienting the vehicle until its heading is toward the 
source of radiation. Greater bearing accuracy can, in general, be 



obtained with homing than with 
direction finding because of the 
narrower sector over which accu- 
racy is required. 

A typical homing system, as 
installed on an aircraft, is shown 
in Fig. 12-1. Although many 
variations are possible, tire essen- 
tial components and principles 
remain tbe same. The signals re- 
ceived by two or more directional 
antennas on the aircraft are com- 
pared, and this information is pid- 


Fio. 12-1. — Asimuth homins system for Sentcd to the pilot in SUCh tt 


honsontai poianiation. manner that he can correct his 


course as required. Homing systems have been built to provide direc- 
tional guidance in the horizontal plane (azimuth homing), in the vertical 
plane (elevation homing), or in both planes. Elevation homing has 
proved to be less useful and technically more difficult. 

In practice, high-frequency homing systems consist of the antenna 
system, a commutating system, and an indicator. These are used in 
conjunction with a standard u-h-f receiver. A block diagram of a typical 
azimuth homing attachment is shown in Fig. 12-2. As the figure shows, 
the homing attachment provides, by means of a switching arrangement, 
a method whereby a single receiver can in effect yield an indication of the 
relative voltage induced in two separate antennas by a single transmitter. 
Approximately half the time, for example, the receiver is connected so as 
to activate tbe entire circuit or channel from the left antenna to the indi- 
cator. The desired end product from this system is an indication on the 
294 
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cross-pointer meter which will keep the pilot informed of the correctness 
of his course. In the equipment shorvn, the vertical needle is caused to 
smng right or left to indicate errors in heading, while the horizontal needle 
is used to indicate the integrated signal strength and thus inform the 
pilot of his approach to the signal source. For homing in both azimuth 
and elevation, two more channels would have to be added, and the hori- 
zontal pointer of the cross-pointer indicator could then indicate any 
errors in the flight attitude. 

The follovdng sections describe the results of work at the Radio 
Research Laboratory on homing systems operating in the frequency range 


Course 



Fig. 12-2. — Azimuth lioming system. Block diagram. 


above 100 Me. These are of interest not only because of the high operat- 
ing frequencies, but because of the requirements met for operation over 
a ivide band of frequencies. Various design features are also of interest. 
The homing systems described here are all of the lobe-switching type. 

12-2. Antennas for Very-high-frequency Homing. Basic Considera- 
tions. — ^The antenna system is the heart of an}'' homing device. The 
design of suitable antennas represented the principal new problem faced 
in extending the frequency range of homing devices to the u-h-f region. 

Ambiguous Courses. — balance or on-course indication is given to the 
pilot by the homing system whenever his heading is such that equal sig- 
nals are induced in each of the antennas of a pair. As shown in Fig. 
12-3a, there may be several of these crossover points at which the radia- 
tion patterns of the two antennas intersect. Crossover points must, 
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of course, occur in pairs, although) one point of a pair may be in or near a 
direction of zero sensitivity. An ideal homing pattern would have only 
one crossover point, and that dead ahead of the aircraft. 

In practice, most homing antenna systems have, in addition to the 
true crossover point, one or more ambiguous crossover points. Use of 
the ambiguous ones by the pilot should be prevented. The determination 
of the ambiguous crossover points is called sensing, and may be accom- 
plished by one or more of the following means. (1) One-half of the cross- 
over points give reversed reading and so can readily be identified on the 
pilot’s indicator. For example, in an azimuth homing system, if the 
aircraft deviates to the right, correct sense indicates that the pilot should 
turn left, while reverse aen^ indicates that he should turn even more to 
the right. By the use of this principle, complete sense can be obtained 
with the double cardioid patterns often used at lower frequencies. (2) 
If the sensitivity fonvard can be increased relative to the sensitivity 
backward, the forward and back- 
ward groups of crossover points 
can be separated by means of a sig- 
nal-strength indicator. If all cross- 
over points e.vcept the true one can 
then be moved to the backward 
quadrant, a signal-strength indica- 
tor will yield complete sense. 

Deviation of the true crossover 
point from dead ahead obviously 
occurs when the left-right or up- 
dorni antenna pattern pairs are not 
symmetrical. Causes of such dis- 
symmetry may be (1) unsym- 
metrically mounted antennas, (2) 
electrically unbalanced antenna 
cables, (3) a reflecting structure near one antenna, (4) dissymmetry in 
electrical ground paths and metal surfaces surrounding antennas. 

Much of the work discussed in this chapter was originated in an effort 
to modify the antenna patterns to remove ambiguous crossover points, 
such as shown in Fig. 12-3. In particular, with wing-mounted antennas 
such ambiguous crossover points often occur due either to dips (sharp 
decreases in sensitivity over limited forward angles) in the antenna 
pattern, or to nulls in the direction of the ends of the wings. Dips are 
sometimes difficult to overcome, especially when the antennas are 
mounted on the "wings, but may often be eliminated by placing 
the antennas further outboard or by increasing the distance between the 
antenna and the leading edge of the wing. Nulls toward the ends of the 



Fio 12-3 — Ambiguous croDsover points 
due to dips and nulls (1) true crossover 
point . (2) ambiguous crossover point due to 
dips; (3) crossover points due to nulls; 
N direction of null 
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High Sensitivity 
Low Definition 


Low Sensitivity 
High Definition 

Fig. 12-4. — Sensitivity vs. definition of 
antenna patterns: (o) iiigli sensitivity; low 
definition; (6) low sensitivity; high 
definition. 


ivings may often be eliminated or moved backward by mounting or bend- 
ing the antennas so that the outboard end of each antenna is closer than 
the inboard end to the leading edge of the wing, and by mounting anten- 
nas further outboard. A homing antenna system developed on the basis 
of such considerations is discussed in some detail later. 

Sensitivity vs. Definition . — A 
compromise is usually found neces- 
sary between sensitivitj’’ and 
directional accuracy. If the two 
antenna patterns of a pair are 
arranged as shown in Fig. 12-4a, 
the true crossover point appears in 
the direction relative to the antenna 
patterns which yields high sensi- 
tivity. However, the change of 
relative signal received from the 
two antennas is not great with 
changing aircraft heading. There- 
fore the directional definition is 
low. When the antenna patterns 
are arranged as in Fig. 12-4?), 
angular definition is high but sensitivity is low. 

Polarization . — The effects of the polarization of the incident wave on 
the performance of a homing antenna system have been found to be 
marked. The homing systems described in the following pages ivill 
operate satisfactorily only on one polarization. The difficulties of main- 
taining proper balance under all conditions of polarization have not yet 
been surmounted at these frequencies. In the lOO-to-600-Mc band, a 
separate pair of antennas is, in general, required for each angular defini- 
tion on each polarization. Simple linear elements or stubs are usually 
sufficient to give azimuth indication on horizontal polarization or eleva- 
tion information on vertical polarization. Phased arrays, a linear 
element 'with reflector, or stub-reflector combinations are usually neces- 
sary to jdeld azimuth information on vertical polarization or elevation 
information on horizontal polarization. Various examples of these 
types of homing antennas are discussed later. 

12-3. Pattern Measurement. — ^To facilitate rapid determination of 
homing-antenna patterns, two pattern-measuring arrangements ■were 
constructed with which both azimuth and elevation patterns could be 
measured on the ground. One of these is illustrated in Fig. 12-5. A 
test transmitter is mounted in a truck that can be driven around the air- 
craft while a calibrated receiver and output indicator are connected to 
the homing antenna of the aircraft. The radiation pattern of the antenna 
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under test may be then readily detcnnined. It is essential that no build- 
ings or other reflecting objects be near the testing area. 

To assist in the semi cut-and-tiy process of design, it was found con- 
venient to mount the antennas under test on flexible gooseneck tubing so 
that their spacing and orientation on the aircraft could readily be changed. 
Tor such tests on the ground, it was not found necessary to make per- 
manent installation of the antenna, provided that the contours of the 
aircraft were not markedly changed 
by the test equipment. 

The transmitting antenna on 
the truck may be a single dipole 
mounted so as to give the desired 
polarization. It is extremely im- 
portant that the dipole be balanced 
to ground so that the polarization 
of the signal radiated cannot have 
both vertically and horizontally 
polarized components. Signals of 
mixed polarization will produce 
misleading results in such a test. 

Patterns for elevation homing 
with n-ing-mounted antennas can 
be obtained through the use of a 
Fio. i&.5.-Over.Aii a,imuth pAttem- fuH-sized metal aircraft wing 
mounted mth its long axis vertical 
in such a manner that it may easily be rotated. In this case, the trans- 
mitter remains stationary, and the receiving antenna is rotated. The 
same equipment may then be used as for the determination of over-all 
azimuth pattern. 

12-4. Classification of Antenna Systems . — X distinction may be made 
between two general types of homing antennas: a self-complete type, the 
operation of which is influenced by, but not dependent upon, the aircraft 
structure; and a structure-dependent type, the operation of which is 
directly dependent upon the aircraft structure on which it is mounted. 
Tests on seli-coraplete antennas indicate that unidireclionai patterns 
having high forward-to-backward sensitivity ratios can be obtained with 
Yagi or similar-type arrays, but only over appro.ximately a 10 per cent 
frequency range. "Where greater frequency ranges such as 1.5-to-l or 
2-to-l frequency ratios are d^ted, simple dipole and wide-band-Adcock 
combinations are satisfactory. Self-complete antennas of this type 
have the advantages of operation through a fairly broad frequenej’^ range 
and on practically any type of structure, w’hen mounted sufficiently 
clear of it. They have the disadvantages of having ambiguous crossover 
poirtj and of requiring considerable mounting space. 
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Structure-dependent antennas, such as simple stubs or dipoles, are 
mounted at locations where metallic surfaces of the aircraft can be used 
as shields or reflectors to produce proper patterns. In general, such 
antenna systems yield satisfactoiy patterns over frequency ranges of 2 
to 1 or 2.5 to 1. Detailed examples of both types of antennas are given 
in a later section. 

For proper operation of homing antennas of the dipole t 3 rpe, it is 
always desirable and usually necessary to operate them balanced to 
ground. Such balance is best achieved by the use of a balun. Correct 
balancing becomes increasingl 3 ’’ important as frequency ranges are 
increased. A detailed description of the operation of such balanced 
transformers is given in Chap. 3. 



It is important that the cables connecting the antennas with a lobe- 
Sivitching equipment be of identical electrical length, since standing 
waves present on these cables may cause directional errors if the cables, 
and hence the waves, are not identical. 

12-5. Antenna Systems for Azimuth Homing. Doiihle-dipole Wing 
Antenna for Horizontal Polarization . — ^The homing antenna found most 
suitable for use on horizontally polarized signals is a structure-dependent 
system consisting of a pair of dipoles, one mounted on the leading edge of 
each wing of a metal aircraft, as shoAvn in Fig. 12-1. A cross-sectional 
view of one of the antennas and its associated balun is shown in Fig. 
12-6. Polar sensitivity curves for the over-all ej'^stem are shown in 
Figs. 12-7a and & at frequencies of 150 and 300Mc, respectively. At 
intermediate frequencies the patterns are equally good. The dipole is 
wavelength long at 180 Me. 

In this antenna system, the vnngs and nose of the metal aircraft are 
used as reflectors to assist in obtaining the desired polar patterns. Shield- 
ing by the wings is largely responsible for the high forward-to-backward 
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sensitivity ratio of this system, which is of the order of 20 to 25 db, 
depending on frequency. Shielding by the nose, combined with the 
sweepback of the nings, causes most of the right-left displacement of 
the starboard and port antenna patterns. The 30-deg angle between the 
antennas and the leading edge of 
the wing tends to fill in dips in the 
patterns toward the wing tips that 
W'ould othervvise be present and 
causes a slight increase in the right- 
left lobe displacement. 

It has been found that, if the 
antenna position is too near the fuse- 
l^e, sensitivity forward becomes 
less, and secondary dips appear in 
the patterns at approximately 60 deg 
and 300 deg. These dips cause serious ambiguous crossover points. 
When the mounting position is too near the wing tips, on the other 
hand, the right-left displacement becomes insufficient and the forward- 
to-backw’ard sensitivity ratio decreases. This antenna is the most 
satisfactory azimuth homing system developed for horizontal polarization 
since it has only one crossover point forward, and all back crossover 
points are 20 to 25 db less sensitive 
than the forw'ard one. With this 
antenna, pilots find it relatively 
simple to separate the forward and 
backward crossover points either 
by using a signal-strength meter, or 
simply by noticing the jumbled 
nature of the backward crossover 
points. 

Crossed-dipoh Antenna . — An 
antenna of the self-complete type 
that jnelds azimuth information on 
horizontally polarized signals is 
shown mounted above an aircraft in 
Fig. 12-8. Thedipolesaremounted 
at right angles to each other in a horizontal plane, each dipole making an 
angle of 45 deg with the axis of the aircraft. Patterns with this antenna 
so mounted are shown in Fig. 12-9. It can bo seen that the effect of the 
aircraft is to distort the patterns from their normal shape, yet the cross- 
over points wnre found to remmn within 4 deg of the correct position 
over a frequency range of about 1.6 to 1. An auxiliary sensing antenna 
having a good forward-backward sensitivity ratio is required in order to 



Fro. 12-8. — Crossed dipoles mounted. 
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enable the pilot to distinguish between the 0-deg correct bearing and the 
180-deg ambiguous bearing. 

Triple-stub Antenna for Vertical 
Polarization . — The antennas shown 
in Fig. 12-10 proved very satis- 
factory for providing azimuth hom- 
ing on vertically polarized signals. 
The antenna consists of two identi- 
cal stubs, installed side by side and 
normal to the bottom surface of 
the fuselage of a metal aircraft. 
Between the stubs a heavy metal 


Fig. 12-9. — Putterns of orossod-dipole 
antenna mounted above plane surface, 

175 Mo. 

streamlined strut is grounded to the fuselage. This strut is at least 10 
per cent longer than }/i wavelength at the lowest frequency for which the 

system is to be used. The stubs are 
about wavelength long and are 
spaced about 34 Avavelength from the 
streamhned strut at the center fre- 
quency. The resulting patterns at 
one frequency are shown in Fig. 
12 - 11 . 

This antenna is highly satisfactory 
for yielding azimuth information on 
vertically polarized signals, since it 
has good sensitivity, good definition, 
and relatively wide frequency range. 
Crossover points remain ivithin a few 
degrees of the correct directions over 
a 1.5-to-l frequency range. The 
greatest application is likely to be for 
use on aircraft at frequencies above about 200 Me since, at lower fre- 
quencies, the center strut must be quite large. 



Fig. 12-11. — Triple-stub antenna pat- 
terns at 680 Me. 



Fig. 12-10. — Triple-stub antenna. 
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12-6. Antennas for Elevation Homing. Double-dipole WiTiq Antenna 
for Horizontal Polarization. — A double-dipole mng-antenna system that 
yields elevation information on horizontally polarized signals is shown in 
Fig. 12-12. This anteima conasts of two horizontal dipoles mounted 
one above the other and slightly forward of the leading edge of the wing. 
The wing acts as a reflector, cau^g vertical displacement of the patterns 
and giving a considerable forward- 
backward sensitivity ratio. A typical 
pattern in the vertical plane for this 
system is shorni in Fig. 12-13. Be- 
cause of the unsymmetrical cross sec- 
tion of the wing, elevation patterns 
FiQ 12-12 — DoubJe-dipolfr-wing ele- Vary with frequency. It is usually 
vation antenna. possible, howevcr, to find a position 

for the antennas where the patterns are satisfactory for homing and 
where the vertical crossover point remains within plus or minus 3 deg 
of the aircraft axis over a frequency range of approximately 1.5 to 1. 

Crossed-Adcock Antenna far Horizontal Polarization. — An elevation- 
homing antenna system of the self-complete type for use on horizontal 
polarization may also be constructed 
from two H-type Adcock antennas 
tvith horizontal elements, one mounted 
on each side of the nose of a multi- 
motored aircraft. One antenna can 
be set so that its pattern maidmum is 
45 deg above the horizontal plane, 
and the other with its pattern maxi- 
mum at 45 deg below the horizontal 
plane. Such an antenna has excellent 
definition and is usable over approxi- 
mately a 2-to-l frequency range, but 
has the disadvantage of ambiguous 12-13.— Doubi^dipoi^wing eieva- 

. ° , tion-antenna patterns at 175 Me. 

crossover points, ihe backward am- 
biguous crossover point is especially serious. Other disadvantages of this 
type of antenna are the large mounting space required and severe 
aerodynamical problems. 

Universal Homing Antenna. — A combination of the crossed-dipole 
and the crossed-Adcock antenna is shown in Fig. 12-14. The dipoles 
and Adcocks are all mounted on a central hub, carried by a supporting 
tube mounted parallel to the axis of the aircraft. Rotating the support- 
ing tube through 90 deg will orient all the antenna elements for use on 
either horizontal or vertical polarization. For horizontal polarization 
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Adcocks 


the crossed dipoles give azimuthal information and the crossed Adcocks 
yield elevation information, conversely for vertical polarization. A large 
circular shielding plate is mounted on the supporting tube a short distance 
from the hub. Tliis increases the forward-backward sensitivity ratio 
and decreases the effect of near-by objects behind the antenna mount. 
The best patterns from this type of antenna are obtained when the 
antennas of the Adcocks are cut to 3^ 
wavelength and spaced 3^ wavelength 
apart and the dipoles are cut about 20 
per cent longer than 3>i wavelength. 

The presence of ambiguous crossover 
points both in the vertical and hori- 
zontal planes limits the use of this type 
of antenna to accurate homing on a 
course that has previously been approxi- 
mately determined by other methods. 

12-7, Commutators. — The r-f input 
to the receiver and the video-frequency 
output both must be commutated 
rapidly and in synchronism. The 
proper operation of a commutating fig. 12-14.— universal lioming an- 
system is, therefore, essential to the tenna. 

operation of a lobe-swntching homing 

device. Both mechanical and electronic commutators have been built 
and have given satisfactory performance. 

Mechanical r-f commutators for this frequency range have been found 
to perform better if the switching contact is made through a capacitance. 
Two types of switching transients are produced by metal-to-metal con- 
tacts. One type of transient is due to the switching of static charges on 
the antenna system. The effect of this transient may be easily eliminated 
by placing a small choke between the inner and outer conductors of the 


Dipoks 


Supporting 

Tube 


antenna coaxial line to prevent the build-up of static charges. A second 
and much more serious type of transient is due to a frequency or ampli- 
tude shift of the receiver local oscillator, whenever the antenna input 
circuit is switched. This is caused by a coupling of energy from the local 
oscillator into the antenna input line through the mixer and r-f tuning 
sections of the receiver. Switching the antenna circuit changes the load 
of the local oscillator and thereby causes the above shift. This type of 
transient varies with the receiver used, the length of coaxial line involved, 
and the frequency. The peak amplitude of these switching pulses 
varies from 100 to 500 gv. This means that a metal-to-metal contact 
switcliing system seriously limits the useful sensitivity of the receiver. 
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12-8. Mechanical Radio-frequency Commutators. — Rotary com- 
mutators of the automobUe high-voltage ignition-distributor type have 
been found to be the most satisfactory of the mechanical r-f commutators. 
In such a commutator, input segments cormected to the inner conductors 
of the antenna-input cables and an output disk connected to the inner 
conductor of the cable to the receiver are embedded in a low-loss phenolic 
stator plate. A shielding ring is pro^dded between the center disk and 
the input segments to reduce capacitance coupling and cross talk and to 
improve the impedance match. Rotor shoes of stainless steel make light 
sliding contact "with the phenolic stator plate. The input segments and 
the output disk are undercut 0.0015 in. below the surface of the stator 
plate. Hence, for each channel, two air-dielectric .capacitors are in 
series when the commutator makes contact. The rotor)\^ which is rotated 
about 900 rpm, then couples in turn, through these capacitances, the 
various input segments to the output disk. Such a comifcutatOT may be 
made to cause less than 6-db insertion loss in a 50-ohm coaxial cable over 
a frequency range of about 5 to 1 and less than 12-db loss oveKa frequency 
range of about 10 to 1. Such commutators can be constructedi^hat oper- 
ate with, less than 6-db loss up to frequencies as high as 1300 Mlo- One 
life test on such an air-capacitor-type commutator showed it to be uQ good 
working condition after 3000 hr of continuous operation. \ 

Somewhat lower losses can be obtained by the use of titanium dioaide 
instead of air as the dielectric in a mechanical commutator similar to fhe 
one discussed above. In such a commutator, the input segments and .(he 
output contact protrude above the stator plate, and a titanium dioxide 
coating on the rotor makes direct nibbing contact with these segmenj 
In a unit of this type, it is possible to use polystyrene as a stator materi. 
Polystyrene stator installation cannot be used in the air-dielectric tyfce 
commutator because it would be rapidly worn away by the rotor seg- 
ments. A titanium dioxide commutator has been made to operate wjith 
less than 7-db loss to frequencies as low as 20 Me. 

The fact that titanium dioxide is very hard and tends to cut away 
material on which it rubs limits the life of such a commutator, 
good conditions, a life of about 200 hr may be expected. 

Single-pole double-throw coaxial r-f rela)^ have also been used for rjf 
commutation in homing systems. These relays have the advantage <if 
low loss and low standing-wave ratio. However, they suffer from ‘^-he 
transients generated and from boimcmg of the contacts at the h-gher 
snitching rates. Capacitive switching may be obtained in such a rrilay by 
anodizing the relay contact points. This eliminates the svvitchirAg tran- 
sients, but such a relay has a relatively short life. For low s-witching 
rates as used in an aural indication of the A-N type, such rrtlays are 
satisfactory. 
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12-9. Mechanical Video Commutator. — The mechanical construction 
of a video commutator may be similar to that used in the r-f commutator 
just described, except that direct contact is used. Figure 12-15 shows the 
essential components of a two-channel video commutator. 

Because of the low current switched by the video commutator of the 
homing system, turn serious problems of commutator film are hkely to 
be encountered; one with film built up between the segments and the 
brushes, thereb}'’ increasing the commutator 
series resistance; and the other rvith the film 
built up between adjacent segments, thereby 
causing cross talk betw'een adjacent channels. 

Commutators employing brass segments and 
ordinarj'’ carbon or graphite brushes are un- 
satisfactory and cannot be relied upon for more 
than 5 to 10 hr of operation. 

A combination of sterling silver segments, 
brushes 90 per cent silver and 10 per cent 
graphite, and brush pressures of betw^een 6 and 
8 lb per sq in. is about optimum for keeping 
series resistance low over long operating 
periods. Small slots, approximately 0.02 in. 
mde, at the ends of each segment may be used 
to break up the intersegment film and therebj’’ 
prevent cross talk between adjacent channels. 

Using this combination, life tests on several 
commutators indicate a useful life in excess of 3000 hr, during which the 
series resistance did not become greater than 0.80 ohm. 

The r-f and video commutators described above are usually mounted 
in a pair on a small casting and driven in synchronism by a small d-c 
motor. 

12-10. Electronic Radio -frequency and Video Commutator. — To 
eliminate all moving parts, an electronic commutator has been developed 
which is composed of r-f and video gates controlled by an electronic 
snitch. A block diagram of this system as applied to simultaneous 
azimuth and elevation homing is shown in Fig. 12-16. The r-f gate 
consists of four grounded-grid 6J4 amplifiers capable of operating over a 
very wide frequency range. The plate voltage of each of these gate tubes 
is sTOtched on and off, as required, by the electronic switch. The video 
gate consists of four triode grid-bias-controlled rectifiers of conventional 
type, also controlled by the electronic switch. The electronic switch is a 
four-channel Eccles- Jordan circuit triggered by a blocking oscillator. 
Figure 12-17 show''s the details of this circuit. 

Assume that triode Vi is conducting space current; this causes a volt- 
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age drop in the corresponding plate-load resistor. Since the grids of the 
other three triode elements are connected through identical voltage- 
dividing resistance networks to the plate of Vi, these grids are made less 
positive wth respect to ground (more negative with respect to their 


4 Croundtd'gritJ 
amplifiers 


4 Gnd-coniro/kd 
rectifiers 
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Fio. 12-17. — Schematic diagram of two- at four-chanael electronic homing attachment, 
cathodes) than othenvise. This holds Fs, Vj, and F 4 to cutoff. Now, if 
a large negative pulse from the blocking oscillator is applied to all the 
grids in. parallel, Fi will suddenly be driven to cutoff; the other tubes 
will be unaffected. This causes a rapid rise in the plate voltage of 7i, 
which is applied only to the grid of Vt through the coupling capacitor. 
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The amplified positive pulse applied to Vi overrides the negative pulse 
from the blocking oscillator, and Vi conducts. This stable situation 
corresponds to that explained above for Vi conducting. The next 
negative pulse mil then transfer control to Fs, and so on. 

The output of each channel of the Eccles-Jordan circuit is passed 
through pulse-inverting and shaping tubes to cathode followers. The 
low-impedance output of the cathode-followers controls the r-f and video 
gates in synchronism. 

The loss through a typical switch of this type is approximately 6 db 
at 10 Me, 7 db at 200 hlc, 8 db at 400 Me. 10 db at 500 hic, and 16 db at 
900 Me. 

Comparative tests between the electronic and mechanical ts^es of 
commutator indicate that both are satisfactory for use mth homing 
systems. The air-dielectric mechanical commutators are superior for 
frequencies above approximately 300 or 400 Me, while the electronic 
type is better for frequencies below this value. The titanium dioxide 
mechanical commutator ydelds low-loss results as low as 20 Me but has 
mechanical difficulties. The mechanical commutators are limited to 
smtehing rates of the order of 15 to 20 per sec, while the electronic com- 
mutator may, of course, smteh at any desired rate. 

12-11. Indicators. — ^The relative merits of the several methods of 
presenting homing information to the pilot were investigated. Three 
systems seem most promising. 

1. An oscilloscope indicator, in which the four righi^left up-down deflection 
plates are connected to the rectified outputs of the corresponding homing chan- 
nels, may be used for azimuth and elevation homing, since polar deflection of the 
oscilloscope spot indicates the direction of the transmitter being homed on. 
This system has only fair definition due to the relatively high deflection voltages 
required, is heavy, has a large number of controls, and has a tendency to develop 
“burned” spots on the screen. It is likely, however, that an improved system of 
this tjpe could be used to advantage in discriminating between sources having 
the same r-f frequencies but differing in modulation characteristics. 

2. A cross-pointer meter having two movements in a single case with the verti- 
cal needle indicating azimuth direction and the horizontal needle indicating 
elevation mformation (or relative signal strength for an azimuth-only homing 
system) is an excellent indicator due to its light weight, simplicity, ease of reading, 
and low power requirements. 

3. An A-N aural keyed system also works very satisfactorily as the indicator 
for two-channel operation. In this system, the right and left antennas are keyed 
m an interlocking A-N in the usual radio-range fashion by the r-f commutator. 

From laboratory and ffight tests comparing the relative merits of the 
A-N aural system and the cross-pointer indicator when used with similar 
homing equipment the following results were obtained; (1) A-N aural 
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presentation was found to be unsatisfactory for use mtb a combination 
azimuth and elevation system because of difficulty in interpreting a 
signal keyed four ways; (2) preliminary psychological tests indicate the 
definition of the meter system to be approximately 1.5 times the definition 
of the A-N system; (3) flight tests indicate that meter presentation yields 
two to three times the definition erf A-N presentation, probably because 
of the noise in the aircraft and the inability of the pilots to concentrate 
on the A-N signals; (4) most pilots prefer meter to A-N because of the 
fatigue attendant upon concentrating on the A-N signals for very long 
periods of time; (5) A-N presentation allows some resolution of stations 
having the same carrier frequency and differing only in modulation; 
meter presentation allows no resolution. 

12-12. Miscellaneous Considerations. A-v-c Circuits. — In homing 
on a radio transmitter, the received signal strength varies between very 
mde limits. If the receiving system is to operate with adequate sensitiv- 
ity and without overloading, a very effective automatic volume control 
is necessary. At the same time, the time constant of the a-v-c circuit 
must be sufficiently long to keep the gain of the receiving system essent- 
ially constant over several rotations of the r-f and video commutators. 
With the standard receivers used, the automatic volume control normally 
present is insufficient and the time constant is too short- It is, therefore, 
necessary to provide from the homing attachment to the receiver an 
a-v-c voltage of sufficient amplitude and of long time constant. 

Two stages of video amplification before a-v-c rectification and an 
a-v-c time constant of approamately I sec were found satisfactory for the 
particular receivers used. With this combination and a typical receiver, 
satisfactory operation can be obtained with r-f inputs varying from 
20 pv to 1.0 volt. 

Integrating and Bridge Circuits . — The integrating and bridge circuits 
used in v-h-f homing equipment are not essentially different from those 
used in earlier low-frequency systems. These circuits integrate the 
signals coming from a pair of channels, compare them as to intensity, 
and develop an indicator current, the magnitude of which is roughly 
proportional to the difference of Intensity between the two incoming 
signals. As Fig. 12-16 shows, the bridge circuit operates from the 
rectified negative-peak output of the ^ddeo amplifier in the receiver. 
The time constant of the RC integrating network shown in the grid cir- 
cuit of the bridge tubes is chosen to be long (0.1 to 0.6 sec) compared 
wdth the switching period. This ensures a steady indication on the cross- 
pointer meter. If the airplane is off course, different r-f voltages will be 
induced in the two antennas of a pair, and hence different d-c grid voltages 
mil be developed on the tw’o halves of, sa 3 ’-, the right -left bridge tube. 
The resulting different plate currents will cause a potential difference to 
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Commutator Assembly 

i. 12-18. — Schematic diagram of two-channel mechanical homing attachment. 











310 


VERY HIGH-FREQUENCY TECHNIQUES 


[Chap. 12 


appear between the two plates, the sign of which ^v^U depend on the 
direction of the aircraft heading error. The pilot’s indicator is connected 
to read this plate-to-plate voltage. As shown in Fig. 12-18 (the sche- 
matic diagram of a widely used system), the circuit is composed of a 
double rectifier, double integrating circuits, a commutator-ripple filter, 
and a double bridge tube feeding the indicator. In this particular system, 
an additional tube is used to actuate the horizontal-needle element of 
the cross-pointer indicator in accordance with the average signal strength 
(considering holh right and left channels). Information on signal strength 
aids the pilot in distinguishing ambiguous crossover points and in deter- 
mining the approximate distance to the signal source. 

12-13. Performance. — The double-dipole-wing antenna system for 
azimuth homing on horizontally polarized signals proved to be the most 
useful. Extensive tests with this type of equipment indicate that it is 
possible consistently to obtain bearing accuracies of the order of + 5-deg 
error over a 2-to-l frequency range. The errors are not greater than ±3 
deg at most frequencies. Accuracy can, in general, be made higher than 
the pilot can eHectively use in controlling his aircraft. 

Tests of combined azimuth-elevation homing systems on a ground- 
based source indicate azimuth and elevation accuracy of the order of ±6 
deg. Tests against an airborne source showed poor accuracy in elevation 
due to the interference of direct and ground-reflected waves. As is to be 
expected, this interference produces oscillations of the elevation indicator 
above and below the true reading. While this oscillation makes homing 
in elevation more difficult on airborne sources, it is usually still possible to 
locate the source aircraft by noting the decreased amplitude of the oscil- 
lations as the source is approached. 



CHAPTER 13 


INTRODUCTION TO POWER GENERATION 
By J. F. Byrne 

13-1. Military Requirements as to Frequency and Power. — The fol- 
loR’ing chapters dealing with the general subject of power generation are 
based upon the results of an intensive development progi-am carried on 
during the war. This program was established to meet an urgent military 
requirement for modulated c-w transmitting equipment specifically 
designed to create a maximum of interference with the operation of 
unfriendly radar systems. The magnitude of the technical program 
can best be appreciated by noting that the useful radar spectrum extends 
from roughly 50 Me to upward of 10,000 Me and that an unfriendly radar 
system could well utilize any channel in this tremendous frequency range. 
Consequently, in order to meet the military requirements, transmitters 
were developed that were capable of being quickly tuned over wide fre- 
quency ranges, preferably with single-dial control, so that the useful radar 
spectrum could be guarded with the minimum number of different equip- 
ments and equipment types. A notable achievement in this direction 
was the development of equipment, later described, capable of being 
tuned and operated at any frequency in the range 300 to 2500 Me, with 
efficiencies that, throughout this very wide range, generally exceed those 
commonly obtained prior to the war at the low-frequency end of the band. 

A thorough study of the characteristics of radar s 3 ’'stems, such as 
peak power, antenna gain, and scope-presentation methods, was under- 
taken in order to establish the transmitter poAver levels required to meet 
the various military appheations. The general results of this work 
indicated that equipment ranging from a few watts to many IdloAAmtts of 
output power could be effectively utilized. As pointed out above, a 
series of equipments are naturally required to cover this enormous 
frequency range, and from the standpoint of high-power v-h-f operation 
this requirement posed a very formidable tube problem; for it has been a 
natural condition that, as frequency is raised, physical dimensions of the 
tube generators decrease and heat dissipation is limited, resulting in a 
reduction of both poAver input and poAver output. 

13-2. Tube Program. — The general considerations involving poAver 
levels required to accomplish the technical objectives resulted in the 
establishment of a very large vacuum-tube development program; for 
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prior to the war, power levels were limited to values of the order of 1 kw at 
100 Me and 25 watts at 500 Me. Figure 13-1 shows the state of develop- 
ment prior and subsequent to the establishment of the program. An 
item, not shown on the chart, is a 10,000-watt magnetron operable at 
frequencies between 400 and 600 Me. In general, magnetron develop- 
ment was somewhat more rapid than that of high-power triodes and 
tetrodes. From the point of view of the minimum development and 
production job, wide tuning ranges were obviously desirable. At the 
lower frequency end of the spectrum tubes were developed that employed 
external tuned circuits, and tliis class of tube, for more or less obvious 



Fio. 13-1. — Maximum power levels resulting from the development program. 


reasons, has the greatest frequency coverage in terms of the ratio of the 
high-frequency to the low-frcquency limit, but not necessarily in terms of 
the total number of channels or megacycles covered. Table 13-1 lists 
a few tubes, their power output, tuning ratio, and thn number of mega- 
cycles covered. 

As is implied in Table 13-1, triodes, tetrodes, and magnetrons all 
found logical application in the program. The resnatron tetrode is 
probably one of the most outstanding electronic developments of the war 
period. At the time of its first successful test, power levels at 500 Me 
were pegged at around 30 to 50 watts, and here in one package is a 30,000- 
to 50,000-watt generator — a thousandfold increase in one step. There 
is little doubt that the successful operation of the resnatron greatly 
accelerated all high-power high-frequency development and that it 
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points the way toward vastly increased domestic and industrial applica^ 
tions of high power in the frequenc 3 ’- range up to 1000 Me. 


Table 13-1. — Typical Tube CnARACTEiusTics 


Tube 

Type 

Tuned 

circuit 

Frequency 

range. 

Me 

Tuning 

ratio 

Channel 

cover- 
age, Me 


3C22 

Lighthouse triode 

External 

To 1500 


1500 

60-10 

20.39 

Lighthouse triode 

External 

To 2500 


2500 

50-10 


Magnetron 

External 

350-750 

2.15:1 

400 

150 

6J21 

Magnetron 

Internal 

2400-3000 

1.5:1 

1200 

1000 


Magnetron 

Internal 

2700-3000 

1.11:1 

300 

60 

368AS 

Triode 

E.xtcrnal 

To 600 


600 

10-3 

Resnatron. . . 

Tetrode 

Internal 

400-600 

1.5:1 

200 

50,000 


13-3. Modulation. — In order to establish a maximum of interference 
on a radar channel, it is necessaiy to generate a modulated carrier wave 
having Mde-band components of substantial magnitude at frequencies 
several megacycles removed from the carrier frequency. Experiments 
showed that to meet these requirements the most effective, readily 
generated signal consisted of a carrier wave, hea\dly amplitude modulated 
by random noise. The modulator output preferably consists of a rela- 
tively uniform spectrum of -^ddeo noise extending from low frequencies to 
high frequencies of the oi-der of 2 to 6 Me. It was experimentally deter- 
mined that linearity of amplitude response was not essential, and con- 
sequently this point receives little attention in the material that follows. 
On the other hand, a uniform frequenc 3 ’‘ response was alwa 3 '-s desirable, 
and the discussions of the various factors affecting band width of the 
transmitted signal are given in some detail. In many cases the amplitude 
modulation was accompanied by unintentional incidental frequency 
modulation of occasionally as much as several megacycles. It was 
found, however, that from the point of view of effectiveness of the signal, 
the incidental frequency modulation was for the most part harmless and 
in some cases beneficial, so that little or no work was undertaken to pro- 
vide for stability of carrier in the presence of modulation. Nevertheless, 
as a part of the general investigation to determine the most effective type 
of modulation, several frequency-modulation studies were undertaken, 
and the technical results of this series of investigations are rather com- 
pletely covered in Secs. 17-15 to 17-26. 

13-4. Transmitting Equipment T 5 q)es and Requirements. — Because 
of the fact that the equipments developed were to be produced and 
employed in quantity, military requirements were established relating to 
their ease of operation and maintenance. It 3vas also desirable to keep 
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the number of equipment types to a minimum and to provide for a maxi- 
mum of frequency coverage in any one type. These considerations 
resulted in the general employment of modulated-oscillator systems hav- 
ing a minimum of components, viz., a power supply, a modulator, and an 
oscillator. Some work was done on master-oscillator power-amplifier 
combinations and some on single-side-band systems, but these schemes 
generally were restricted to operating frequencies below 200 hic. The 
results of this particular work represent no particular contributions to 
the art and are as a result not reported here This is not to imply that 
power-amplifier systems emplojdng triodes and tetrodes are not important 
or practical at frequencies up to 2000 to 3000 Me, but rather that the 
oscillator treatment given is of a sufficiently general nature to permit 
interpretation in terms of amplifier and frequency-multiplier perform- 
ance. Emphasis on the modulated power oscillator is additionally clear 
when it is remembered that a substantial portion of the power and 
frequency range was covered through the emplojTnent of the appropriate 
magnetrons, which are inherently power oscillators. 

13-6. Summary of Progress in the Field of Power Generation. — The 
completed developments include -the follondng types of equipment: 

1. Triode Systems . — Power oscillators of 10 to 50 watts output, depending on 
frequency, operating in coaxial extemal cavities tunable from a low-frequency 
limit dependent only upon tolerable cavity length, to a high-frequency limit 
of 1500 Me in the case of the 3C22, or 2500 Me in the case of the 2C39, and 
with plate efficiencies of 60 per cent or mote at the low-frequency end of the range 
and 15 to 20 per cent at the higb-frequency limit. 

2. Tetrode Systems . — A tetrode power oscillator of 50,000 watts output 
unmodulated, tunable internally from 400 to 600 Me at plate efficiencies of 
60 to 70 per cent. 

3. Magnetrons I . — k series of three magnetrons operable between the fre- 
quencies of 90 and 1200 Me, externally tuned, and having power outputs of 
150 watts at plate efficiencies of 30 to 40 per cent. 

4. Magnetrons II.^ — ’Two loagnetrons of 1000 watts output: the first, an 
externally tuned tube operable from 90 to 250 Me, with a conversion efficiency of 
40 to 50 per cent, and the second, an internally tuned tube covering the range 
2400 to 3600 Me with a plate efficiency of 50 to 60 per cent. 

5. Magnetrons III. — A series of rix inienmUy tuned magnetrons covering the 
frequency range 2300 to 4000 Me with power outputs of 50 w’atts at 40 to SO per 
cent efficiency. 

In addition to these completed developments there are under develop- 
ment a number of magnetrons of various sizes and frequency ranges. In 
the case of these magnetron developments most of the basic work is 
complete; problems remaining are to a large extent the elimination of 
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parasitic resonances in the cavities, which adversely affect operation in 
“spots” in the tuning range of the tube. 

Triode and tetrode developments are also under way to cover more 
adequately the power gap between the resnatron and disk-seal triodes of 
the 3C22 type. Acti\'ity in the new television bands will, no doubt, 
accelerate these developments and result in satisfactory triodes and 
tetrodes having 1 to 5 kw of power output in the frequency ranges below 
1000 Me. 

The following chapters have been written to establish a better under- 
standing of the principles involved in the generation, modulation, and 
measurement of substantial amounts of high-frequency power. It is 
well to remember that the work was carried on under the e.\treme pres- 
sure of a Avartime emergency and represents the results of the most direct 
approach to the solution of the problem. Inevitably, topics of great 
interest had to be neglected in the interest of speed, and in these cases the 
gaps in the treatment of the problem Avill be obvious. This, of course, is 
justifiable, and Avill indicate to the reader the number and types of prob- 
lems that will be subject to continued research and development. 


CHAPTER 14 


TRIODE AND PENTODE ULTRAHIGH-FREQUENCY 
OSCILLATORS 

By E. A. Ytjnker, J. F. Bybne, J. G. Stephenson, and M. B. Adams 

14-1. Introduction. — When the methods and calculations applicable 
to triode and pentode tubes at low and medium frecjuDncies are used in the 
v-h-f and u-h-f region for the design of oscillators and amplifiers, various 
difficulties are encountered. In general, the power obtained does not 
agree with calculated values, and considerable experimentation is usually 
necessary before optimum results are obtained from a given tube and 
circuit configuration. One factor contributing to this situation is elec- 
tron transit time within the tube. Another is that, when the frequency U 
high, stray, or not obvious, inductances and capacitances have marked 
effects on the oscillation frequency as well as in causing frequency jump- 



osciUator 


ing and hoUs, or regions in the frequency spectrum in which the power 
output is zero or quite low. In general, the optimum proportions of the 
circuit are not alw-ays readily calculable, and considerable use of trial 
and error may be necessary. 

The circuit of a simple Hartley oscillator, as used at low frequencies, is 
shown in Fig. 14-1. For the sake of simplicity, power and bias sources 
are not shown. Here the tunir^ capacitance Ci is large compared with 
the interelectrode capacitances of the tube, so that the latter may be 
neglected. To cause tliis circuit to oscillate, it is necessary to feed back a 
voltage of proper phase and magnitude from the plate circuit to the grid. 
The exact conditions for oscillation are given in a number of textbooks 
and will not be taken up here. At very high frequencies, how’ever, the 
inductance of the leads in the tube becomes important, with the result 
316 
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that the cathode of the circuit of Fig. 14-1 is not at ground potential. 
This and the fact that the tube capacitances are then important causes a 
change in the circuit, resulting in that of Fig. 14-2. The circuit is then 
no longer that of a Hartley oscillator. The voltage on the grid now 
depends not only on the position of the cathode tap on the coil, but also 
on the several interelectrode and gi'ound capacitances and on the cathode 
inductance. It is to be noted that while the grid and plate leads also 
have inductances they are parts of the tuned circuits and so do not 
require special consideration. As may be e.vpected, in view of the 
complexity of the circuit and the relative magnitudes of the straj’' or 
incidental circuit parameters, the performance vill differ considerably 
from that of the circuit of Fig. 14-1. 

The difficulties thus far discussed are caused principally by the length 
and, therefore, inductance of the cathode leads. It is not possible to 



(a) (b) 

Fig. 14-3. — Groundcd-platc oscillator circuit. 


make these leads as short as might be desired for electrical reasons, 
because the temperature difference between cathode and tube envelope 
dictates a minimum length. In general, any point on an oscillatory 
system or other network can be grounded, the onl}'' effect of a change of 
ground point being a difference in the distribution of voltages with respect 
to ground and the effect of stray parameters. By properly choosing the 
ground point, troublesome stray capacitances, for example, may be in 
effect removed from the circuit. Thus, in the circuit of Fig. 14-2, four 
of the capacitances shown terminate on the plate of the tube or the con- 
nection to it. By grounding the plate and connecting resonant circuits 
between plate and grid and between plate and cathode, the necessarily 
long cathode leads are made part of the tuned plate-cathode circuit, and 
several of the capacitances are in parallel vdth tuning capacitances. The 
result is the circuit of Fig. 14-3a, which reduces to that of Fig. 14-36 when 
the filament-lead inductance Lk and the plate-cathode capacitance Cpk are 
added to the plate-cathode tuned circuit and the grid-plate capacitance 
Cgp to the grid-plate tuned circuit. When coaxial or other resonant- 
line circuits are used, as they probably would be for those frequencies for 
which the inductance of the cathode lead is objectionable, the circuit 
becomes that of Fig. 14-4. By proper design of the tube the inductance 
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of the plate lead may be made extremely small. The principle of select- 
ing a circuit ground point such as to minimize, for a given tube, the effect 
of lead inductances and capaci- 
tances gives rise to a number of 
circuit types such as grounded grid 
rvith tuned anode and cathode, and 
grounded plate with tuned grid and 
cathode. Indeed, there is in gen- 
eral a given type of circuit that will 
work best ndth each type of tube, 
and conversely, the design of a 
particular tube should be based on 
some particular type of circuit. 

14-2. Oscillator Analysis. — A further fundamental difference exists 
between the Hartley circuit of Fig. 14-1 and the circuits of Figs. 14-3 and 
14-4, as Bho^vn by the folloning considerations. 

1. In. a triode oscillator or amplifier, efficient power conversion occurs when 
the plate-current pulses flow at or near plate-voltage nuniraums. iVith low 
values of transit time, this means that grid-voltage maximums and plate-voltage 
minimums occur simultaneously, i^., the alternating plate and grid voltages 
are 180 deg out of phase. 

2. In oscillator circuits reducible to a A- {or ir-) network, where only the 
resultant grid-plate, grid-cathode, and plate-cathode impedances need be con- 
sidered, the combination o! these impedances, acting as a rr-sectlon, must be 
such as to produce appro-dmately a 180-deg phase shift through the network. 

3. Two possible ir-netwotks ate shown in Fig. 14-5, each of which, with 
appropriate numerical values attached to the reactances, will produce the 180- 
deg phase relation between plate- 
cathode and grid-cathode voltages. 

The simplified oscillation conditions 
are that Xi + X, + Xj = 0 and Xx 
= Xi!n, Clearly, X\ and X) must be 
of the Bame sign and Xj must be oppo- 
site in sign to Xi and X« and equal to 
their sum. In these two rr-networks, 

which represent all the possibilities as Eia. 14-5. — Oscillator classes: (a) Class I, 
far as oscillation is concerned, the Class II. 

reactances are the total equivalent grid-plate, plate-cathode, and grid-cathode 
reactances, including strays, connected reactances, and interelectrode capaci- 
tances. Admittedly, the effect of lead inductance {a common impedance effect) 
has been neglected so far, but without loss of generality, as will be shown later. 

An advantage of the Class I oscillator is apparent when the effects of 
transit time and circuit losses (including useful pow'er output) are consid- 
ered. To illustrate this point it is convenient to construct vector dia- 




Tio. 14-4 — Coaxial4ine tnuivalent ot the 
oscillator of Fig. 14-3. 
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grams of the two classes of oscillators. Figures 14-6a and b show these 
completed vector diagrams. They are constructed by taking the plate- 
cathode voltage Ep as reference vector. In the Class I oscillator diagram 
of Fig. 14-6a, the current 1 1 , of Fig. 14-6a, flowing through the grid-plate 
and grid-cathode impedances is obviously not quite 90 deg behind the 
plate-cathode voltage because of power absorbed in this circuit branch. 
It lags the voltage Ep because the absolute value of the equivalent grid- 
plate reactance must be greater than that of the grid-cathode reactance. 
Since grid driving power is ordinarily required, the grid-cathode volt- 
age E, similarly lags this current hy not quite 90 deg. Accordingly, 
El, lags the voltage Ep by less than 180 deg. The equivalent voltage 
—tiEg is dravTi in opposite direction from Eg and is shown dotted in the 
diagram. It is apparent from Fig. 14-6 that the vector —fiEg is equal to 
the sum of the vector Ep plus the vector IpTp. A remaining circuit 



Fig. 14— G. — ^^^ccto^ diagrams; (a) Class I oscillator; (6) Class II oscillator. 


condition from Fig. 14-5 that must be satisfied is that the plate current 
h = h + 12- This condition is established on the vector diagram by 
dra-wing a vector leading Ep by 90 deg, originating at the end of the cur- 
rent vector h and continuing until it intersects a line drawn from the 
origin parallel to the vector IpVp. This vector is the current 1 2 , and 
the sum of Ji -f /a is the plate-current vector Ip. It should be noted that 
under these conditions the plate current Ip is definitely not in phase vdth 
the plate voltage Ep and cannot be in phase with it as long as there is load 
in the grid circuit. However, the higher the Q of the circuits, the more 
nearly in phase these quantities become. 

A similar diagi-am for the Class II oscillator is illustrated in Fig. 14-66. 
It is noticed that in the Class I oscillator the voltage —fiEg in general 
leads the plate-cathode voltage Ep, while in the Class II oscillator it lags 
When the effects of transit time are considered, the vector —^lEg is 
conveniently drawn -with more than 180-deg lag relative to Eg, the 
additional amount being equal to the transit angle. From Fig. 14r-6a it is 
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clear that the vector —nE, v,ill be rotated clockv\-ise. To a certain point 
this effect can be beneficial. In the Class II oscillator, however, any 
clock-wise rotation of —liEg wH result in greater phase differences between 
plate current and plate-cathode voltage with a consequent reduction in 
oscillator efficiency. 



(a) (b) 

Fio. 14-7. — Effect oi lead inductance in tuned-grid tuncd-plato oscillator (a) actual 
circuit: (fr) equivalent veeetlon. 



From the foregoing discussion it is apparent that Class I oscillators 
are superior to Class II oscillators at ultrahigh frequencies since electron 
transit angle, if not too large, may be beneficial to Class I oscillator 
performance, whereas it U always detrimental to Class II oscillator 
performance. 

It has been stated previously that the general considerations pertain- 
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ing to Class I- and Class Il-oscillator operation are valid when the effects 
of lead inductances are taken into account. Figure 14-7 is a simplified 
diagram of a tuned-grid tuned-plate oscillator in which the interelectrode 
capacitances and lead inductances are sliomi. It is significant to note in 
this case that the inductance of the cathode lead is common to the grid- 
cathode and the plate-cathode circuit, while the inductance of the grid 
and plate leads can conveniently be thought 
of as a part of the external circuit. Inspec- 
tion of the diagram shows that the cathode 
inductance forms the shunt arm of a T-sec- 
tion consisting of Lg -|- Li and Lp Li as 
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(b) Colpitis 
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(c) Crounded-plate 
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(a) Grounded-qrid 

series arms. At any particular frequency, 
say the operating frequency, this T-section 
may be replaced by its equivalent ir-section, 
consisting of the two shunt inductances Li 
and Li and the series inductance La. In 
this way the circuit may be reduced to the 
simplified circuit of Fig. 14-56. It awII be 
noticed that in this case the equivalent 
x-section shows the inductance La in parallel 
Avith the grid-plate capacitance, and it 
might be assumed that at some frequency 
the equivalent parallel reactance of this 
combination would reduce the feedback to 
a point AA'here the system Avould fail to 
oscillate. This is, indeed, the case, and the 
folloAving general statement can be made: 
the effect of lead inductance to the com- 
mon electrode (not necessarily the cathode) 
is such as to reduce the feedback bj’" increas- 
ing amounts as the operating frequency of 
the oscillator is increased. This statement 
is true regardless of Avhether the oscillator is 
operating as a Class I or Class II oscillator. 

It can be shoAvn, by means of the series 
of transformations indicated by the circuits 
of Fig, 14-8, that oscillators using mutual- 
inductance feedback can be cla.ssified as either Class I or Class II 
oscillators. Thus in Fig. 14-8a the Hartley circuit is seen to be of the 
Class II group, while the grounded-grid circuit of Fig. 14-86, AA^hich is 
equivalent to a grid-separation coaxial-line oscillator such as that shoAvn 
in Fig. 15-15, is a Class I oscillator. Several other standard circuits are 
analyzed in a similar manner in Fig. 14-9. 


(d) Orounded-cathode 
(Tuned Plate -Tuned Orid) 


1 fe- 
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-i. 

l! 

t L.^ 
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(e) Hortley 

Fig. H-9. — Class I and Class 
II oscillators. A plus sign indi- 
cates that an inductive reactance 
is required for oscillation; a 
minus sign, a capacitive react- 
ance. (o), (b), and (c) are 

Class I; (d) and (c). Class II. 
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14-3. Choice of Tubes and Circuits. — The most important single 
factor in selecting the proper circuit for rise with a given tube, for opera- 
tion at frequencies approaching the upper frequency limit of the tube, is 
the configuration of the tube itself. As discussed in Sec. 14-1, any one 



of the three tube elements may be selected as the common electrode. 
Since the inductance of the leads to the common electrode should be kept 
as low as possible, a tube such as shown in Fig. l5-2d should be used in 
common plate-grounded plate circuits, such as shown in Figs 14-4, 
14-10, and 14-1 1. The grid-plate and plate- 
- ' ' t cathode circuits should be coaxial lines for 

I *^ 1 ^ highest frequencies. They may, how- 

i ^ ^ I * ever, be parallel lines since a circuit using 

F.O, 14-12-a,.d-.=p.r.t.o. “S *0'™ “ Kg- 

coax>al.Un« escalator. 14-10, ^vith the plate electrodes strapped 
together and grounded, will work well ttfith 
parallel lines to relatively high frequencies. The tube of Fig. 15-2j 
was designed for common-plate operation. A common-grid coaxial- 
line oscillator is best for the tubes of Figs 15-26and/. Because the plate 
electrode must be air-cooled, it is ordinarily connected to the outermost 


P/sfe Coaxial Une 


Fto 14-13. — Effect of electrodes and jJste cooling fins of disk.electrode type of tube 
when used with (a) coazial-hne oscillator: (6) parallel-line oscillator. 

tube of the coa.\ial system (Figs. 14-12 and 15-15), which for reasons of 
safety is usually grounded. The tube of Fig. 15-2a is generally used ivith 
the innermost tube of a coanal system connected to the plate electrode. 
None of the tubes of Fig. 16-2 lend themselves well to parallel-line sys- 





Sec. 14-4] 


TRIODE AND PENTODE OSCILLATORS 


323 


terns because the large disk electrodes, designed for coaxial systems to 
reduce inductance to a minimum, become lumps of capacitance when con- 
nected to the ends of parallel lines. Although the disk electrode, used 
in a coa.xial-line oscillator, forms part of the line, as sho'ivn in Fig. 14-13a, 
the same electrode in a conventional parallel-line circuit. Fig. 14-13h, 
becomes an enlargement to the line and thus adds to the capacitance 
between lines and to ground. This is particularly true for plate electrodes 
that have fins for the dissipation of heat. It is possible to devise parallel 
lines into which the disk-electrode tubes may fit, but these are in general 
cumbersome because of the large diameter of fine required. On the other 
hand, tubes such as WE 368A, 368AS, and 388A are not well suited for 
coaxial-line circuits, nor are most of the conventional transmitting tubes. 

In u-h-f oscillators, electrical characteristics are closely identified with 
and dependent upon mechanical features. For this reason, further dis- 
cussion of oscillators null be taken up under two headings; oscillators and 
amplifiers using parallel lines, and those employing coaxial lines. The 
latter class is discussed in Chap. 15. 

14-4. Parallel-line Oscillators. — Parallel lines as resonant circuits 
have a number of advantages over other types of resonators for use in 
v-h-f oscillators. The}'- are relatively simple and cheap to construct, their 
electrical length may be readily changed by short-circuiting bars, and 
when they are used udth appropriate types of tubes, the connections 
between lines and tube terminals may be short and direct. Furthermore, 
these connections and the portions of the tube leads inside the envelope 
become parts of the resonant-line system. For very high frequencies 
the tube leads may constitute the principal part of this system but are 
largel 5 '' inaccessible for purposes of coupling out power. In some cases 
the portion of the circuit from which 
power is to be coupled ma 3 >- be oper- 
ated at a multiple length of the short- 
est possible length of line, e.ff., at 3V4 
rather than X/4. However, this usu- 
ally cannot be done in parallel-line 
oscillators because the frequencies in- 
volved are likely to be too high for 
effective use of this type of ch'cuit. 

Parallel fines are particularly suited 
for push-pull circuits, such as shown 
in Figs. 14-10, 14-14, 14-16, 14-17, 14-21, and 14-23. In these circuits 
plate and bias voltages are applied at low r-f potential points. Further- 
more, the resonant circuits are isolated from each other %vith respect to 
d-c voltages so that parallel feed, which for wide tuning ranges often 
introduces problems vith chokes, is not necessary. 



Fio. 14-14. — Parallel-line, push-pull 
oscillator using cathode chokes. 
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Some control may be exercised over the Q and characteristic imped- 
ance Zo (Secs. 15-7, 15-11, and 15-13) of the parallel-line oscillator. 
However, these factors are often subordinated to mechanical considera- 
tions. Thus in an oscillator uring the drcuit of Fig. 14-14 vath a pair of 
368AS tubes, the size of tubes, spacing of pins on the tubes, and frequency 
range required are such as to dictate line spacing between about 1 and 
2 in. and line diameters between and in- Thus the possible values 
of the characteristic impedance Zd of the line range between 16G and 660 
ohms. 

The frequency range of the parallel-line oscillator is limited on the 
upper end by the length of the tube leads and the capacitances of the 
tube, or by electron-transit-time losses at the permissible voltages used 
on the tube. Which is the more important depends, of course, on the 
tube design. With u-h-f tubes such as the WE 3C8AS, the line limitation 
usually predominates; for the Eimac 35TG, for example, it is transit time. 
The low-frequency limit for parallel lines is usually determined by the 
rather inconvenient lengths of lines required for low-frequency operation, 
although this objection may be removed by coiling or bcn(^ng the lines. 
In the latter case, however, the mechanical problems of tuning may 
become troublesome. As the frequency at which the oscillator is to be 
operated is reduced, the advantage of parallel lines over circuits using 
coils and variable capacitors or variable inductances with distributed 
capacitance (see Sec. 14-8) becomes less. 

Power may be readily coupled out of parallel-line oscillators by means 
of devices such as shown in Figs. 1&-5 and 16-6 and discussed in Sec. 
16-4 and 16-5. In general, the coupling device, for use on push-pull 
circuits, should be of the balanced tj^pe. This balance includes the 
maintenance of electrostatic symmetry to the resonant lines of the 
oscillator. 

14-6. 460- to-720-Mc 8-watt Oscillator. — ^The mechanical parts of an 
oscillator using the circuit of Fig. 14-14 are shown in Fig. 14-15. Two 
WE 368 AS “doorknob ” tubes are employed Feed screws b(|tween lines, 
shown in Fig. 14-15, are used to move the shorting bars. Tliese may be 
moved simultaneously by gearing the two screws together, although some 
form of mechanical compensation is usually required for tracking over a 
wide range because the two shorting bars do not in general move at the 
same rate with respect to frequency. The frequency range of the unit 
shown is 450 to 720 Me; the power is about 8 watts at the lowifrequency 
end of the tuning range and 4 watts at the upper. The res(mant lines 
and feed screws are supported by a single block of mica-filldd bakelite 
at the ends opposite the tubes. The filament chokes are formed by wind- 
ing two wires, one for each filament lead, in parallel around a/ cylindrical 
form, 
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The series-stub-tuned loop discussed in Sec. 16-4 is a good device for 
coupling power from a parallel-line oscillator. This loop may be tuned 
independently or may be ganged with the oscillator tuning control. For 
independent tuning the loop assembly should be movable along the 
resonant lines so that the loop may be placed in the proper position for 
the required degree of coupling. This position is ordinarily near the 
short-circuiting bar. If the coupler tuning is to be ganged Avith the oscil- 
lator controls, the coupling loop and tuning stub may be carried along Avith 
the plate-line short-circuiting bar so that the loop is always above the 
latter. Tuning of the stub is then accomplished by attaching the stub 



Fig. 14—15. — Tuning mechanism for oscillators of Figs. 14-14 and 14-17. 

tuning piston to the stationary parts of the oscillator through a slot in the 
outer coaxial line of the stub. 

The inductively coupled balun, shoAvn in Fig. 16-6 and discussed in 
Sec. 16-5, is also a good deidce for use Avith the oscillator of Figs. 14-14 
and 14-15. It is less critical in tuning than the tuned loop and may be 
easily driven from the plate-line short-circuiting bar for single-dial opera- 
tion because the rate of change of position of the balun short-circuiting 
bar, AAith respect to frequency, is nearly the same as that of the plate-line 
short-circuiting bar. 

An oscillator of the type discussed above Avill not in general operate 
AATth either the plate or the grid lines on a 3X/4 mode because, the tAvo cir- 
cuits are coupled by the proximity of the plate and grid lines and because 
circuit losses are higher at higher frequencies. Although coupling due 
to proximity of the plate and grid circuits is, of course, not essential for 
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operation of this type of oscitlator, this arrangement is used in the oscil- 
lator of Figs. 14-14 and 14-15 in order to obtain compactness and sim- 
plicit}’ of tuning. As a result, if one line is lengthened as for 3X/4 mode 
operation at a certain frequency, oscillation at a lower frequency cor- 
responding to the X/4 mode usually results. 

14-6. 260-to-660-Mc 20-watt Oscillator, — The circuit of Fig. 14-16 
is similar to that of Fig. 14-14 except that double-lead tubes are used and 
that a tuned circuit is connected to each of the leads. Thus the tube is 
located at the middle of a pair of lines electrically wavelength long 
when loaded in the middle by the tube capacitances. This arrangement 
divides the total tube capacitance between two circuits, i.e., one to the 
right and one to the left of the tube in Fig. 14-10, thus permitting a 
higher frequency at the limiting minimum length of line Such a derice 
has, however, the disadvantage of increasing the complexity of the tuning 



Fio. 14-10 — DoubIc-rcsoninWtteuitoS' Kio. 14-17 — Use ol back-lines for reducing 
collator for reducing the effect of interelo* Iho cflect of tubo capacitances, 

ment capacitance of tubes. 


system. An alternate method is to substitute lines of fixed length for 
the variable-length lines on the right-band side of Fig. 14-16, as shown 
in Fig. 14-17. Spring finger contacts arc used on the ends of the back- 
lines, which are made of spring brass strips, so that they may be clipped 
to the tube pins as required. For a wide-range oscillator these lines 
should be wavelength long, electrically, at the highest frequency of 
operation, when loaded nitb half the tube capaeitaneo. The fact that 
the tube elements vrill then be at the middle of the half-wave system at 
this frequency favors the high-frequency end of the range where the power 
is inherently low'est. As the frequency is lowered, the electrical middle, or 
voltage antinode, will shift aw'ay from the tube elements. This fact 
determines the lower limit at which the lines are useful.* 

The frequency range of an oscillator that uses a pair of WE 388A 
tubes, in the circuit of Fig. 14-17, is 250 to 550 Me with a power output 
of about 25 watts at the lower frequenej'^ limit and 8 watts at the upper. 

* See Sec. 23-2 for additional discusaon of this action. 
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The modulation band uidth is 7 Me. The back-lines are used above 
450 Me. 

By loading the plate and grid lines by means of small coils, sho^vn in 
Fig. 14-18, connected between the ends of the lines and the tube terminals 
in place of the usual strap or connector, the frequency of a parallel-line 



Plan Elevation 

Fio. 14-18. — Loading coils for reducing the frequency of parallel-line oscillators. 

oscillator may be reduced considerabty. If a loop coupling system is used 
ivith the oscillator of Fig. 14-18, the axis of the coils should be parallel 
to the plate lines and should be an e.xtension of the lines, so that the loop 
may pass between. This is so because considerable magnetic coupling is 
obtained from the magnetic field of the axial component of current in 
the coil. 



la) lb) 


Fig. 14-19. — Push-pull oscillator using parallel plate-typo lines. 

14-7. Oscillator Using Lines of Variable Characteristic Impedance. — 
The circuit shoivn in Fig. 14-19 is particularly suited to the RCA 8012 
and similar narrow cylindrical tubes ■with double leads. The resonant 
circuit consists of parallel plate-type lines, with faces adjacent, "with a 
tube at each end. Since the equivalent reactance of a resonant parallel 
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line, open at the receiving end, is equal to Zo cot (2nl/\), where Zj is 
the characteristic impedance of the line and I, its length, the resonant 
frequency of such a line loaded at the end by tube capacitance may be 
varied by var>’ing Zo. This is done in the oscillator of Fig. 14-19 by 
varying the width of the line, keeping the length and spacing fixed. 
Thus, when the line is narrow, the frequency is low, and vice versa. This 
arrangement does not require that the tubes be moved during the tuning 
process. For additional frequency range, the tubes may be moved longi- 
tudinally along the line in slots, as shown in Fig. 14-19f>. 

A very satisfactory coupling system for this oscillator consists of a 
loop placed above the anode line of the oscillator so as to intercept the 
magnetic field around that line. It may be SAVung around an axis parallel 
to and above the plate line, for adjustment of the degree of coupling. 

Tunable coaxial cathode lines are used in this oscillator. These 
are operated from the main tuning control through a system of gears so 
that their length, at each frequency, is such as to give the best operation. 
A small mica capacitor is used between each filament lead and the center 
conductor of the coaxial line in order to maintain all parts of the filament 
at nearly the same r-f potential. 

14 - 8 . Coiled Lines. — For frequencies below, say, 100 Mo the length of 
line required for a parallel-line oscillator becomes objectionably large 
when compactness is required. Compactness can be achieved, however, 
by ending the line into a coil or spiral. Such an arrangement, compared 
with a lumped-parameter circuit, has the advantages of wide tuning range 
and low operating Q, the latter being important in applications involving 
broad-band modulation. The mechanism for short-circuiting out the 
unused portion oi the line or coil is, however, usually more complicated 
than that required for simple parallel lines. 

It may be argued that a line wound into a spiral is an inductance and 
that a circuit using it is a lumped-parameter circuit. However, in the 
absence of a relatively large external lumped capacitance, the circuit 
exhibits the characteristics of one having distributed inductance and 
capacitance. The coiled lines are, of course, coils in a physical sense 
and for convenience are so designated in the follov’ing sections. Figures 
14-20 to 14-26 illustrate several methods of constructing variable coiled 
lines and also methods of coupling them to a load. 

14-9. Spiral-line Oscillator. — The oscillator shown in Fig. 14-20, 
using a pair of 3C24 tubes, operates over the frequency range CO to 340 Me 
with a power output of 50 watts at the lower frequency and 20 watts at 
the higher. A tuned-plate circuit with capacitance feedback is used, as 
shouTi in Fig. 14-21. The capacitances of the cylindrical capacitors, 
which are fabricated from polystjTcne cylinders and brass tubes, are 
chosen so as to give sufiicient feedback at the lowest frequency. Thus 
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Fio. 14-20.— Spiral-line oscillator -n-ith inductively coupled balun output. 


the feedback is increased ivith frequency. On the oscillator shown, this 


capacitance was 7 ftfii. 

Tuning is accomplished by a 
short-circuiting bar between corre- 
sponding points on the two spiral 
lines. Radial movement of this 
bar is along an arm attached to a 
shaft at the center of the spirals. 
Spring lingers serve to make contact 
between the short-circuiting bar and 
the flat metal strips of the spirals. 

The output system of the oscil- 
lator of Fig. 14-20 is an inductively 
coupled balun (see Sec. 16-5), bent 
so as to parallel the plate spiral for 
the half turn nearest the tube. Be- 
cause of the broad frequency re- 



Fio. 14-21. — Schematic diagram of oscilla- 
tor of Fig. 14—20. 


sponse of the balun coupling system, 

this length is sufficient to give satisfactory coupling over the whole range 
of the oscillator. The balun is tuned by a short-circuiting bar similar to 
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that used on the plate spiral. The two tuning controls may be gangwl 
through a suitable gear reduction between the multitum plate spiral and 
the half turn of the balun. 

14-10. Helical-line Oscillators. — A roUo-type coil or line, in which the 
center portion is short-circuitet! exit by rolling contact w heels, is sho;^ in 
Fig. 14-22. The wheels ait: mounted so that they can slide freely along 
a supporting tod on wlucU they are pinioned and so Uiat pressure con- 
tact can be made to the coil Anre. Bccau«e of the opposite winding diroc- 



FiO. 14-22. — Hollo roll variabl»-lndiictimre tank circuit' (1) balun ahort-circuiUng 
bar (adjustable); (2) SO-ohm line to load, (3) sprinc eupportins arms; (4) rollo contacts 
with rim which fits over wire of coil Contacts free to rotate aliout pinion arm, 

and to slide axially, (S) slip nnps (brush contacts on opposite side of coil); (0) rollo coil 
(rotates) (opposite winding direction in two halves of coil); (7) amplifier tube; (6) spring 
brush contact to slip ring; (0) cnpacitively coupled baJun output coupler. Soto: All coils, 
slip rings, and contacts silver-plated. 


tion in the two lialves of the coil, the roUo contacts move gjinmetricalb' 
Avith respect to the center of the coil oa it is rotated. Slip-ring contacts 
arc made to the ends and center of the coil. The winding consists of 
silver-plated wire on an MF formica form. All slip rings and contacts 
arc silA-er-platcd. This coil, Atith the associated stray and interclcctrode 
capacitances, has a tuning range of 90 to 220 Me Avhen used with a tj^ie- 
832 tube. A balun output transformer is capaciti\’cly coupled to the 
center point of the tank coil (sec See. 10-5). 

Figure 14-23 shoAvs another form of variable inductance or spiral lino 
in which contact to the rotating coil is made with small sliding fingers 
that nest between two adjacent turns on the coil. The sliders themselves 
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are free to move symmetrically vath respect to the center of the coil as 
it is rotated. A tuning range of 25 to 105 Me was obtained with the coil 
of Fig. 14-23, when used mth a t3T)e-829B tube. Output coupling is 
accomplished bj"- means of a small r-f transformer, the primary of which 
consists of a few turns of heavy vire in series \vith the tank inductance at 
the center point. This amounts to close loop couphng to the tank 
circuit. 



Fiq. 14r-23. — Variable-inductance tank circuit with spring iiirgor contact: (1) r-f output 
transformer; (2) capacitors for isolating antenna circuit from d-c plate voltage; (3) spring 
contacts nesting between two adjacent turns of coil (not rotatable but free to slide axially) ; 
(4) r-f choke for plate voltage feed; (5) rollo coil (rotates) (opposite winding direction in 
two halves of coil); (6) slip rings (brush contacts not visible); (7) amplifier tube 829B: 
(8) spring material. Note: All coils, slip rings, and contacts silver-plated. 

A variant of the coil of Fig. 14-23 is shown in Fig. 14-24. The 
inductance is made of edge-wound copper strip. The spring short- 
circuiting contacts slide along the outer edge as they rotate around the 
coil. This coil was designed for an amplifier tank circuit and, udth an 
HK257B tube, tunes from 25 to 100 Me. 

Figure 14r-25 illustrates a further modification of the coil shoAvn in 
Fig. 14-23. A short-circuiting sleeAm cuts out end turns of the inductance 
as the coil is rotated. Tliis method is mechanicallj^ somewhat less satis- 
factory than the others mentioned, but in the oscillator shown Avill give a 
frequency range of 70 to 270 klc when used Avith a type-829B tube. The 
output coupler consists of a balun (see Sec. 16-7) conductively coupled 
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to the inner ends of the two halves of the coil. The balun is bent in a 
curve such that the change in frequency is linear with the angle of rota- 
tion of the arm carrjing the balun short-circuiting bar. 

A tjTJ® oi rollo coil in which the rolling contacts are spring-mounted 
on hairpins to press against the inride of the coil is shown in Fig. 14-26. 
The entire hairpin and roller assembly rotates within the fixed coils, 
short-circuiting out end turns. The coils are of heaA-y and rigid con- 
struction, and all parts are silver-plated. This coil and its associated 



Fia. 14-24. — Cdge-wound ribbon Tsriablo-inductsncc tank circuit: (1) spring short- 
circuiting contacts riding on edge-wound ribbon coita and free to slido axially along coil 
as well as to rotate completely around it: (2) rotating arm; (3) edge-wound inductance 
coil (fixed) (opposite winding direction in two hal\es): (4) plate leads of amplifier tubes; 
(5) rotating arm driving spring contact around fixed coil; (6) spring contact maintained 
between rotating arm and stationary bushing. Note: All coils, slip rings, and contacts 
silver-plated. 

amplifier circuit, using a type-HK257B tube, have a tuning range of 85 
to 150 Me. A similar coil having a smaller number of turns tunes from 
140 to 210 Me ^rith Eimac 35TG tubes. Output coupling is accomplished 
by arranging an inductively coupled balun transformer so that it lies in 
close proximity to a loop formed in series Avith the tank inductance at its 
center, as shown in Fig. 14-26. Balun couplers are discussed in greater 
detail in Sec. 16-5. 

14-11. Notes on Design and Construction. — Since open parallel linc.s 
radiate electromagnetic cnergj' \^hen excited, it is ncces.sar)' to shield 
these lines in an oscillator. This is particularly tnic for vcr>’ high fre- 
quencies l)ecau«o the spacing between lines, which is dictated by mechan- 
ical and impedance considerations, becomes an appreciable fraction of a 
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wavelength at these frequencies. Kadiation is also severe from oscilla- 
tors of the type sho'wn in Fig. 14—19 because the resonant lines are, 
when end loaded by the tubes, electrically wavelength long and thus 
act as dipole radiators. Furthermore, the broad plate line shields the 
grid line below it so that the cancellation of radiation due to the phase 
opposition of the two lines is reduced in the upward direction. This 
oscillator worlcs very poorly wlien unshielded. 



Fig. 14-25. — ^Variable-inductance tank circuit using short-circuiting sleeves: (1) feed- 
back capacitors (6p;af); (2) flexible leads to 829B grids for feedback; (3) flexible leads to 
829B plates through d-c blocking capacitors; (4) shaft (rotates); (5) MF Formica coil 
form pinned to shaft; (6) movable sleeve, free to move axially when driven by rotation 
of coil but kept from rotation on tongue and guide; (7) slip rings and brush contacts; 
(8) 50-ohm line to load; (9) balun short-circuiting bar (adjustable); (10) conductively 
coupled balun output coupler; (11) finger contacts; (12) rotating coil (opposite winding 
direction in two halves) ; Note: AH coils, slip rings, sleeves, and contacts silver-plated. 


The parts, such as sides and covers, of the metal boxes used to shield 
oscillators should be ivell bonded together either by screws or by contact 
fingers. This is because electromagnetic shielding depends upon the flow 
of induced currents in the metal of the shield. These currents, by Lena’s 
law, produce magnetic fields that oppose the fields of the primary cur- 
rents and cause the net field, outside the shield, to be weak. If these 
induced currents are weakened by poor contacts in the shield, the effec- 
tiveness of the latter will be reduced. For the same reason the shield 
should be constructed of a material of high conductivity. For ultrahigh 


VEnr IHGll-FnEQUBXCY TECnXIQUF.S 


334 


ICiiAP. 14 


frequencies, silver is desirable. Since the depth of penetration of the 
current is small, silver plating is sufTicient 

Shield boxes should in general fit the oscillator fairly closely. If 
any of the dimensions are wavelength long at any frequency wthin 
the range of the oscillator, there is danger of eaxity resonances w liich will 
dissipate power and thus result in holes, or frequency ranges in which 
the power output is zero or verj' lowi'. There is also the po«sibility of 
waveguide modes of resonance when a dreumforence of the shield box is 
equal to 1 wavelength. Thc.‘>c modes arc discussed in Pec. 1&-2C. 



Fia. 14-20.— Variab!p-induct*nc«? "rollo" co»t »llh sliort-eirciutinn contMl* mounted 
inside (ho coil: (1) plato lends o{ amplifier tubes; (2) rollo contseta piriioned on gpriag 
hairpin and free to alido nxially on hairpin; (3) fixed coil* (opposite winding direction in 
two hnlresl ; (4) SOohin lino to lond; (5) rotatable hairpin tpring assembly; (G) rotatable 
shaft; (7) inductively coupled balun output coupler; (S) center of tank inductanro formed 
into loop for coupbng to antenniKircuit tuiiun. 


Rods inside the oscillator shield box, such as feed screws, grounded at 
one end but not at the other, may be e'qwtrd togivc troubJe/rompower- 
absorbing resonances if they arc wavelength long at any frequency 
within the range of the oscillator. 

14-12. Cathode Chokes and Tuned Lines. — ^The inductance of fila- 
ment leads, xvhich are of necessity relatively long, may be troublesome in 
grounded or common-cathode oscillators, as discussed in Sec. 14-1. It is 
not possible, at verj* high frequencies, to ground these filaments at the 
tube terminals. They may, hoxvever, be brought electrically to ground 
by means of a half-wave linear transformer, cither parallel-line or coaxial, 
or by using relatively long small-diamctcr single-layer resonant chokes. 
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In the latter case the choke, acting as a loaded transmission line, is 
physically much shorter than the same electrical length of straight line. 

In many oscillators, e.g., those shown in Figs. 14-14, 14-lG, 14-17, 
and 14-21, chokes are used to prevent r-f currents from flowing into the 
filament leads. Chokes used in this manner are common impedances in 
the grid and plate resonant circuits. Untuned chokes have the advan- 
tage of simplicity over tuned chokes in that no tuning controls are required. 
For this reason they are useful for single-dial wide-range portable equip- 
ments. However, since the filament end of a fixed choke cannot present 
either a high or a low impedance at all frequencies over a wide range, 
compromises must be made in performance, as ccfmpared with that of an 
oscillator using tunable cathode impedances. Over a wide tuning range, 
say 3-to-l, the impedance of the cathode chokes goes through a series of 
ranges such that the chokes may be equivalent to a quarter-wave line 
at some frequencies and to a half-wave line at others. The behavior of 
such an oscillator is therefore electrically very complicated. In practice, 
the cathode chokes are usually selected by trial and error so as to give as 
nearly as possible the desired performance over the required frequency 
range. By proper choice of filament chokes in a common-cathode type 
of oscillator, it is possible to obtmn satisfactory operation over a wide 
range of frequencies without recourse to the mechanical complexity of 
timed-cathode circuits, even though the chokes may satisfy the require- 
ments for optimum performance over only a narrow range. 



CHAPTER 15 

COAXIAL-LINE POWER AMPLIFIERS AND OSCILLATORS 

By W. R. Rambo 

15- 1. Coaxial-line Oscillators and Amplifiers. — ^The adaption of con- 
ventional oscillator and amplifier circuits to u-h-f use is facilitated by the 
use of coaxial lines as circuit elements. The high inherent Q of concentric 
lines as resonant circuits, the very low radiation, and the possibility of 
isolation of the circuits contribute to successful design. 

A typical coaxial-line cii-cuit element is shown in Fig. 15-1, and terms 
used in connection wth it are defined in Table 15-1. One or more such 
lines may be used in an oscillator or amplifier to perform the circuit func- 
tions normally assigned to the parallel-wre lines or the lumped-coil and 
capacitor elements in the more familiar units. 

Table 15-1. — Definitions of Terms and Formulas Used in Connection with 
THE Coaxial-line Circuit Element of Fig. 15-1 

Zo, characteristic impedance of the line, ohms 

dj and di are in any consistent units 

L, inductance of the line, henrys per meter 
C, capacitance of the line, farads per meter 

V, velocity of propagation, 300 X 10' m per sec for an 
air-dielectric line 

Zin, line input impedance, ohms 

0, angular length of line, degrees 

X, wavelength along the line, meters 
/, frequency, cycles per second 

1, length of the line, meters 

♦ These formulas apply to uniform dissipationlcss lines. They are good approximations when the 
unloaded Q is very much higher than the loaded operating Q of the line used as a circuit element, 
t If the line is filled with a dielectric of constant «, multiply Zo as calculated above by l/V*. 

16- 2. Vacuum Tubes for Coaxial Circuits.— The difficulty of physi- 
cally incorporating conventional u-h-f tubes (acorn tubes, doorknob 
tubes, etc.) in coaxial-circuit configurations has led to the development of a 
series of tubes specifically designed for such use. While the internal 
elements of these tubes may be either cylindrical or of the parallel-plane 
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Z, = 60 

Ui 

= 138 logic ^ 

Zo = VlJc 
1 

V = — 

VLC 

2in “ jZii tan 6 (receiving end 
short-circuited) 



X =«// 

1/ = Ztsfv 

C = 1/pZo 
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Fio. 15-2.— TjTiical tubos tor cosxial-rireuit use: (a) 2C44, (6) 2C38 (2C30). (e) A2214. 
(<1) CmS, (e) X102G, (/) 3C22. to) X139-D, (A) L600E, O) N.E. Type 1. 
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type, all are characterized externally by the provision for a circumferential 
connection of circuit element to tube terminal. Thus, the conventional 
pin connectors are replaced by disks or flanges that are sealed to the tube 
envelope, to which a continuous, or multipoint, connection can be 
made from the cylindrical coaxial-line element through an appropriate 
connecting medium, generally a set of flexible fingers. 

Typical tube types suitable for use in coaxial circuits are shorvn in 
Fig. 15-2.1 These are triodes and tetrodes designed for powers ranging 
from a fraction of a watt to the kilowatt level, and for upper frequency 
limits from a few hundred to several thousand megacycles. 

The cylindrical or disk construction is carried through from the 
external terminal of the tube to the actual active part of the tube ele- 
ments. A high degree of circuit isolation is thus possible, and coupling 
between circuits is reduced to a minimum. Spacing of elements, lead 
inductance, and interelectrode capacitance are all subject to considerable 
control through these types of construction. 



Commoh-calhode Circuit Common-plate Circuit Common- grid Circuit 


Fig. 16-3. — Oscillator and amplifier circuits suitable for coaxiol-oircuit use: (a) com- 
mon-cathode circuit; (6) common-plate circuit; (c) common-grid circuit. C is the tube 
inter-electrode feedback capacitance. 

16-3. Circuit Choices for TJltrahigh-frequency TJse.^ — Many con- 
ventional oscillator and amplifier circuits, such as shown in Fig. 15-3, 
are suitable electrically for u-h-f use. Practically, the final choice of 
circuit is almost always a common-grid or grid-separation type of circuit 
in which the tube element common to the input and output circuits is 
the grid. 

Common-plate circuits and the familiar common-cathode circuits are 
generally ruled out by the structure of this type of tube, the cathode-grid- 
plate order of electrode terminals pointing to the use of the grid as the 
common element. This is true both of triodes and of tetrodes operating 
in coaxial circuits where it is possible to operate both grid and screen-grid 
at the same r-f potential and as the common terminals. 

The use of the grid-separation type of circuit is particularly advan- 
tageous in amplifier operation. The feedback or coupling capacitance 

* Characteristics of several of these tubes are detailed in Table 14-1. 

^ A general discussion of the properties of oscillator circuits is given in Chap. 14. 
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between output and input circuits is the plate-cathode capacitance, which 
is reduced to a minimum in meet tubes suitable for coaxial-circuit use. 
Thus regeneration through interelectrode feedback is materially reduced 
by this shielding action of the grid. Even without neutralization, most 
tubes of this type will not oscillate without external feedback in any 
but the upper limit of their normal operating range when the plate circuit 
is loaded. 



The similarity between the grid-separation type of oscillator and 
amplifier circuits is considerable. The conversion of an oscillator to an 
amplifier consists primarily of removing the external feedback system, 
the addition of a source of driving energy, and retuning. 

16-4. The Common-grid Circuit — ^Figure 15-4 shows the basic 
common-grid circuit in several configurations suitable for oscillator opera- 
tion. Two independently tuned circuits are provided in Fig. 15-4a, 
and relatively independent adjustments of circuit tuning and loading are 
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possible. Normal feedback of energy from output to input circuits 
througli the tube plate-cathode interelectrode capacitance is usually aug- 
mented by an appropriate external feedback system such as the probe- 
coupling arrangement shown in Fig. 15-4a. 

A modification of this coupling method is illustrated in Fig. 15-46, 
in which the driving energy is transferred from the plate-grid circuit to 
the grid-cathode circuit through a coaxial feedback transmission line 
<j>. Variation in driving-voltage phase and amplitude is possible through 
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Fig. 16-6. — Tuning chart for a typical wide-range oscillator. 


adjustment of the electrical length of the feedback line and of its char- 
acteristic impedance and that of the grid-cathode line.^ This is an 
efficient way of transferring large quantities of feedback energy as needed 
under special operating conditions. It has the disadvantage of introduc- 
ing an element, the line (f>, that is electrically frequency sensitive and that 
may limit mechanically the motion of the tuning plungers. The intro- 
duction of grid bias necessitates the use of r-f chokes. 

A third form is that shown in Fig. 15-4c, in which the independence 
of the two tuned circuits has been partly eliminated, frequency and excita- 

' For single-frequency amplifier operation, it is possible to adjust amplitude and 
phase of the feedback energy to oppose that transferred through the tube inter- 
electrode capacitance and thereby obtain a neutralizing action. 
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tioQ conditions being controlled by the adjustment of a single plunger 
and the characteristics of the line Conditions in both circuits are 
affected by adjustments in either and in the output coupling circuit, 
and optimum operation is restricted to a narrow range around the design 
frequency. 

When a mde tuning range is a design requirement, it is necessary to 
resort to the basic circuit of Kg. 15-^a. Independent adjustment of 
driving and output circuits allows, through proper tuning, the setting up 
of correct operating conditions over very wide frequency ranges. It 
permits, too, a further increase in tuning range through multiple-mode 
operation (tuning conditions in which the electrical length of one or both 
lines may be any odd multiple of ^ wavelength). With this configura- 
tion, there is little limitation on tuning range through mechanical restric- 
tions on tuning-plunger motion. The operation of the three circuits 
is comparable at a single design frequency. Something of a physical 
problem is posed in the circuits of Kgs. ISHib and c by the need for sup- 
porting the grid cylinder and for pro- 
viding for case of tube insertion and 
removal. 

Because of its uide application, 
the common-grid circuit of Fig. 15-4a 
will be discussed more fully in the 
folloning sections. As an oscillator, 
such a circuit is capable of tuning 
over as much as a 10-to-l frequency 
range. This is illustrated in Fig. 15-6. 
The principal limitations on tuning 
range are imposed by the physical size 
of the circuit elements at low fre- 
quencies and by tube capabilities at 
the high-frequency end. The curve 
of output power vs. frequency is 
largely a function of tube performance, possibly modified over incremental 
ranges by the characteristics of the feedback and output coupling systems. 
A typical output curve is shown in Fig. 

As m conventional circuits, the operating frequency is determined 
largely by plate-circuit tuning, while the power output and efficiency 
^^tII depend on grid-circuit tuning, which affects amplitude and phase of 
the driving voltage. The plate-drcuit loaded Q •nlll influence both the 
frequency stability of the oscillator and the modulated band mdth and, 
for a given loaded resonant impedance, nrill depend on line dimensions, 
tube capacitance, and the operating mode. 
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16-5. Multiple-mode Tuning. — Coaxial-line tuned circuits are formed 
by sections of concentric line of such characteristic impedance Zo, and 
electric length d, as to resonate or nearly resonate the capacitances 
terminating these lines. These are frequently tube interelectrode 
capacitances. The lines are generally short-circuited by movable plung- 


ers or pistons, the plunger motion pro- 
viding an adjustment of electrical length. 
The characteristic impedance is fixed by 
the initial design. 

By assuming a short-circuited lossless 
line of uniform cross section, the input 
impedance can be calculated from the 
expression 

Zi„ — jZo tan d (15-1) 

where Zi„ = input impedance, ohms 

Zo = characteristic impedance, 
ohms 

9 = line length, degrees 

The value of Z,„ will not be changed 
tlirough the addition, physically, of extra 
half-wavelengths of line 

[tan 5 = tan -f- iV X 180 deg), 

where iV = 1, 2, 3, • • • ]. 

This is an important property for, in the 
practical sense, the electrical length of 
line vdthin the tube envelope from the 
active portion of the tube element to the 
tube terminal is sufliciently great, at 
very short wavelengths, to limit seriously 
the minimum value of 9 (and Z,„) achiev- 
able by plunger motion. By moving the 
physical short circuit wavelength 
away from the tube, it is possible to 
move the effective electrical short cir- 
cuit actually into the tube itself and 



(a) 

[- 4-1 



short circuit circuit 

(c) 

Fia. 15-7. — Tuning conditions 
in a resonant coaxial line, (a) X/4 
mode operation at low frequency fi. 
(h is less than 90 deg at fi). (6) X/4 
mode operation at medium fre- 
quency fi. (c) 3X/4 mode operation 
at medium frequency fs (h is less 
than 270 deg but greater than 
180 deg at jf 2 ). 


thereby resonate the small reactance of the interelectrode capacitance 
mth the very short length of line to the first electrical short 


This leads to the common practice in circuits of this type of so-called 
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multiple-mode operation for obtfuning wide tuning ranges.' The low- 
frequency limit of a line in >i/4 mode operation is that at which, with the 
maximum physical length included in the circuit (as h in Pig. 15-7a), 
the input impedance as given by Eq. (15-1) (with fl < 90 deg) approxi- 
mately equals the terminating capacitive reactance. The resonant fre- 
quency increases as the short-circuiting plunger is moved toward the 
tube, the upper frequency of the X/4 mode of operation probably being 
limited by the mechanical motion of the plunger. The plunger is then 
moved an electrical half-wavelength away from the tube at the frequency 
in question. The circuit again resonates, but now with an electrical 
length 6' such that 180 deg < O' < 270 deg. The electrical length of 
the line in degrees falls in the third quadrant, and so 3X/4 mode opera- 
tion results. A motion of the plunger toward the tube will increase the 
operating frequency above that obtainable on the X/4 mode and, by this 
maneuver, two or more frequency ranges may be tuned by the plunger in 
traversing the same physical section of line. Each higher range is covered 
in a higher order tuning mode, as shown in Fig. 15-7, i.e., the electrical 
length of the line at resonance equals X/4, 3X/4, 5X/4, etc. 

16-6. Mode Separation. — ^Thc ability of a coaxial lino to resonate 
^7ith a terminating capacitance simultaneously at several frequencies not 
harmonically related presents a choice of operating frequencies to an 
oscillator. That which it chooses will be the one for which proper tuning 
conditions exist in both input and output circuits regardless of the operat- 
ing mode. 

It is possible that tuning conditions will be satisBed for more than one 
frequency simultaneously in both circuits with a given plunger setting. 
This presents a choice of frequencies to an oscillator and erratic operation 
may manifest itself in “dead” spots, regions in the frequency range 
in which no oscillations are present, or in a tendency of the frequency to 
jump from one range to another. The final choice is that permitting 
highest Q operation, which is a function of frequency and relative loading. 
The remedy is to design the two tuned circuits so that, with a given 
plunger setting, the tuning conditions for oscillation are satisfied at only 
one frequency. 

Proper circuit design for good “mode separation” lies in making sure 
that the relative plunger settings producing tuning conditions at a fre- 
quency in one mode of operation do not also tune the circuits to another 
frequency in another mode. 

The conditions leading to the worst possible case of lack of mode 
separation is that in which both input and output circuits consist of equal 

* "Mode” as used in this sense refers to the number of electrical quarter wave- 
lengths in the resonant-line voltage standing wave rather than to the "resonance 
mode” determined by the electromagnetic field pattern. 
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terminating capacitances tuned by lines of equal characteristic impedance. 
Then 




(15-2) 


where Zoi = characteristic impedance of the input line, ohms 
2 o 2 = characteristic impedance of the output line, ohms 
Cl = terminating capacitance of input line 
C 2 = terminating capacitance of output line 

Both circuits would then always be simultaneously tuned at several 
frequencies in several modes when plunger positions are such as to produce 
oscillations of the desired frequency. Since the terminating capacitances 
are usually the interelectrode capacitances of vacuum tubes and are 
generally dissimilar, this worst case rarely occurs. More often, the 
result of poor mode separation is a single narrow band of frequencies in a 
given tuning range in which it is impossible to achieve stable operation. 
A clue to the remedy in such cases is given in Eq. (15-2), which repre- 
sents the worst circuit conditions. By designing the circuit so that the 
product CiZiji is as different as possible from CiZoz, good mode separation 
should be assured. 

Table 15-2 was prepared from the wide-range oscillator tuning charac- 
teristics plotted in Fig. 15-5 and shows several possible tuning combina- 
tions in the grid-cathode and grid-plate circuits. The plate plunger was 
moved away from the tube until a considerable length of line lay between 
the tube and plxmger to allow operation on high-order modes at high 
frequencies. The plate plunger was left fixed in this position (at a rela- 
tive setting of 3.5 in Fig. 15-5). The cathode-circuit plunger was 
advanced toward the tube from the extreme end of the grid-cathode 
cavity (relative position 4 in Fig. 15-5), and the frequency and tuning 


Table 15-2. — ^Ttpical Tuning Conditions in a Wide-hangb Oscillator* 


Setting 

Cathode-plunger 

position 

1 

Oscillator I 

frequency j 

produced, Me 

Tuning mode in 
plate-grid line 

Tuning mode in 
cathode-grid line 

A 

4.00 


7X/4 1 

7X/4 

B 

3.75 


5X/4 

5X/4 

C 

3.10 


3X/4 

3X/4 

D 

2.50 

330 

lX/4 

lX/4 

E 

2.35 

2150 

7X/4 

5X/4 

F 

1 50 

1600 

5X/4 

3X/4 

G 

0.70 

2150 

7X/4 

3X/4 

H j 

0.20 

1000 

3X/4 

lX/4 


• With X'late- plunger position fixed at a relative setting of 3.5 (see Fig, 15-5). 
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modes were checked at each cathode-circuit plunger position producing 
oscillations. These data are recorded in Table 15-2. 

The first four critical settings of the cathode plunger produced oscil- 
lations at widely separated frequracies as both lines resonated in suc- 
cessively lower modes. The total cathode-plunger motion between 
settings A and D was only 6.2 cm. The tuning-mode conditions in the 
plate line remained the same in setting A, Ey and G while the cathode 
line resonated at 2150 Me in the 7X/4, SX/4, and 3X/4 modes, respectively, 
the plunger traversing wavelength of line between settings. 

There are obviously many plunger-setting combinations that nill 
produce oscillations in such an oscillator, and dials or scales must be 
incorporated in a unit to permit resetting of tuning conditions and to 
assist in the determination of operating mode through relative plunger 
settings. 

Poor mode separation would appear in Table 15-2 as a lack of separa- 
tion of values in the column of cathode plunger settings Interchange- 
able high- and low-frequency feedback units were used in this oscillator 
which strongly favor one or another mode and range of frequencies and 
aid materially in the suppression of mode interference. Thus, oscilla- 
tions were detected only at settings A, B, C, E, F, and G in Table 16-2 
with the high-frequency imlt in place, while the low-frequency feedback 
suppressed all oscillations but those occurring at settings D and H. 

16 - 7 . Loaded-Q Considerations. — Whereas in the ideal case the 
expression for the input impedance of the coaxial line is frequently treated 
as a pure reactance, it should not be forgotten that tlie line actually 
is a circuit element with distributed constants, both inductive and 
capacitive. While the inductive reactance of a short-circuited section of 
line less than 90 deg in length may be used to tune out a terminating 
capacitive reactance, the total capacitance in the resonant circuit is 
materially increased by that distributed in the line. 

The distributed capacitance of a coaxial line is a function of the 
characteristic impedance. This is of importance in the choice of line 
characteristic impedance for a tank circuit where high operating Q must 
be considered for its limitation on the modulated band Avidth or, in the 
case of an oscillator, for its influence on frequency stability.' A given 
input reactance might be obtained ndth a short high-characteristic- 

* The discussion of desirable plate circoit operating Q in this chapter is ba'sd on 
the assumption that wide-band modulation ia a design requirement necessitating 
the maintenance of as low a loaded Q aa possible for a given shunt impedance. If 
oscillator frequency stability were of more importance, a high-operating Q would oe 
desirable and would require an attendant modification in circuit design The prop- 
erties of coaxial lines as frequency-stabilizing circuit elements have been discussed 
elsewhere. For example, see F. E. Terman, “Radio Engineers’ Handbook,” p 435, 
McGraw-Hill Rook Company, Inc., New York, 1943. 
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impedance line or a long low-characteristic-impedance line. The 
resonant-circuit Q of the short line, when shunt loaded TOth a given resist- 
ance, will be lower than that of the longer line if the electrical length of 
the lines is less than 90 deg. Either of the lines of Fig. 15-8 may be used 
to resonate a given terminating capacitance, but for a given impressed 
voltage and resonant impedance, 
as determined by loading, the extra 
storage of energy in the low-imped- 
ance line (Fig. 15-8o) Avill increase 
its operating Q over that of the 
high-impedance line (Fig. 15-85). 

This discussion assumes that the 
internal losses of the lines as circuit 
elements may be neglected, i.c., 
that the unloaded Q is vet}’' much 
higher than the loaded Q when the 
circuit is coupled to an external 
load. It assumes, too, that the 
loaded impedance at resonance is 
fixed, being that value which prop- 
erly matches the impedance of the 
tube. In actual practice, it is found 
that the loaded tank-circuit Q of 
typical coaxial-line oscillators may 
run as high as 300 to 800 in higher 
mode operation so that when "wide- 
band modulation is a requirement 
it is necessary to consider all means 
by which it can be reduced. It is then normal practice to employ high- 
characteristic-impedance lines for circuits operating in the X/4 mode.^ 

Higher mode operation introduces complications in that loaded Q, 
considered on the basis of energy stored and energy delivered per cycle, 
is materially increased by the additional storage of energy in the added 
half-wavelength sections of line. Thus, at a given frequencjq the loaded 
Q of the line in Fig. 15-95 is much greater than that in Fig. 15-9a, even 
though the impedance at resonance may be the same. While the sudtch 
to higher mode operation mil invariably increase loaded Q, the question 
again arises as to what is the best line-characteristic impedance to hold 
this increase to a minimum. It was concluded that a high-characteristic- 

‘ The effect of circuit Q on tubes modulated over wide band widths is discussed in 
Chap. 17. It is generally possible to operate amplifier plate circuits more heavily 
loaded and with a lower Q than oscillator plate circuits so that wider modulated band 
widths are possible. 


r^or 



Fig. 16-8. — Coaxial tuning elements: 
(a) low characteristic impedance; (6) high 
characteristic impedance. 
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impedance line was desirable for X/4 mode operatiori, but generally 
this is not true for higher mode operation. This difference can be 
explained by recalling that the actual stored energy is a function not only 
of the line capacitance, but also of the square of the voltage across the 
capacitance. The voltage standing-wave distribution in a resonant line 
is a section of a sine wave, and the total stored energy must be calculated 
by a process of summation of the contributions of incremental sections 
along the line. 

In higher mode operation, a change of characteristic impedance 
affects the total stored energy and Q, not only through the line capaci- 



(b» 

FiQ. 15-9 — Voltage ataading waves on 
ahort-cucnited resonant coasal Unes operat- 
ing in (d) the ^/4 mode and (6) the 3\/4 
mode The added stored energy ia the ad- 
ditional 180 deg of line in the 3h/4 mode 
increases the resonant-circuit Q when the 
line IS loaded by a fixed resistance R. The 
Iine-terimnating capacitance is C. 9 < 00 
deg. 



Fio. 16-10 — Effect of coaiiai-line 
characteristio impedance on resonsnt- 
drcuit voltage. The fines resonate vitfi a 
fixed capacitance C, and are loaded by R 
to a fixed resonant impedance. Zu < Zni 
0i ^ 8i; Bi < £i; Qi < Qt, where £i 
and Et are tlie maximum fine voltages, 
9i and 9s. tiie electrical lengths to the first 
electrical short circuit. 


tance, but also, and in an opposite way as far as the Q is concerned, by a 
variation in the average line voltage. In Fig. 15-10 it is assumed that a 
resonant line is driven by an r-f voltage e as determined, for example, by 
the plate suing of an oscillator. Two cases of 3X/4 mode operation are 
considered, that of a low characteristic impedance and that of a high 
characteristic impedance. The resonant impedance is the same in either 
case, the assumed lossless line bdng loaded by the parallel resistance fi. 

The low-characteristic-impedanee line {Zoi) uill require that 6i be 
larger than 0i if both lines are to resonate uith Cjp. Since both lines are 
driven by the same voltage e, it is apparent that Ez is larger than Ei since 


€ = El an 6i = Et sin ^2 
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or 

_ „ sin 01 

£j2 — "1 • n 

(15-3) 


sin 02 

and 

sin 01 > sin 02 



This increase in voltage in the added haK-wave sections of line by 
the decrease in characteristic impedance frequently increases the stored 
energy more than the reduction in capacitance per unit length vill reduce 
it. In the practical case, it is almost always possible to reduce the loaded 
Q by a reduction in characteristic impedance when operating in higher 
modes, for the loaded Q will be reduced whenever as in Fig. 15-10&, 
is less than about 40 deg ivith 3X/4 mode operation, and about 25 deg 
with 5X/4 mode operation. With the normal run of interelectrode 
capacitances of the small power tubes, and wth the characteristic imped- 
ances of coaxial lines that are physically practical to construct, 62 may 
run anywhere from 45 to 10 deg or less at frequencies above 1000 Me. 

It can be concluded, then, that if a circuit is to be operated in the 
X/4 mode, a high characteristic impedance is advantageous in reducing 
operating Q. If all or most of the operating range must be covered in 
higher modes, a low-characteristic-impedance line is more practical. 
Insofar as physical dimensions are concerned, “low” and “high” would 
probably be limited to about 20 and 90 ohms, respectively. If the range 
must be covered in both X/4 and higher modes, it will be necessary to 
effect a compromise in characteristic impedance, and, indeed, such a 
compromise may be dictated by other considerations governing the choice 
of dimensions. 

15-8. Limitations on Tuning Range. — A practical limitation on the 
low-frequency range of a coaxial oscillator or amplifier is the actual 
physical length of the line elements, which rapidly increases as the 
frequency is lowered. This can be appreciated when the actual physical 
quarter wavelength is considered at low frequencies, for the resonant 
lines approach this length quite closely as the reactance of a fixed ter- 
minating capacitance increases with the decrease in frequency. When 
over-all physical length is an important consideration, it is helpful to 
remember that a given terminating capacitance may be tuned, with a 
fixed maximum length of line, to a lower frequency -with a line of higher 
characteristic impedance. 

Physical dimensions also influence the practicable upper frequency 
limit of coaxial lines as resonant circuit elements, because of the ability 
of cavities of large radial electrical dimensions to support interfering 
waveguide and spurious coaxial resonance modes, “mode” in this sense 
referring to the alternating electromagnetic field pattern rather than the 
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number of quarter wavelengths in the voltage standing wave along the 
line. Generally, it is possible to suppress such mode interferences by 
avoiding electrical and physical deagns that favor their existence. Tube 
operating characteristics then become the principal limitation to the high- 
frequency range. The principal interfering higher order coaxial reso- 
nance mode is the TEi,i mode, which can exist only at wavelengths less 
than the cutoff value given by 


“ *-(rj + fi) (15-4) 

where is the cutoff wavelength, ri the radius of the inner conductor, 
and Ti the radius of the outer conductor. 

In any event, this TEi^x mode cannot interfere if the resonant-circuit 
line lengths are less than 90 deg.* A plot of resonance wavelength vs. 
physical line length for the X/4 and 3X/4 TEM modes (normal operating 
modes) and the TEi, i interfering mode 
appeam in Fig. 15-11. As the oper- 
ating wavelength approaches the cut- 
off wavelength, the TE\,i guide 
w'avelength approaches infinity and 
there will be an intersecting point with 
the 3X/4 and higher normal operating 
modes at which erratic operation can 
exist. 

15-9. Feedback Considerations. 
Optimum oscillator operation requires 
that a grid driving voltage be supplied 
in both proper amplitude and phase. 
This is influenced somewhat by grid- 
circuit tuning and the grid-circuit 
impedance and requires, too, an eflBcicnt system for the transfer of energy 
from the output to the grid circuit. 

This transfer of energy, in the simplest case, may take place entirely 
in the interelectrode tube capacitance, but this capacitive feedback is 
generaWy augmented by a feedback system external to tbe tube. Per- 
haps the simplest and least frequency-sensitive scheme is merely to link 
output and input circuits through a co mm on wall, inductively by small 
loops or capacitU'ely by insulated probes. Wider frequency ranges may 
be obtained by a combination of the Uvo. Other common methods are 



Fio. 15-11. — Coasial-line resonant- 
circuit lensths for eeveral possible 
tuning nodes. 


'While the r^i,i mode mayexist in tbeline at any wavelength less than the cutoH 
wavelength given by Eq. (15-4), interference usually occurs only if the mode is 
propagated at a frequency at which the coaxial-lme length is X«/2 and is simultane- 
ously at the right electrical length so that the line resonates in a normal TEM mode. 
As shown in Fig. 15-11, thU can happen on^ with the higher order TEM modes. 
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the internal transmission-line arrangements of Figs. 15-45 and c and a 
coupling of the two cii’cuits through adjustable external transmission 
lines to provide an external phase adjustment. 

In common-grid circuits, the wall common to both input and output 
circuits is that separating the two in the plane of the grid, as shown in 
Fig. 15-12a, or the cylinder forming the outer conductor of one concentric 
line and the inner conductor of the other, as shown in Fig. 16-125. Feed- 
back energy is transferred through this common wall by feedback loops 
and probes. 



not shown. 

It is generally advantageous to place either the loops or the probes, or 
both, physically and electrically as near the plane of the grid as possible, 
for in this region, the change in voltage or current amplitudes (depending 
on the frequency range) associated with changes in the standing-wave 
maximums and minimums with changing frequency is small, as shown in 
Fig. 15-13. The more nearly constant fields tend to make the amplitude 
of feedback more nearly independent of frequency. An additional 
advantage is that the feedback elements are removed from the region of 
plunger travel. 

A few general statements can be made about the choice of feedback. 
When X/4 operation is contemplated, the tuning line used is sufficiently 
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long electrically at the low frequend^ to ensure a considerable electric 
field near the tube in both circuits. A capacitive or probe-type feedback 
is therefore ordinarily used. This, In the commonest form, consists of 
wire probes passing through the separating vail in insulated bushings 
and terminating in the two cavities in small disks or tabs or in wire rings 
linking the' ends of the probes. The amount of feedback is determined 
by the intensity of the electric field (determined by w’here the feedback 
unit is placed with respect to the standing wave voltages along the line), 
the size of tabs or ring, and the proximity of tabs or ring to the respective 
inner conductors of the coaxial lines- 

It is generally true that inductive-loop feedback placed near the tube 
will not work satisfactorily for low frequencies, because of low current in 
this region at these frequencies. However, as the frequency is increased. 



Capoeitance 


J"" Current Standing 

Wave for Two Freqjendes 


FiQ. 1&-13 — Standing-wave plots in resonant coaxial line. As tbe position o! the 
feedback elements (A-A') approaches the terminating capacitance, there generally is 
less change in intensity in the X/4 mode electric field and 3X/4 mode magnetic field. 


the current maximum at the position of the electrical short circuit in the 
line approaches the plane of the feedback elements and loop coupling 
becomes very effective. "With a still further increase in the frequency, 
for the 3X/4 or tugher modes, the raaHmum-current point may pass 
through the feedback and approach the grid, but since it is usually pos- 
sible to place the feedback loop phyacally close to the grid, loop coupling 
wll remain effective to very high frequencies. This is because there is 
sufficient current density in the line for at least 45 electrical degrees on 
either side of the mannuim pcant to operate properly the loop feedback. 
Such inductive feedback placed close to the grid plane, as in Fig. l&'12b, 
is effective over very wide frequency ranges and is particularly suitable 
to higher mode operation. 

The most common forms trf loop feedback are S loops, usually three 
in number, arranged symmetrically in the cavity. The open ends of the 
S are soldered to the inner and outer surfaces of the common conductor, 
the wire passing through a small hole or slot linking the cavities Se\' eral 
small loops in a high-density magnetic field are more effective than fewer 
large loops in the same or less intense fields. Several modifications of 
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loop feedback are showTi in Figs. 15-12c, d, and e. The phase of the feed- 
back is reversed in the 0 loop from that in the S loop and the loop is 
generally useful over only a small frequency range. The J loop is designed 
to operate in a strong current field in one line and a strong voltage field in 
the other. 

When an oscillator must cover a vdde tuning range in both X/4 and 
higher modes, there are two approaches to the untuned-feedback problem. 
The first consists of supplying both inductive and capacitive feedback 
elements so that, as the fields change in the vicinity of the feedback, one 
or the other vdll be effective. While this scheme is practical, it is com- 
plicated by the fact that, as the current standing-wave maximum passes 
through the feedback region, there is a reversal in phase in the electric 
field Avhich, if it does not occur simultaneously in both cavities, will 
result in at least a narrow frequency range in which the transfer of energy 
through the probes is in the VTong phase to assist oscillation, the contribu- 
tion of one type of feedback opposing the others. 

A second method of obtaining wide-range feedback is to change the 
type of feedback at some convenient dividing frequency, i.e., to remove 
the low-frequency feedback, perhaps probes, and to replace it ■with a high- 
frequency loop feedback.* A convenient method of making the change is 
to mount the feedback on a plate or short section of line, perhaps con- 
taining the grid-contact mechanism, that can be arranged to mount in 
the appropriate place in the circuit. Such an arrangement is shown 
in Fig. 15-18. The trouble of changing feedback is offset by several 
considerations. 

1. Very wide useful ranges with good overlap can be arranged with each feed- 
back so that the change need be made only infrequently. 

2. More nearly optimum feedback can be provided over the entire range. 

3. There is an important automatic suppression of undesired frequencies 
through the tendency of the feedback to favor one or another range. This 
action is a material aid in mode separation. 

Most tubes will oscillate, even if only feebly, over much of their operat- 
ing range with almost any form of feedback, as a considerable adjust- 
ment of driving-voltage phase and amplitude is possible through circuit 
tuning. It is, however, the function of a good feedback system to provide 
the best possible driving-voltage conditions over a wide frequency range. 

16-10. Special Properties of Coaxial-line Tank Circuits. — In the 
interests of simplicity, the coaxial-line circuit elements discussed have 

* While probes and loops were used for low- and high-frequency feedback, respec- 
tively, in the discussion, it is entirely possible that probe feedback could be used at 
high frequencies and loops at low frequencies if placed properly in the cavities. How- 
ever, the arrangement described is generally the most effective. 
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been assumed to be of uniform dimensions throughout their effective 
electrical length. Discontinuities that do occur, principally in the por- 
tion of the circuit 'nithin the tube envelope or at the connection of the 
circxiit element to the tube, generally do not destroy the qualitative 
validity of this assumption. 

A smooth continuous line that tunes a terminating capacitance nill 
not resonate in higher modes on harmonically related frequencies. A 
Une formed of two series sections of different characteristic impedances 
and electrical lengths, however, can be made to form a circuit resonant 
simultaneously on a fundamental and on a harmonic frequency and leads 
to some interesting circuit posabililies. For example, oscillators have 
been constructed in which the tank circuit presents an impedance to 
both fundamental and third-harmonic currents. The circuit is loaded 
through a high-pass filter only on the harmonic frequency to provide a 
means of obtaining third-harmonic energy. A single triode tube then 
sen,’es as a form of combination oscillator and tripler, although the action 
is inefficient and the harmonic power output is low. 



Fia. 1&-14. — Block diasrsm o( geoeral oscillator circuit. 


16-11. Ultrahigh-frequency Coaxial Oscillator and Amplifier Opera- 
tion. — The differences between low-frequency and high-frequency coaxial 
oscillator and amplifier design and performance are not basic (the block 
diagram of Jig. 16-14 applies equally well to high- and low-frequency 
oscillators) but are the result, rather, of practical difficulties in the realiza- 
tion of desired circuit and tube properties. The plate-tank-circuit tuning 
and loading are arranged to give the impedance into which the power tube 
should operate under Class B or Class C conditions. The use of a high- 
current tube designed to operate into a low plate impedance tends to 
result in a reduction in operating Q, although this may be offset by an 
increase in stored energy* in the circuit if the high-current properties were 
obtained at the expense of increased tube-output capacitance. Because 
of the high internal efficiency of coaxial lines as resonant circuit elements, 
a good ratio of unloaded to loaded Q, and hence high circuit efficiency, 
is possible even with the high loaded Q resulting from the large storage of 
reactive energy in coaxial circuits. 

The grid circuit is tvmed in a maimer to set up proper driving-voltage 
phase and amplitude conditions and normally operates at a reasonably 
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low Q because of the high grid-cathode input conductance in shunt with 
the circuit. This conductance is large in a common-grid circuit because 
of the flow of r-f plate-cathode return current in the input circuit, ■which 
causes a transfer of energy directly to the plate circuit. An approximate 
analysis on the basis of 180-deg plate-current pulses shows this conduct- 
ance to be as high as one-half the effective transconductance of the tube. 
The transconductance of typical u-h-f power tubes may easily be as high 
as 20,000 fimhos and may be very much higher in pulsed operation. 
This low grid-circuit Q has two practical consequences. (1) The low 
driving-circuit Q permits considerable detuning in the circuit ■\\ithout 
serious effect on efflciencj'", so that plungers may be mechanically ganged 
to pro'vide single-dial tuning over considerable ranges "without grid-cir- 
cuit trimming. (2) A large transfer of energy from output to input cir- 
cuits is required to develop a driving voltage across the low grid-circuit 
impedance. Since most of this energy reappears in the output circuit as 
useful output, the over-all circuit efficiency is not impaired, pro-vided that 
the feedback system is capable of handling the energy •\Adthout undue 
loss in the coupling loops and probes. 

As the operating frequency is increased, circuit losses increase, and 
the circuit efficiency drops. Increasing circuit losses and the poor tube 
efficiency contribute to a decreasing output and over-all efficiency. This 
is illustrated in Table 15-3 for the t 3 q)ical case of a small air-cooled power 
triode of the inverted lighthouse type (type 2C38). The low-frequency 
conditions were calculated from tube characteristics and are compared 
mth measured performance at 1200 Me in a common-grid oscillator cir- 
cuit in 3X/4 mode operation. 


Table 15-3. — CoMPARisorr of Calculated Low-frequenct 2C38 Operation with 
Measured Results at 1200 Me 



At 400 Me, the tube develops 54 watts at 60 per cent efficiency,. and at 
2500 Me the power and efficiency have dropped to 15 watts and 17 per 
cent, respectively. 

Figure 15-6 shows the general behavior of this tube as a plate-modu- 
lated Class C power oscillator in a circuit capable of being tuned over a 
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wide range. This performance was measured with X/4 and 3X/4 mode 
operation only but, in the higher frequency range, it was possible also to 
check operation on the 6X/4 and 7X/4 modes. Over-all efficiency Avas 
only slightly impaired by the reduction in unloaded-to-loaded-Q ratios in 
the higher modes. The difference in output in the overlapping frequency 
range is due to feedback characteristics. 

15-12. Grid-circuit Considerations. — The high operating frequencies 
of coaxial-circuit oscillators and amplifiers accentuate certain problems in 
connection with grid-circuit design. Grid bias may be obtained in any 
of the conventional ways; grid-leak bias, cathode bias, or a combination 
of the two are suitable. Cathode bias is an aid in preventing abnormally 
high plate currents in the high transconductance tubes when in the 
nonoscillating state but must be adjustable so that it can be loAvered as a 
starting aid at very high frequencies. Grid-leak bias does not limit 
the nonoscillating plate current, but affords protection from destructu’’e 
grid currents when arcs occur in u-h-f tubes with their close element 
spacing. 

Intermittent operation or grid-circuit quenching is a fairly frequent 
occurrence at the high-frequency end of the tube range where the period 
of the r-f cycle is short compared with the normal grid-circuit time 
constant. Quench frequencies may run as high os several megacycles. 
The tendency to quench is reduced by high-plate-current and low-plate- 
voltage operation, by reducing grid-leak resistance and shunt capacitance, 
and in some cases by applying a fixed positive bias to the grid and increas- 
ing the amount of grid-leak resistance to achieve normal operating- 
bias conditions. 

Grid emission is a source of trouble with some tubes. While this 
is a property of the tube, conditions can be improved by operating Arith 
low grid currents obtained through proper bias and loading adjustments. 

Physical distortion or Avarping of the grid through excessive heating 
also has been noted. Under some conditions of operation, grid dissipa- 
tion (plus heat radiated by the cathode) may be sufficiently high to pro- 
duce a deformation of the grid structure in some tubes. This generally 
reacts on operating conditions to reduce the heating and permit the grid 
to cool and resume its normal position. The consequent repeating Ioaa’- 
frequency cycle based on thermal conditions is manifested in unstable 
operation. These effects are less noticeable at the loAA'er frequencies 
Avhere changes accompanying the distortion aatU cause less reaction in 
over-all circuit conditions. Here, again, it is important to reduce grid 
dissipation to a minimum. 

Cathode back heating, prolrably caused by dissipation of energy in 
electrons returning to the cathode through unfavorable transit-time 
conditions, is sometimes noticed in power tubes operating in the upper 
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section of their frequency range. For example, under some conditions, 
a type 2C39 tube operating at a plate input of 100 watts at 2500 Me 
and with an efficiency of around 15 per cent may develop sufficient 
cathode back-heating to permit the complete removal of the normal 
filament power. A reduction of external filament power is then necessary 
to prevent abnormally high cathode temperatures and to restore emission 
to its normal value. 

16-13. Circuit Tuning. — The principal tuning conditions peculiar to 
coaxial-line oscillators arise through the use of multiple-mode operation. 
The frequency of oscillation is determined largely by the setting of the 
plunger in the output or plate tank circuit. For a given tank-circuit 
tuning, there are usually several grid-circuit plunger settings that will 
produce oscillations. These oscillating frequencies may be identical, 
corresponding to operation in several modes in the grid line, or ma}”^ differ 
from each other as grid-circuit tuning conditions pass through those per- 
mitting higher order resonances in the fixed length of tank-circuit line. 
Figure 15-5 illustrates possible frequencies of oscillation as functions of 
plunger settings in a typical coaxial oscillator. Table 15-2 lists possible 
operating frequencies and tuning modes in this oscillator for a certain fixed 
plate-circuit plunger position. 

It will be found that tuning of the grid circuit is less sharp than that 
of the plate circuit, particularly in the lower frequency ranges. The 
tuning that produces the maximum amplitude of driving voltage is not 
necessarily that producing the best conditions for over-all operation. 
Frequently, a slight increase in grid-circuit line length vill produce a 
driving-voltage phase adjustment that will more than offset loss in driv- 
ing-voltage amplitude and will result in both more efficient and more 
stable oscillations. 

It is good practice to select in both lines the lowest operating mode in 
which the desired frequency may be obtained. This is favorable from 
the standpoint of maintaining both a low loaded Q and a high inherent 
unloaded-circuit Q. 

Care must be exercised in tuning coaxial oscillators, because the 
change in operating conditions resulting from the possible wide shift 
in frequency obtainable by a relatively small motion of the tuning 
plungers may produce damaging tube currents. This effect arises from 
the fact that, through multiple-mode operation, the plate circuit, for 
example, might resonate on widely separate frequencies through a small 
readjustment of grid-circuit tuning, A violent oscillating condition may 
result not only from the tendency to oscillate more powerfully at a lower 
frequency, but also because the new frequency might not be subject to 
the previous loading conditions. Whenever possible, preliminary tuning 
should be conducted at reduced plate voltages. 
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Tube reaction in the change from a nonoscillating to an oscillating 
state will depend on the frequency involved in relation to the capabilities 
of the tube. Generally, in the low-frequency range of the oscillator, the 
transition to an oscillatorj’ state will result in a sudden rise in grid current 
and a decrease in plate current as would be expected. The application of 
load decreases the grid current and increases the plate current, and a 
normal loading procedure can be followed. At the high-frequency end 
of the range, and depending somewhat on the type of bias, a rise in both 
grid and plate currents often accompanies the start of oscillation. Load- 
ing at high frequencies may be applied with little reaction on plate cur- 
rent, and the maximum load is limited by the decrease of grid current and 
grid drive to the point of instability. It is generally found that maximum 
output is reached with a degree of loading just approaching this unstable 
point. Grid-current metering provides a valuable indication of operating 
conditions. 

lB-14. Amplifier Operation.—The common-gnd coaxial circuit with 
all external feedback removed is particularly adapted to amplifier operS' 
tion through the inherent tendency to suppress regeneration. The 
circuit requires large driving powers, but the intereleotrode feedback and 
resulting tendency to oscillate is raioimixed by tbe small plate-cathode 
capacitance of tubes designed for coo-xial use. 

Without neutralization, the maximum usable frequency of the circuit 
for amplification is limited by the maximum allowable degree of regener- 
ation. This frequency limit generally can be extended by operating the 
plate circuit heavily loaded. The resulting low plate-circuit Q also 
materially aids wide-band modulation. 

For a given tube and frequency, oscillator and amplifier plate-circuit 
efficiencies and outputs are similar when allowances are made for the 
oscillator output going into the drive. The apparent power gain varies 
with the class of operation. For example, a lighthouse type of power 
triode, the 3C22, operating at COO JVIc in a circuit such as described in 
Sec. 15-27 develops a gain of 11 db in Class AB operation, 8 db in Class 
B operation, and 5 db in Class C operation. As a Class C amplifier, 
75 watts output may be obtained ivith a plate input of 150 watts. Both 
gain and efficiency decrease as the operating frequency is increased. 

A measurement of true gain in an unneutralized common-grid ampli- 
fier operating at ultrahigh frequencies is difficult to obtain, for a portion 
of the driving power is transferred directly to the output circuit. The 
apparent gain is a function of the regeneration present in the circuit and 
will depend on the unneutralized feedback capacitance, frequency, and 
operating conditions. 

16-16. Practical Design Considerations. — Much of the performance 
capability of coavial-line oscillators is determined by the initial design. 
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It is impossible mth tuning and loading adjustments to compensate for 
poor choice of line dimensions, poor feedback, and circuit elements having 
low unloaded Q. Genei’ally, the circuit designer is faced with a set of 
performance specifications that include, electricallj'’, such things as fre- 
quency range, minimum acceptable output power, and modulation 
characteristics. Physically, the complete unit may have to satisfy 
stringent requirements as to over-all weight, length, accessibility of parts, 
and ease of tuning and may have to operate under severe conditions of 
heat, cold, vibration, and altitude. The relaxation of one or more of 
these requirements normally leads to a possible simplification of the 
problem but, as a general case and for explanatory purposes, a circuit 
design will be outlined in Secs. 15-16 to 15-25 that attempts to satisfy 
most of the specifications. 

16-16. Tube and Circuit Selection. — It is assumed that a tube is 
available that will deliver the power output required at the maximum 
operating frequency to be considered. Because of the unsuitability of 
multiple-tube circuits to wide-range operation, a single-tube unit is 
generally preferred.* For example, a type 2C38 will satisfy the operat- 
ing-range and power characteristics outlined in Figs. 15-5 and 15-6. 
The manufacturer’s tube characteristic data will indicate power-suppl}’’ 
requirements, wall include information on interelectrode capacitances, 
and will list the maximum allowable current, power-input and poAver- 
output ratings. “ 

Ultrahigh-frequency tubes are small in relation to their power- 
handling ability. This is the result, in part, of the use of efficient radia- 
tors for forced-air cooling but requires that provision be included for this 
air cooling. Typical radiator efficiencies are such that a blast of about 
15 cu ft per min ■null adequately limit seal temperature in a small triode 
dissipating 100 watts at the plate. Tubes designed to wmrk at higher 
power levels are often Avater-cooled. 

In order to expose the plate radiator to the air stream, the basic cir- 
cuit layout discussed Avill be the concentric-cavity type of oscillator shown 
in Fig. 15-15, in which the plate-grid line is concentric Avith the grid- 
cathode line. Several additional advantages accrue through the use of 
this configuration. The over-all length is materially reduced over the 
double-ended circuit of Fig. 15-4a, the tube is readily accessible for 
replacement purposes, and the positions of both plungers can be con- 

* A multitube circuit is discussed in Sec. 15-28. 

^ While many types of tubes, such as those shown in Fig. 15-2, have been designed 
for coaxial-circuit use, some of these are still in the experimental stage. It is there- 
fore impossible to list final physical and electrical characteristics. However, as an 
indication of performance, data for several early experimental types are listed in 
Table 14-1. 
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Fig. 15-15 — Concentric-cavity type of cooxial-boe oscillator. (1) Plate contact; 
(2) grid contact; (3) cathode contact, (4) nut and yoke driving grid-cathode plunger 
through slots in the cathode line; (5) tube stop properly to position tube in oscillator; 
(6) grid-cathode plunger; (7) gnd-piste plunger; (8) slot in cathode line. 


or a lead screw to drive the grid-cathode-line plunger through a slot in 
the line, or both. It should have a circumference large enough to 
provide a large contact surface between the cylinder and the movable 
plunger and, perhaps, to permit the incorporation of a bias-blocking 
capacitor. These considerations will probably limit the minimum 
diameter to at least in 

The diameter of the outer cylinder is usually kept small in the interests 
of physical size and the suppression of interfering modes. Present tubes 
are capable of operating at frequendes so high that this latter require- 
ment becomes practically imposable to meet, and the problem of the 
suppression of interfering resonance modes must be solved through the 
avoidance of their propagation. This subject is discussed in Sec. 15-8. 
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The outer tube diameter must be sufficiently large to include practical 
short-circuiting plungers and tuning mechanisms in both concentric 
circuits. The choice of middle cylinder diameter must be consistent 
with the tube grid-terminal diameter and must result in line characteristic 
impedances meeting tank-circuit Q requirements (Sec. 15-7) and tuning- 
mode separation requirements (Sec. 15-6). Physical characteristics of 
air-filled coaxial-tuning lines are indicated in Fig. 15-1, and a typical 
set of diameters and characteristic impedances is shoum in Fig. 15-15. 

With these line-impedance values and vdth plate-grid and grid- 
cathode interelectrode capacitances of about 2 and 6.5 np-i, respectively, 
corresponding to the 2C38 tube, the ratio of the products of characteristic 
impedances and terminating capacitances is about 6 [see Eq. (15-2)], a 
sufficiently high ratio to ensure good mode separation. 

If the unit were to be operated only at frequencies attainable in the 
X/4 mode of operation, perhaps below 1000 Me, it would be advantageous 
to increase the characteristic impedance of the plate line above the present 
32 ohms to obtain a lower operating Q and vdder modulated band mdths. 
In this particular case, however, the unit must also tune from 1000 to 
2500 Me in the 3X/4 mode and the tank-circuit characteristic impedance 
of 32 ohms is considered satisfactory. 

16-18. Physical Length of Lines. — Over-all line lengths are primarily 
determined by minimum-frequency requirements. From Eq. 15-5 and a 
knowledge of tube capacitance terminating the lines, it is possible to 
determine a maximum electrical length 0i such that, with the character- 
istic impedances as chosen in the previous section, the terminating capaci- 
tance will be resonated at the minimum desired frequency. From &i, 
the physical length can be found from Eq. (15-7). For resonance 


^01 tan 01 
Xc(,k — Zo 2 tan 02 


0.830 

f 


(15-5) 

(15-6) 

(15-7) 


where 0 = electrical line length, degrees 

/ = frequency, megacycles per second 
I = length, meters 

Zei = characteristic impedance of the grid-plate line, ohms 
Zo 2 ~ characteristic impedance of the grid-cathode line, ohms 
XcBp = reactance of the capacitance terminating the grid-plate line, 
ohms 

Xegk = reactance of the capacitance terminating the grid-cathode line, 
ohms 


The capacitive reactances of the terminating capacitances are those at the 
minimum frequency, and 0 is the electrical line length at this frequency. 
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The calculated line length, such aa h in Fig, 15-7a, should be increased 
perhaps 10 per cent to take care of the approximations involved and the 
variations in tube capacitance and should be added to the axial length of 
the shorting plunger to determine the over-all required length.' 

This calculation has been based on the minimum operating frequencj' 
in the \/4. mode. The maximum operating frequency in this mode can 
be estimated from a knowledge of physical line length with the plunger 
moved to its maximum forward position, nearest the tube (usually 
limited by feedback or output-coupling elements) . This upper frequency 
cannot be found directly from Eqs. (15-5), (l5-<)), and (15-7) because it 
appears both in the argument of a transcendental function and outside 
the argument. That is 

(IS-S) 

Since in the practical case, at the upper end of the mode, the electrical 
length is small enough to allow the replacement of tan 6 by 6, the folIo^ring 
approximate formula can be used for this upper frequency; 

where f = frequency, megacycles 

Zi •* characteristic impedance, ohms 
C =» terminating capacitance, micromicrofarads 
I line length, meters 

Because of the increased influence of end effects for the now short sections 
of lines, the approximation is_onIy fair. Values of / as given by Eq. (15-9) 
are too high by perhaps as much as 20 per cent Since there must be 
no discontinuity in frequency coverage, it is important that at the upper 
frequency limit of the X/4 mode there be suflicient line length (fj, in Fig 
15-7c) behind the plunger to permit resonance of the line on the 3X/4 
mode at this frequency with the plunger moved back into the cavity. 
If this is not true, the over-all physical length of the line must be increased 
to cover this contingency. 

‘ As an example, if the oscillator in question must tune to 300 Me, O, can be found 
from Eq. (15-5) to be 

83 ' 

and I is found from Eq. (16-7) to be 

, 0 83 X 83 1 . 

I == 2 QQ = 0.23 meters 

so that, with allowances for plunger length, the over-all barrel length should be about 
11 in. 
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Silver-plated brass tubes are generally used for the concentric cylin- 
ders. Wall thicknesses are commonly 3^2 to M in-j the heavier tubing 
suppl 3 dng the mechanical rigidit 3 '- needed for the outermost cylinder. 

16-19. Circuit Tuning Mechanisms. — Coaxial-line tuning is accom- 
plished normally by a variation in the electrical length of line through a 
change in the position of an effective 
short circuit. This is accomplished 
through variation in the physical position 
of a short-circuiting plunger, such as 
shovm in Fig. 15-1. Less frequently 
used, because of tuning-range limitations, 
are the methods illustrated in Fig. 15-16. 

Plungers constructed for wide-fre- 
quency-range use are usually one of two 
types. When noiseless rapid tuning is re- 
quired, it is possible to construct short- 
circuiting plungers of the resonant-choke 
type which do not contact the cylinder 
walls. These are discussed in detail in 
Sec. 32-29. Their frictionless, noiseless 
action is particularly adapted to sweep- 
ing local oscillators of wide-range receiv- 
ers. A tuning range of at least three 
octaves may be obtained by proper 
design. At frequencies below 1000 Me, 
the resonant-choke plungers tend to be- 
come excessively long. At all frequen- 
cies, they have a disadvantage that, to 
avoid propagation of interfering coaxial 
modes, they must be concentric with 
cavity walls to a tolerance so close that 
it is difficult to attain in phj'^sically large 
units. Wide-range resonant-choke 
plungers require particularly close plunger-to-wall clearances in addition 
to the concentricity requirements. 



Fig. 15-lC. — Tuning arrange- 
ments for coaxial lines: (a) line 
end-loaded by adjustable oapacitaneo 
C; (6) lino length changed by sliding 
section l’\ (c) effective line length 
changed by variation in position of 
slug K of high dielectric constant. 


For transmitter units covering very wide frequency bands, the most 
successful plungers are those in which an actual d-c short circuit to the 
cylinder walls is made through sets of flexible fingers. An alternative 
contact is a coil-spring mechanism, one type of which is described in 
Sec. 15-20. The flexible fingers are most easilj’^ fabricated by slotting 
strips of sheet metal, usually 6-to-8-mil phosphor-bronze or beryllium- 
copper, which are then soldered to brass slugs forming the plunger base. 
Finger width is kept down to between He and H in. in order to increase 
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the number of points of contact per plunger and to make the fingers 
flexible vrithout being fragile. The best material is beryllium-copper, but 
it has the disadvantage of requiring a hardening treatment after the 
fingers are formed and before they are soft-soldered or after they are hard- 
soldered to the plunger base. The ovcr-all assembly must be silver- 
plated. The lengths of the fingers are usually at least in- to pro\dde 
flexibility. A finger plunger assembled in a coaxial-line circuit may be 
seen in Fig. 15-1. These fingers have been tipped with silver wire to 
improve contact. 

The upper frequency limit of a circuit, when determined by interfer- 
ence of plunger fingers with feedback or coupling elements, can sometimes 
be increased by moving the position of the electrical short circuit forward 
through the addition of a shoulder on the plunger face. This is illus- 
trated in Fig 15-15 by the shoulder section that advances the short- 
circuit plane in the grid-cathode line from approximately XX' to YY'. 
Even this small addition Avill materially affect the resonant frequency in 
operation nith short Une lengths. Double sets of fingers are used to 
keep the plunger properly positioned in the cavity and to double the 
number of contact points as an aid in eliralnating coupling of energy into 
the cavity back of the plunger. 

16-20. Circult-to-tube Connecting Systems. — A matter of concern in 
all coa'iial-lme circuits is the mechanical system for connecting the tube 
to circuit elements. This should have a structure permitting ready 
removal and insertion of tubes (plug-in action) and must make a multi- 
point contact around the entire tiitumferenee of the connector. The 
contact should be sufficiently flexible to take care of physical tolerances 
in tubes and to hold under vibration. It must be sufficiently positive to 
handle the very high circulating currents in the circuit elements. 

Three satisfactory types of connectors are shown in Fig. 15-17. The 
best contactor for a particular application will depend on the tube design. 
However, the sleeve and spring contacting arrangements shown in Fig. 
15-17 are preferred from two standpoints: (1) a wiping contact is made, 
and (2) there is less restriction on longitudinal motion of the tube when 
it is inserted. 

The process of fabricating the fingers to make contact with the tube 
rings is similar to that described for the plunger fingers. The coil-spring 
contact of Fig 15-17 is constructed by winding a coil spring of beryllium- 
copper wire of perhaps 0.015-in. diameter wire and soldering the ends 
together to form a ring. This ring, in turn, is forced into a circumfer- 
ential slot in a disk-shaped holder, the slot width being less than the 
diameter of the coil. The spring is held in the slot by rolling the slot 
edges verj’ slightly. The inside diameter of the coil ring, when in the 
slot, is slightly less than the outdde diameter of the tube to be contacted, 
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which is always inserted with a slight twisting action causing the spring 
to “lie do'vvn” in the slot. The resulting deformation of the coil in two 
dimensions is such that each turn makes contact with the tube and slot 
walls, providing a large number of positive multipath connections of 
very short length. 

Tube insertion is facilitated by arranging all sets of contacting fingers 
to point in the direction of insertion, as there is then less chance that the 
tube will foul any fingers. It must be emphasized that all fingers should 
make positive contact. Often poor operating efficiency and, in some 
cases, a complete lack of oscillation can be traced to failure of several 
adjacent fingers in a plunger or tube connector to make contact. 


Disk-type Finger 
Contact (Cathode) 

Sleeve -type Finger 
Contact (Grid) 


Plate By-pass 
Capacitor Plates 
Mica Sheet 
(Note Overlaps) 



Coil-spring 

Holder 

Coil-. 


Con -spring 
Contact (Plate) 


Fiq. 15-17. — Tube contact arrangements. 


There are several other methods of making contact especially suited 
to a particular tube type. These may vary from actually screvdng a 
coaxial-line conductor to a threaded member in a tube, to an arrange- 
ment in which a tube-contacting terminal is bolted into the circuit 
through a split-flange mechanism. Neither makes for ready tube 
removal. 

16-21. Feedback Design. — ^The ultimate performance of an oscillator 
will depend to a considerable degree on the type of feedback used. While 
the problem does not lend itself readily to exact analytical design, a 
general approach can be made following the discussion of Sec. 15-9. 
Cut-and-try alterations based on initial operating data usually make it 
possible to maximize performance. 

Feedback requirements of the wide-range oscillator used for this 
general discussion can be met best by two interchangeable feedback 
systems, a low-frequency capacitive unit and a high-frequency inductive 
unit. There is generally considerable frequency overlap in the two, and a 
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convenient change-over frwiuency is often that at which the ehift from 
'S/4 to 3X/4 mode operation is made. A tiT^iral arrangement is thown 
in Fig. 15-18. Tlic low-frequency unit conpists of three prolxrs linking 
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the cavities through transformer bushings. Circular tabs terminate the 
probes in the tank ca\’ity. Probes are joined by a wire ring in the grid- 
cathode cavity. Feedback is increased by increasing the size of labs and 
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ring and their proximity to outer and inner conductors. The inductive- 
loop high-frequency unit consists of three S loops. The loop size in 
each cavity is kept small, feedback being increased bj’" increasing the 
number of loops. One to perhaps six loops might be used, the choice 
of three offering a compromise. Each of these feedback elements is 
threaded to screw onto the end of the grid-line cylinder, and each carries 
a set of fingers to contact the tube grid connector, A cross-sectional 
view of a typical oscillator ndth the inductive feedback in place is shown 
in Fig. 15-15. Several types of feedback elements are sho^vn in Fig. 
15-12. 

The grid-cylinder diameter of the cavity in Fig. 15-19a has been 
chosen larger than the grid connecting ring on the tube. This allows an 
advantageous location of both connecting fingers and feedback elements; 
the fingers point in the direction of tube insertion, and the plane of the 
feedback is advanced considerably toward the grid of the tube in Fig. 
15-19a as compared vdth Fig. 15-195. 

Operational evidence of insufficient feedback is to be found in low grid 
current, inability to load the oscillator ndthout stoppage of oscillations, 
and low operating efficiency. Excessive feedback is characterized by 
vfide variations in the intensity of oscillation over a given frequency 
range, excessive grid current, broad grid-cathode-circuit tuning, and poor 
efficiency. 

16-22. Direct-current Circuit Design. — Direct-current isolation of 
plate, grid, and cathode elements from each other is necessary in order to 
apply plate and bias voltage. There are two common methods for 
accomplishing this. In the first, the c 3 dinders are isolated electricall}’’ 
from each other and the plungers have built-in capacitors. In the second, 
all cylinders operate at the same d-c potential, generally that of the grid, 
and isolating capacitors are built into the circuit at the tube. These 
methods are shovm in Fig. 15-20. The scheme in Fig. 15-205 has a 
certmn mechanical advantage in ruggedness in that the concentric 
cylinders can be bolted or soldered together for rigidity and for main- 
tenance of concentricity. 

By-pass capacitors are normallj'- formed by mica-separated silver- 
plated brass plates. The plane of the capacitor is usually perpendicular 
to the longitudinal axis of the cavity, or the capacitor is constructed con- 
centrically with a coaxial line. An example of the disk type is shown in 
Pig. 15-17, and a cylindrical type of capacitor is shown in Fig. 15-21. 
Both types are illustrated in Fig. 15-15. The disk type is easier to build, 
the cylindrical type can be built on a small-diameter line. The capaci- 
tance is increased by decreasing the thickness of the mica and by increas- 
ing the pressure on the plates. The use of silvered mica is convenient in 
increasing capacitance of small-area capacitors. For a given mica thick- 
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ness, two thin sheets are preferred to one thick sheet, as the use of two 
sheets tends to minimize breakdown through pinholes or cracks. 

The effectiveness of the capacitors often cannot be judged by a low- 
frequency capacitance measurement. This is particularly true of the 



Fio 1&-20.— Direet'eurr«at circuit isolation in coaiia1>linc circuits. Ci, bios blockms 
capacitor, Ct, ptate-voltsse blocking capacitor. 



cylinder type of Fig. 15-21, where the longitudinal length of the capacitor 
may be electrically great. 

The capacitances required in bias and plate by-pass capacitors are 
dependent on several factors. The largest capacitance consistent with 
the physical space that can be devoted to the capacitor is usually desir- 
able. This is tempered in the case of the bias-blocking capacitor by the 
need for reducing the grid-drcuit time constant (Sec. 15-12) and by the 
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requirements of some modulation schemes. Typical values run from 200 
to 2000 (Xfif for oscillators operating in the 300- to-2500-Mc range. 

High plate by-pass capacitance is also desirable to prevent low 
efficiency and holes in the frequency range, i.e., regions of low or no 
output. If this capacitance appears in a wide-band modulation circuit, 
it may be necessary to limit its value considerably. As the desired tun- 
ing range is decreased, it is sometimes possible to set up the circuit with 
values of plate capacitance as low as 30 in single-ended circuits and 
still avoid “holes.” For single-frequency operation, capacitances as 
low as 10 M/if have been used. In wide-range oscillators, the figure prob- 
ably will run nearer to 200 /n/jf, and 500 nni would be desirable in an 
unmodulated oscillator. 



16-23. Plate Feed and Hats . — A cylindrical section, or hat, shown 
in Figs. 15-15 and 15-22 is often added to coaxial-line oscillators. It 
serves several purposes. 

1. With an end-cover plate, it encloses the anode cooling radiator and serves 
to protect operating personnel from the high d-c voltage, between the anode and 
the main body of the unit. 

2. It decreases r-f radiation from the cooling fins, which receive energy across 
the plate by-pass capacitance. 

3. With appropriate baffles, it directs the air blast from the cooling fan onto 
the radiator. 

Anode power is usually fed to the unit through a conductor entering 
the hat and tying to the anode side of the by-pass capacitance. . A choke 
in the anode lead is generally unnecessary if it is possible to tie the lead to 
the by-pass capacitance plate, which is always at a low r-f impedance. This 
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is fortunate since it is practically impossible to construct a nonresonant 
choke covering perhaps a 10-to-l frequency range. 

16-24. Output Coupling. — Output power can be coupled from the 
tank circuit by an adjustable loop placed at a high-current point in the 
circuit or by a probe placed in a high-voltage field. Since the physical 
positions of high magnetic and high electric fields change with frequency, 
a considerable problem is encountered. 

A loop placed in the face of the tank-circuit plunger is satisfactory 
but presents a difficult mechanical problem since it must move with the 
plunger, and its orientation must be adjustable for coupling variations. 

A radially adjustable probe placed near the tube in the tank circuit is 
suitable for wide-range operation since the voltage field in this region is 



Fjo. 15-23.— Frol>o and r»n* arrangemcnl for wide-frequency-range eoupUng y 
must be electrieally short at highest frequency requiring loop coupbng Tube and tube 
terminal contacts are not shown. 

reasonably constant and a probe can be made readily adjustable along a 
radius. If field conditions become unfavorable, two courses are open: 
(1) to move the probe a short distance longitudinally in the cavity to a 
point where more voltage exists, (2) to cause the probe to pass through a 
ring of such shape and so mounted in the cavity that when the probe tab 
is not near the ring capacitive pickup is possible, while uith the tab moved 
up into the ring, the low capacitive reactance between ring and tab com- 
pletes a loop suitable for inductive pickup, the inductive pickup being 
adjustable through the variable c.apacitance of tab to ring. This arrange- 
ment is shouTi in Fig. 15-23. The latter scheme has an advantage in that 
it can be made mechanically ru^ed and requires a coupling adjustment 
in a radial direction onlj'. 

A general discussion of coupling methods is given in Chap. 10. 

16-25. Mechanical Design Notes. — Too much emphasis cannot be 
placed on mechanical details because they largely determine ultimate cir- 
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cuit performance. Finger and spring contacts must be positive. All 
portions of the circuit carrying r-f currents must be of high conductivity, 
preferably silver-plated.^ Lossy material (Formica, etc.) should be kept 
out of the active part of the cavities. Butt joints that carry heavy cur- 
rents (hat-to-cavity joint, for example) must be bolted securely or 
soldered. If bolted, the surfaces should he faced off before plating to 
assure flush contact, and a minimum of four and preferably six bolts 
should go into the bolt circle. 

Sliding adjustments and contacts should be maintained under close 
tolerances, mechanically spring-loaded controls of coupling and tuning 
being incorporated where possible. As an alternative to push rods, 
tuning-plunger motion is controlled frequently by lead screws with a 
fine pitch. A gearing arrangement allowing either separate or simul- 
taneous drive of cathode and plate plungers from a single dial often can 
be set up to achieve single-dial tuning control over incremental ranges 
sometimes as large as 2 to 1 or 3 to 1 in an oscillator covering a 10-to-l 
frequencj'' range. 

A motion of a few thousandths of an inch in a tuning plunger or cou- 
pling probe has a marked effect on tuning or coupling at 2500 Me, and a 
fine adjustment of controls must be possible. 

16-26. Trouble Shooting and Holes. — It is the goal of wide-band 
oscillator design to set up a circuit capable of fully realizing the properties 
of a tube over very wide tuning ranges. Failure to obtain the desired 
performance is generally manifested in weak or intermittent oscillations, 
poor efficiency, and narrow frequency ranges in which no oscillations are 
present, f.e., holes. Several typical troubles are outlined in this section. 

Poor Over-all Efficiency. — At very high frequencies, tube capabilities 
may be a limitation. There may be poor tube or plunger-finger contacts. 
The feedback may not be correct. The unloaded cavity Q may be low 
through lack of silver plating, the presence of high-resistance joints, or 
the presence of lossy material in the cavity. 

Broad Holes or Regions of Low Output. — The feedback may not be sat- 
isfactory in this range, the output coupling system may be inadequate, 
or an increase in the value of the by-pass capacitances may be needed. 

Narrow Holes. — These regions, Avhich may be only a few megacycles 
wide or which may be indicated only by a skip over a particular narroAV 
.frequency band, can usually be attributed to the coupling of an additional 
resonant circuit into the tank circuit, the breadth and intensity of the 
hole being dependent on the degree of coupling and the Q of the coupled 

^ Gold is sometimes used as a plating material. Also a very thin layer of rhodium 
or palladium is sometimes applied to a surface previously plated with a high-con- 
ductivity material as it affords a wear-resistant surface that withstands corrosion. 
The layer must be very thin to avoid a lowering of the conductivity. 
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circuit. The location of these resonant circuits can often be determined 
by exploration with a neon bulb. The following sources may be responsi- 
ble for the trouble. 

1. One source may be badc-cavily resonance in which the section of the 
coaxial circuit behind the plunger resonates at the operatmg frequency (Fig. 15-1) 
and is coupled to the tank circuit through poor plunger-finger contact. This 
can usually be avoided through proper plunger construction with double sets of 
contact fingers. 

2. Slot resonance may occur in which longitudinal slots in cavity walls, 
usually present to connect plungers to tuning mechanisms, couple a resistance 
into the tank circuit. Such dots should be avoided in the high-Q plate tank 
circuit but are usually permissible in the driving or grid-cathode circuit. The 
resonance can be broken up by short-circuiting the slot at several points along its 
axis. 

3. Simultaneous resonance of the tank circuit in both the normal TEU 
coaxial mode and the TE\,\ coanal mode (sec Sec. 15-8) may be responsible. 
Coupling to this undesired mode generally can be minimized by maintainmg a 
symmetrical construction in the cavity and avoiding field distortions that would 
promote its propagation. A Ronunifonn circumferential distribution of by-pass 
capacitance sometimes causes this mode interference. Such interference will 
not be experienced when operation is in the X/4 mode tuning range. 

4. Another source of trouble is resonant circuits coupled through the plate 
by-pass capacitance. Even though the reactance, in ohms, of the plate by-pass 
capacitance may be very small, it is possible for this capacitance in combination 
with the impedance, at a particular frequency, of such things as the tube cooling 
radiator, plate lead, or plate choke to resonate and couple a resistance into the 
tank circuit. Trouble from plate leads and chokes can be avoided by the plate- 
lead connection outlined in Sec. 15-23 which eliminates the need for a choke. 

The resonance of the cooling radiator as a resonant line in combination 
with the hat is more difficult to handle. Increasing the size of the plate 
by-pass capacitance wU decrease coupling and eliminate the hole, but 
when modulation requirements make this impossible, it is necessary to 
resort to other means. Tw’o w'ays are open. The Q of the resonant cir- 
cuit in the hat can be lowered by the deliberate introduction of a lossy 
element. If the resultant Q is of the right magnitude, the effective 
resistance coupled into the main cavity at resonance can be lowered to 
the point where only a slight decrease in the intensity of oscillation vdll 
be noted. 

This calls for a rather special Q value that may be difficult to set up, 
and the method is usually discarded in favor of moving the frequency of 
the hole by capacitance loading of the cooling-radiator resonant circuit. 
Thus, by the introduction of a variable capacitance in the hat, usually an 
adjustable tab, as C in Fig. 15-22, the hole can be moved to one side of 
the desired operating frequency. The need for the tab capacitor C 
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can be eliminated by a special construction of hat end plates, as described 
below. 

By constructing the hat end cap in two sections, one Formica and one 
metal as in Fig. 15-22, it is sometimes possible to move the hole from one 
tuning range into another by simply removing the metal end plate, an 
expedient that serves the same purpose as C. The oscillator shown 
operates in the 3X/4 mode range from 900 to 2700 Me with the 
Formica and metal end plates in place. The capacitance of the metal 
plate to the radiator lowers the interfering resonant frequency of the hat 
cavity to 800 Me. In the X/4 mode range, 300 to 1000 Me, the metal 
end plate is removed at the time feedback is changed from inductive to 
capacitive, and this removal of the end-loading capacitance changes the 
hole frequency from the low-frequency range to 1100 Me. (In the low- 
frequency X/4 band, there is little loss in radiation through the single 
Formica cover plate.) 



Fig. 15-24. — ^Amplifier unit with extended grid-cathode line to permit introduction of 
driving power into the internal grid-cathode line. 

16-27. Modification for Amplifier Use. — ^While the discussion thus 
far has emphasized wide-range oscillators, most of the remarks apply 
equally well to coaxial-amplifier construction. For the most part, the 
unneutralized common-grid amplifier is physically similar to the oscil- 
lator circuits described except that no feedback elements are included 
and circuit isolation is maintained at a maximum. 

problem unique to amplifier operation in circuits of the type 
described here is that of the introduction of driving energy into the grid-: 
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cathode circuit, which may be inside and concentric with the tank circuit. 
Two solutions are possible: (1) to drive the grid-cathode circuit through 
a loop in the plunger face, or (2) to expose a section of the grid-cathode 
line by increasing its length, as shown in Fig. 16-24, and then to operate 
on higher tuning modes in this line so that driving power may be coupled 
into the circuit forward of the plunger in any convenient manner. Per- 
formance of a type 3C22 triode in sucU a circuit is outlined at the end of 
Sec. 16-14. 

By tuning the output circuit to the second harmonic of the driving- 
voltage frequency, the unit can bo used as a frequency doubler. "When 
a 3C22 doubler was driven with about 20 watts of driving power at a 
frequency of G50 Me, the output was 5.2 watts at 1300 Me with a plate 
efficiency of 4 per cent. The efficiency obtained by using the 3C22 as a 
Glass B doubler docs not compare favorably with the 1 1 per cent efficiency 
that can be obtained when the tube is operated ns a Class B amplifier or 
oscillator at the same frequency. 



Fio. 16-25. — Liquid-cooled posh-puU 3C22 oscillator. Opposite end identical to the 
end shown: (1) supporting rings ol MF Formicn, (2> coining liquid, d-o plate voltage, and 
output coupling loop introduced through hole at sero voltage point; (3) noncontacting 
slug plungers; (4) feedback probe; (6) water-cooled type-3C23 (plate cooling fins removed). 

16-28. Multitube Circuits. — A push-pull grid-separation type of 
coajdal-cavity oscillator that uses a pair of 3C22 lighthouse triodes is 
shoivn in Fig. 15-25. Liquid cooling was used in the model shoivn in 
order to enable the tubes to dissipate 200 to 300 watts. Power output 
in excess of 100 watts can he obtained from this oscillator over the fre- 
quency range from 500 to 600 Me (about twice the single-tube output). 
Tuning is accomplished by moving the nonshort-circuiting plungers sym- 
metrically from the center point of the cavity. Grid-cathode and grid- 
plate lines are electrically wavelength long, but capacitance-loading 
effects shorten the physical length considerably. Inasmuch as the center 
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point of the lines is at a voltage node, the liquid cooling lines can be 
brought out without disturbing the oscillator. The output coupling loop 
is also inserted at the high-current center point. 

An obvious advantage of this type of oscillator construction is the low 
plate-to-ground capacitance (40 to 50 mii), which is very desirable from 
the standpoint of "wide-band plate modulation. If wide-band plate 
modulation is to be used on such an oscillator, it is necessary to use low- 
capacitance filament transformers and to modulate across their capaci- 
tance and the stray capacitances in the oscillator itself. 

The minimum diameter of the innermost concentric tube in the unit, 
shown in Fig. 15-25, normally would be limited to excessively large 
values by the diameter of the 3C22 cathode terminal or plate-cooling 
fins. This trouble was partly circumvented by unsoldering and removing 
the cooling fins and inserting into the anode post a threaded member 
that could be incorporated in a liquid plate-cooling s 3 ’^stem. This altera- 
tion presents a considerable problem in the avoidance of tube fracture, 
and the problem could be more easily met with a unit using tubes such 
as the 2C38 with the grid-cathode circuit included as the innermost 
cavity in order to expose the plate radiators for forced-aii’ cooling. 

A second type of multitube coaxial-cu’cuit oscillator is the so-called 
shotgun oscillator, an adaptation of concentric and parallel-line circuits, 
which was designed to make possible a push-pull oscillator uith a wide 
tuning range. Two type 2C44 lighthouse triodes were used in a 
grounded-grid circuit, the physical configuration of which is similar to 
that shown in Fig. 17-25. Plate-circuit tuning is accomplished by a 
plunger that varies the length of the plate-grid cavity. The cathodes are 
tuned by plungers in two concentric lines that form the grid-cathode 
tuned circuits. A tuning range from 350 Me to 840 Me has been obtained 
Mth this arrangement in operation on the fundamental or X/4 mode. 
Efficiencies of about 15 to 20 per cent were obtained at 600 Me, Avith 
simple capacitance feedback consisting of rings in each of the cathode- 
grid cavities connected to a large ring in the plate-grid cavity. (This 
type of feedback is not shown in Fig. 17-25.) 
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POWER-OUTPUT COUPLING METHODS 
Br J. G. Stephekson 

16-1. Output Coupling to Antenna or Load. — Devices for coupling tu 
an antenna or load form an extremely important part of any u-h-f 
oscillator or amplifier, as the degree of load coupling largely determines 
the effective value of shunt resistance R across the tank circuit. The 
desired magnitude of this resistance is fairly well fixed by the voltage and 
current relations required in Class C oscillators or amplifiers for efficient 
performance. If the coupling is too “tight,” R becomes low, the effi- 
ciency is reduced, and, in oscillators, oscillation may cease altogether. 
The ability to stop oscillation by adjusting the coupling is a good criterion 
that the maximum degree of coupling is at least adequate. If the cou- 
pling is too “loose,” the shunt resistance is so high that little or no power is 
delivered to the load. 

Optimum coupling can best be determined with the aid of some form 
of r-f output voltage indicator. When this u not available, a simple rule 
of thumb, which has proved applicable to a wide variety of u-h-f oscilla- 
tors, is to increase the load coupling until the oscillator grid current 
decreases to approximately half of its unloaded value. Under these 
conditions the output will usually be close to optimum. 

A de-vice for coupling the tank circuits of u-h-f oscillators or amplifiers 
to a dissipative load throng a transmission line must satisfy a number of 
requirements: 

1. The coupling device must act as a transformer to match the low impedance 
of the transmission line to the relatively high impedance of the tank circuit. 

2. The coupling system must enable operation with a fairly high standing- 
wave ratio in the outgoing transmission line. This line may he terminated in its 
characteristic impedance Zo, in which ease the standing-waTO ratio is unity and 
the device matches a resistive impedance. More often in practical cases, how- 
ever, the standing-wave ratio is greater than unity and may be as high as 4:1. 
This requires that the device operate with a load impedance having appreciable 
reactance. 

3. The device may have appreciable intenud reactance, which must be tuned 
out to obtain proper impedance match. 

4. The coupler must have low internal losses. 
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5. In most cases, the output coupler must work into an unbalanced coaxial 
line, although it is sometimes desirable to operate into a balanced two-’uure 
transmission line. 

6. For coupling to push-pull circuits, the output coupler must load the circuit 
symmetrically, and its presence cannot be allowed to introduce serious electro- 
static or magnetic unbalance into the tank circuit. 

7. It is very desirable in wide-range oscillators that the degree of coupling 
be as nearly constant as possible as the frequency changes. This avoids the 
necessity for constant readjustment of the coupling. 

8. Wlien adjustment of coupling is necessaiy, it should be mechanically con- 
venient, and positive electrical contact to moving parts must be maintained. 

16-2. Effect of Standing-wave Ratio on the Output of Ultrahigh- 
frequency Transmitters. — ^Tests on typical u-h-f oscillators and amplifiers 
to determine the effect of stand- 
ing-wave ratio in the output 
transmission line on the power 
obtainable show results similar to 
those of Fig. 16-1. This shows 
the reduction in power output as 
the standing-wave ratio increases 
for a typical balim-type output 
coupler and a Class AB r-f ampli- 
fier at about 200 Me. Similar 
results are observed for other cou- 
pling methods and at other fre- 
quencies, with variations of 
perhaps ±15 per cent from the 
values shown in Fig. 16-1. In 
no case did the average reduction in power exceed 30 per cent up to a 
standing- wave ratio of 2.5:1. 

The data were taken by adjusting first for the desired standing-wave 
ratio mth a parallel stub in the outgoing transmission line, and then 
moving the standing wave with respect to the transmitter by moving the 
stub along the line, meanwhile keeping the transmitter adjusted for 
maximum output. The point of minimum output obtainable with a 
given standing-wave ratio was then recorded. It represents the worst 
condition that can exist for the transmitter at the particular standing- 
wave ratio. 

16-3. Untuned Coupling Loop. — ^Untuned coupling loops are fre- 
quently used in coupling into cavities, wavemeters, magnetrons, etc. 
In such applications they are ordinarily fixed in size and position so that 
the degree of coupling is also fixed. Wide-range oscillators require that 
the coupling can be varied, and therefore in such applications untuned 
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loops are usually constructed so that either the position or the orientation 
of the loop with respect to the magnetic flux lines, or both, can be con- 
veniently varied. A typical e.xamplc of the untuned loop is sho\vn in 
Fig. 16-2, where the loop is located near the face of the tuning plunger 
in a coaxial-line oscillator. It may be turned so as to link more or fewer 
flux lines and thus vary the coupling. Since it is at a current-maximum 
point in the line for all frequencies, its axial position with respect to the 
plunger does not need to be varied. 

From the equivalent circuit of Figs. 16-2b and c, it is apparent that 
the induced voltage E must be great enough to develop the required 
power output across the load resistance Rl through the series reactance 
of the loop (wLi) and the load reactance Xl- The induced voltage E 
is proportional to the flux densitj', the frequency, the area of the loop, 




(C) 


Tia. 1&-3 — Untuni'd-loop coupling to & coastal-oscillator tank circuit (o) untuned 
loop in fl coaxial eavitj , (6) ecbematic diagram of untuned loop coupled into cavity; (e) 
oguii'alent circuit oi iirituned ioop. Rt, cQuiralcnt-loae resistance due to tube and 
circuit iossee; L, C, parameters of tank circuit: M, mutual inductanco between loop and 
cavity; Li, eclMnductance of loop; Zt, input impedance of SO-ohm transmission line 
terminated in load ± jXn B,. r-C voltage across tank circuit; E, induced voltage 

in loop. 


and the cosine of the angle between the direction of the magnetic flux 
and the normal to the plane of the loop. For typical loops used in the 
u-h-f region the self-reactance is comparable in magnitude to the input 
impedance of the 60-ohm transmission line. Thus a greater induced 
voltage is required for untuned loops than for loops pro^^dcd udth some 
fer '"tuning ” the eircuit nseetenee. In genej-sl, there' 
fore, untuned loops must have a greater area than tuned loops to obtain 
the same degree of coupling and must be located at a point of high mag- 
netic flux density in the output tank circuit. Such conditions can usually 
be met in cavities or coaxial-line tank circuits where the fields are closely 
confined and concentrated, but in the usual parallel-line tank circuit, 
for example, it is difficult to find a point where the magnetic fiux density 
is high enough to permit adequate inductive coupling with an untuned 
loop of reasonable size. The self-inductance of loops can be minimized 
by using largQ-diameter ivire. 
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When untuned loops have dimensions small compared with a wave- 
length, they are conveniently ti'eated as an equivalent generator in series 
rvith the lumped inductive reactance coLi, as in Fig. 16-2c. If the per- 
imeter of the loop exceeds about 0.15X, how'ever, it may be desirable to 
consider the loop as a short transmission line with distributed constants. 
Coupling behavior can then be interpreted in terms of the standing waves 
on the loop. 

Experience has shown that untuned coupling loops cannot readily cope 
with high standing-wave ratios in the outgoing transmission line. When 
the input impedance Z^ol the outgoing transmission line has a high reac- 
tive component, the only degree of flexibility available in the untuned 
loop is to increase the coupling as far as possible, but this is frequently 
inadequate. Some means of tuning the loop provides much greater 
adaptability to high standing-wave ratios. 

The equivalent circuit of Fig. 16-2c show^s a very small shunt capaci- 
tance Cl across the loop. This has been neglected in the discussion up to 
this point because usually it is so small that no self-resonance effects are 
experienced with ordinary loops in the decimeter wavelength region. 
Such problems can become serious as the wavelength approaches 10 cm, 
however, and may also be encountered at longer wavelengths if an unusu- 
ally large loop or one vdth several turns is used. 

16-4. Loop Tuned with Series Stub. — ^Figure 16-3 shows a method of 
coupling which employs a tuning stub in series with the loop and the input 
of the transmission line. The stub provides additional flexibility in 
adjustment as well as permitting variations in the amount of cou- 
pling, and enables more effective coupling when there is a high standing- 
wave ratio in the outgoing transmission line. IWiile this method has 
been used with coaxial tank circuits, it has found its widest application 
in paraUel-line tank circuits where the magnetic flux density is seldom 
high enough to permit adequate coupling with an untuned loop (see 
Sec. 16-3). Even vdth the series tuning arrangement, it has been neces- 
sary to employ loops of fairly large dimensions (with perimeters of the 
order of 0.15 to 0.30X) in order to obtain adequate coupling to parallel- 
we lines over the tuning range desired. It is convenient to consider 
such a loop as a portion of transmission line of fairly high characteristic 
impedance (ordinarily several hundred ohms) and to study the coupling 
system in terms of standing waves rather than to treat it in terms of 
lumped parameters. 

Inductive coupling is maximum when the loop is placed close to the 
parallel lines near the short-circuiting bar so that the loop can link 
the maximum magnetic flux. Practically, however, in the case of 
parallel-wire lines the situation is complicated by the fact that usually 
there is an appreciable amount of capacitive coupling present in addition 
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to the inductive coupling. The relative amounts of capacitive and induc- 
tive coupling vary ^^'idcly in different cases; sometimes the coupling is 
Short-eircuiting Bor SO’Ohm Line 



(o) 





(b) 


Fio 16-3 — Series-tuned coupling loop -with parailel-iine tnnls circuit! to) physic*! 
construction; (5) typical standing nave ol voltage in coupling system; e, voltage at any 
point along stub or coupling loop; Et, voltage across input to 30-ohm transmission line; 
I, length of tuning stub 



Tank Cireuii 50-ohm Line to Load 


Fio. 10-4. — Schematic diagram and equivalent cireuit of eerics-tuned loop coupled to 
a parallel-line tank circuit: Rt, equivalent loss resistance due to tube and circuit losses; 
M, mutual inductance between loop and tank circuit; Ci, <7i, equivalent coupling capaci- 
tances representing capacitive coupling to loop from both parallel lines (magnitudes of 
Cl and C] not the same because of standing wave on loop) ; L, C, parameters of equivalent 
tank circuit; S«,r-f voltage across tank circuit; 6iLi,BeIf-reactance of loop (or self-impedance 
of loop considered as a short transmission line wiUi ground return). 

almost entirely inductive, sometimes principally capacitive. Available 
experimental evidence suggests that capacitive coupling becomes impor- 
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tant when (1) the loop is physically large, i.e., the perimeter approaches 
or exceeds 0.25X; (2) the loop is made of a wide flat conductor; and (3) 
the loop is close to the parallel lines and near the high voltage point. The 
unequal voltage distribution on the loop due to the presence of a stand- 
ing wave is taken into account in the schematic diagram of Fig. 16-4 by 
the capacitances Ci and C« of unequal magnitude between the two sides 
of the loop and the tank circuit. There is some degree of unbalance in 
the capacitive coupling, but it is apparently not serious. 

The series-tuned coupling loop, though mechanically simple, is 
electrically quite complicated and does not lend itself readily to quantita- 
tive analysis: The following characteristics, determined largely experi- 
mentally, summarize the performance of series-tuned loop coupling. 

1. When considering purely inductive coupling, the series-tuned loop enables 
“tighter” coupling with a given loop area in a given magnetic flux density than is 
obtainable with an untuned loop. This is due to the impedance-matching 
properties of the tuning stub. 

2. When coupled to a parallel-line tank circuit, the loop must usually be made 
large in terms of a wavelength (perimeter of 0.15 to 0.25X) to obtain satisfactory 
coupling. As a consequence, standing waves of voltage appear on the loop, 

3. When coupled to a parallel line, considerable capacitive coupling is fre- 
quently present in addition to the inductive coupling. The capacitive coupling 
may even predominate under certain conditions. 

4. The length of the series stub is usually such as to place a voltage node on 
the loop at a point near the input to the transmission line which goes to the load 
(see Fig. 16-3). In typical cases the stub is 0.15X to 0.24X in length. 
(Exceptions to this may occur when the coupling is largely capacitive.) 

5. The additional flexibility afforded by the series stub allows the coupling 
system to cope with almost any standing-wave ratio in the outgoing transmission 
line. However, when the standing-Avave ratio is greater than about 2: 1 or 3: 1, 
the tuning of the stub becomes very critical. 

6. The frequency band over Avhich the coupling system will operate effec- 
tively without retuning varies widely in different cases. When the coupling 
is largely inductive, the tuning of the stub is fairly sharp and the equivalent Q 
of the output tuning circuit may be of the order of 10 Avith unity standing-wave 
ratio in the transmission line, and perhaps 20 or more Avith higher standing-wave 
ratios. When the coupling is predominantly capacitive, the stub setting is not 
at all critical, and the band AAudth is correspondingly greater. 

7. The use of a tunable stub makes it more difficult to design a compact 
coupling unit to cover a wide frequency range. HoAvever, the type shown in 
Fig. 16-5 tunes from approximately 200 to 500 Me. Note the removable con- 
nector that permits the Insertion of an additional length of line for tuning at the 
low-frequency end of the range. Figure 16-5 also shoAvs an inductively loaded 
loop that enables a given coupling system to be resonant at a lower frequency 
than would otherwise be possible. 
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■\vire balanced lines can also be handled by this type of coupler with only a minor 
modification. 

3. Most balun-type couplers fimction satisfactorily over a wide frequency 
band (1.5-to-l or 2-to-l) without any adjustment, i.e., the coupling does not ary 
rapidly vith frequency. This is a big advantage in -wide-range transmitters. 
If the balun short-circuiting bar is adjustable, such a coupling unit can be designed 
to accommodate a very -wide frequency range (at least 5-to-l). 


16-6. Inductively Coupled Baiun. — Figures 16-6a and h show an 
inductively coupled balun wuth a parallel-line tank circuit. The equiva- 


Shori-circuiiing Bar 
for Para! /&! Lines 


Baiun 

Short-circuiting Bar 



50-ohm 
Line to Load 


-Parallel- tine 
Tank Circuit 
‘Balun Lines 

(a; 



(b; 



(c) 


Fig. lC-6. — ^Inductively coupled bahin and equivalent circuit: (a) physical construction 
of inductively coupled balun; (6) schematic diaeram of balun inductively coupled to 
parallel-lino tank circuit; (c) equivalent output circuit of inductively coupled balun; Q, 
electrical length of balun line; Z>, separation between balun line and parallel lines of tank 
circuit; flr. equivalent loss resistance due to tube and circuit losses; i, C, parameters of 
tank circuit; In, self-inductance of wire across end of balun; Zo, characteristic impedance 
of halun line; Zt, impedance between points a and 6 of balun line = jZo tan 6; Zl, input 
impedance of 50-ohm line terminated in the load; E, voltage induced in balun loop; M, 
mutual inductance between balun loop and tank circuit. 


lent circuit may be represented as in Fig. 16-6c. The voltage E is 
induced by magnetic flux linkages in the loop formed by the balun lines 
and the terminating wire across the end of the balun. This induced 
voltage is proportional to the area of the loop, the flux density linking 
the loop, and frequency. Z, represents the impedance of the balun 
lines at the terminals a and h in Fig. 16-6a and may be expressed as 


Zt — jZo tan 9 (16—1) 

where 6 is the electrical length, and Zo the characteristic impedance of 
the balun line. Zt is effectively in series with the input impedance Zi, 
to the 50-ohm transmission line, which is terminated in the load. The 
outer conductor of the 50-ohm output line is also one of the two parallel 
lines forming Z,. With the mid-point of Z, grounded, point b in Fig. 
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l&-6a is therefore above ground potential by the voltage across half the 
impedance of Z,. 

For a fixed position of the balun short-circuiting bar, the induced volt- 
age E tends to increase vith the frequency. The series impedance Z, 
also increases, however, so that the resulting voltage across the input 
impedance Zv of the transmission line tends to remain more nearly 
constant with changing frequency. This accounts partly for the broad- 
band characteristics of the inductively coupled balun. 

The impedance Z„ at the terminals of the balun line between the 
points a and h in Fig. 16-Ga, is usually an inductive reactance, and its 
magnitude depends on the magnitude of the induced voltage E and, 
hence, on the magnetic flux density and the separation D of the balun 



Fio. 16-7. — Conductively coupUd balun and equivalent eifcmt’ (a) balun tapped 
onto task circuit; (b) balun iocorporated into tank circuit; (e) equivalent circuit, Za, 
equivalent internal impedance oC generator; £, equivalent cenerator voltage; Z„ impedance 
between pointa a and b of balun line «• jZt tan S\ Rt, equivalent loss resistance due to 
tube and circuit losses; L, C. parameters of tank circuit; Lu self-inductance of wire across 
end of balun; 6, electrical length of balun line; Zt, characteristic impedance of balun 
line, £i, voltage appearing between taps on tank circuit: Zl, input impedance to 5C>-obm 
line terminated in the load. 

from the parallel-line tank circuit. By adjusting either the spacing D 
or the length 0 of the balun coupler, or both, a satisfactory degree of 
coupling can usually be obtained. For wide-frequency coverage it is 
convenient in some cases to gang the balun short-circuiting bar vith the 
parallel-line tuning control so that the length of the balun decreases as 
the frequency increases, thus tending to maintain the desired amount 
of coupling. The adjustment of this, or any balun coupler, involves no 
resonant circuits and hence is not critical. 

lfr-7. Conductively Coupled Balun. — The operation of the conduc- 
tively coupled balun is similar to that of the inductively coupled type 
except that instead of a voltage being induced by a var 3 dag magnetic 
flux linking the balun loop, the ends of the outer conductors of the balun 
line are tapped directly across a portion of the tank circuit as in Fig. 
16-7o. A variation is to employ the balun line as part of the resonant 
circuit, as shown in Fig. 1G-7&. The method is applicable either to 
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parallel lines or coil tank circuits, but does not lend itself readily for use 
with coaxial lines. 

In the equivalent circuit of Fig. 16-7c, the voltage Ei appearing 
between the taps on the tank circuit is represented by an equivalent 
generator voltage E in series with an internal impedance Zg. The 
voltage E, and to some extent the impedance Zg, can be varied by chang- 
ing the taps on the tank circuit. The voltage Ei appears across Zs and 
Zt, in parallel. Z, is the impedance across the terminals of the balun 
line, and Zl is the input impedance of the 50-ohm line Avhich is termin- 
ated in the load. The degree of coupling to the tank circuit is increased 
by lengthening the balun line or by increasing the separation between 
the taps. Since the equivalent voltage E does not vary rapidly with 
frequency and' no resonant impedances are involved in the circuit, the 
coupling remains reasonably constant over a fairly AAdde frequency band. 

16-8. Capacitively Coupled Balun. — ^The capacitively coupled balun 
is very similar to the conductively coupled type Avith the difference that 
small capacitors are connected in series AA'ith the taps on the tank cir- 
cuit, usually for the purpose of isolating the antenna circuit from the 
d-c plate voltage. The reactance of these capacitors is usually less than 
50 ohms. The introduction of the capacitances in series with the balun 
merely requires a different adjustment of the taps or of the impedance 
Z, to obtain the same degree of coupling as in the conductively coupled 
system. 

16-9. Capacitance-probe Coupling. — Figure 16-8a shoAvs capacitance- 
probe coupling as used in a coaxial-cavity oscillator. The probe is 
represented in the equivalent circuit of Fig. 16-86 as a small Amriable 
capacitance Ci in series Avith a relatively high-Amltage generator (the 
r-f tank-circuit voltage) and the input to the 50-ohm transmission line 
Avhich is terminated in the load. The coupling is varied by moving the 
probe nearer to, or farther from, the center conductor of the coaxial line, 
thus varying the capacitance Ci. In a typical coaxial oscillator deliver- 
ing a poAver output of 40 Avatts into a 50-ohm resistive load at 500 Me, 
the probe capacitance is about 0.6 nfif, and the voltage across the input 
to the transmission line is of the order of one-tenth the r-f voltage in 
the coaxial line at the point Avhere the probe is inserted. 

The probe must be located at a point along the coaxial cavity Avhere 
the electric field intensity (and hence the r-f voltage) is fairly high. 
For X/4 mode operation the probe should be close to the tube end of 
the coaxial line. In Avide-range oscillators utilizing both X/4 and 
3X/4 mode operation, it may happen at some frequencies in the 3X/4 
mode that the probe falls at a voltage node in the coaxial line. Coupling 
can then be restored by moving the probe axially along the line to a 
point of sufficient electric-field intensity. Combined capacitive and 
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inductive coupling may also be used to overcome this difficulty (see 
Secs. 15-24 and 16-10). 

The area of the capacitance tab on the probe should be great enough 
so that the desired coupling can be obtained with a reasonable spacing 
between the tab and the inner conductor of the coaxial line. Otherwise 
a voltage breakdo\ra of air 'ivill probably occur at high-altitude conditions 
OK'ing to the high r-f voltage existing between the tab and the inner 
conductor of the coaxial line. 

For a fixed position of the probe, the degree of coupling does not 
change rapidly with frequency because no resonant phenomenon is 


Capacitance Probe 
{may be mo'red radially) / 
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■Tuning plunger 
Gnd-p/ate hne 

Tuning plunger 


-TZ. 


'loltage-r ^'ify/tage 
Pisiribuiton D/slnbuiicn 
X/4'mode 3^/4-mode 



hne 

Bo 


I 

'T| 



Fio. 16-S. — CapscitAnce>probe couplio; into couisl cavity (a) pb>«ical cPi>«tcuctJon 
and voltage distribution (i) N/4 mode, (2) 3X/4 mode; (6) equivalent circuit; Rr. equivalent 
loss resistance due to tube and circuit losses; L, C, parameters of resonant tank circuit; 
Cl, capacitance of probe to inner conductor of grid-plate coaxial hue; Ei, voltage across 
input to 50-ohni line; Zi, input impedance to 50-ohta line which is terminated in the load; 
El, voltage across coaxial line at axial point where probe is inserted, E,, voltage across 
coaxial line at tube end. 


involved. Adjustment of the coupling is required more frequently in 
operating into a line wth a high standing-wave ratio, however, since 
the only way of compensating for a large reactive component of the 
input impedance of the transmission line is simply to increase the coupling 
until the desired loading is obtained. By making possible such adjust- 
ments, probe coupling is able to cope satisfactorily with fairly high 
standing-wave ratios. 

The advantages of probe coupling may be summarized as follows: 


1. Relative freedom from frequency sendtivity (as much as a 1.3-to-l range 
in frequency may be covered under some conditions wthout readjustment of the 
coupling) 

2. Ease and convenience of adjustment of the couplmg with only one variable, 
i.e., the radial position of the probe 
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3. Adaptability to coaxial-type tank circuits, in which the electric field is 
intense and confined to a small volume 

4. Ability to provide satisfactory coupling over a very wide frequency range 
in the coaxial type of tank circuit. Probe coupling is not so convenient with 
parallel-line tank circuits, for example, where the probe size must be considerably 
larger because of reduced electric field intensity. 

16-10. Combined Probe and Loop Coupling. — At frequencies for 
which the standing-wave distribution along the axis of a coaxial tank 
circuit is such as to place the probe at a point of zero r-f potential, no 
capacitance-probe coupling can be obtained. By the addition of a 


SO-obm Line 




Fig. 16-9. — Application of combined capacitive and inductive coupling to a coaxial-line 
oscillator; (a) physical construction and distribution of (1) current, (2) voltage in grid-plate 
line; (6) equivalent circuit; Ci, small variable capacitance between capacitance probe and 
inner conductor of coaxial line; Eo, voltage across coaxial line at tube end; E, voltage 
induced in loop ABCD by varying magnetic flux; Cs, small variable capacitance between 
probe and grounded arm which forms loop ABCD for inductive coupling; E„', voltage 
across coaxial line at axial position whore probe is inserted; Zl, input impedance to 50-ohm 
line going to load. 

small bent arm with a hole at the end through which the probe can pass, 
it is possible to obtain inductive coupling. The probe can thus remain 
at the same axial location in the line. Figure 16-9a illustrates the con- 
struction. The arm forms part of a loop ABCD w^hich is in series with 
the probe and the small capacitance between the tab and the arm. Thus 
the coupling can still be varied by moving the probe in or out. Except 
over a very small range of frequencies, the intensity of both the electric 
and the magnetic fields will be appreciable at the probe position, and 
therefore both capacitive and inductive coupling will be present with 
this coupling scheme. The equivalent circuit of Fig. 16-96 indicates 
both sources of coupling to the tank circuit (see Sec. 15-24). 

16-11. Direct Coupling. — Direct coupling to a parallel-line circuit is 
shown in Fig. 16-10. Note that the tank circuit is grounded. This 
method has been used successfully Avith split-anode magnetrons, though 
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it is not ideal because of some unbalance that is introduced. The 
position of the tap T is varied until sufficient coupling is obtained. This 
occurs when the distance D is only a small portion of the total line length 
L, since the input impedance of the transmission line is small com- 
pared %vith the total impedance across the tube end of the parallel lines- 
The method is inherently unbalanced, as shown in the equivalent circuit 
of Fig. IB-lOb, but has the advantages of simplicity and ease of adjust- 
ment, which may outweigh the disadvantage of unbalance. Ganging 
tap T with the short-circuiting bar of the parallel line will provide 
satisfactory coupling over a wide frequency range with no further 
adjustment. Practically, if the frequency range is more than about 
2 to 1, some trimming of the tap position with respect to the short- 


£0-ohm Line to Load 



Fia. 16-10. — Direct eouplins to parallel>lme tanL circuit, (a) physical construction; 
(&} equlvateat circuit; iSr, eduivalent loss resistance due to tube and circuit losses, L, C, 
parameters of tank circuit Ei, t-1 voltage across tank circuit; BV, t-t voltage between 
ahocting bar and tap, T; Zt< input impedance to 50-ohta line which is tcrmiaated in load; 
T, tap or point where output line is tapped to parallel line; D, distance between short- 
circuiting bar and tap T; L, total length of parallel line. 

circuiting bar may be necessary. This method is easily adapted to a 
balanced two-wire output line by simply tapping to each of the parallel 
lines. 

One disadvantage of direct coupling is that certain parallel-line 
modes may be more heavily loaded than others, thus offering the possi- 
bility of mode jumping. Any mode of frequency such that a voltage 
node falls at or near the tap position will tend to be favored since it 
is lightly loaded, while the desired mode may be suppressed because it 
is more heavily loaded. 

In coaxial circuits, direct coupling is often convenient, particularly 
for driving amplifiers, as illustrated in Fig. 15-25 of Sec. 15-27. 

A method of obtaining balanced direct coupling into an unbalanced 
coaxial line is shoATO in Figs. IG-lla and b. This method differs from 
that of Fig. 15-10 in the use of a half-wave line connecting the two 
symmetrical coupling taps. This loads the tank circuit symmetrically 
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and provides a necessary phase reversal between one tap and ground, 
effectively paralleling the two sources of voltage. Actually, the loading 
A^dll be truly balanced only at the frequency at which the transmission 
line connecting the two taps is electrically 3^ wavelength long. 

The balun method illustrated in Fig. 16-7a is another direct-coupling 
scheme that permits unbalanced coaxial-line output vdth balanced loading 
of the tank circuit. It may be readily adapted to parallel-line circuits 
by tapping the two lines at a point ahead of the short-circuiting bar, as 
in Fig. 16-11. 



Fiq. 16-11. — Balanced direct coupling to parallel-line tank circuit: (a) physical con- 
struction; (6) equivalent circuit; N, length of phasing line, X/2 at center frequency of 
range; Rt, equivalent loss resistance due to tube and circuit losses; L, C, parameters of 
tank circuit; Eo, r-f voltage across tank circuit; Zh, input impedance to 50-ohin line which 
is terminated in load; Xc, Xc', reactances of series capacitors used for d-o isolation; Cj, 
by-pass capacitance to ground; D, distance between short-circuiting bar and taps; L, total 
length of parallel line. 

16-12. Series Output Coupler for Parallel-line Circuit. — This cou- 
pling method has the advantage of requiring no adjustments over 
approximately a 2-to-l frequency range when the coupling system is 
properly designed. Furthermore, since no part of the coupling system 
extends beyond the short-circuiting bar, a higher maximum frequency 
may be attained than is obtainable xvith du’ect coupling. Figure 16-1 2a 
shows the construction, and Fig. 16-126 an approximate equivalent 
circuit. The parallel line is terminated by a short-circuiting bar as 
usual, except that one side of the line, instead of being short-circuited 
directly to ground, goes into a telescoping section that is effectively in 
senes with the short-circuiting bar. The telescoping section is fol- 
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lowed by four impedance-matching sections in series, each wave- 
length long at the center of iixe frequency range. This arrangement 
effects a gradual impedance match from the input of the transmission 
line at point P (about 50 ohms) to the entrance of the telescoping section 
at point Q (10 to 16 ohms) over appro-ximately a 2-to-l frequency range. 
The telescoping section is of very low characteristic impedance (7 to 
15 ohms) and is about wavelength long at the lowest frequencyto be 
used, and wavelength at the highest frequency. The impedance in 
series with the short-circuiting bar at R n'ill therefore be quite low (5 
to 15 ohms) at all frequencies in the 2-to-l tuning range because of the 


I 6rov/>d Shield^ fi 


To Spht-anode 
Mognetron or 
other Osc/Uator 


Teleicoptng Section 

» approx 13 ohms ( b) 

Short’Cireuiting P/vnoer 
for Parallel Line 


Fia. 10-ia — SetUa output coupling system fot pstalleUline tsuk citcuif. («) pLysieal 
construction; (b) equivalent circuit, Rr. equivalent loss resistance due to tuba and circuit 
losses; L, C, parameters ot tank circuit; Zl, input impedance to SO^ohm line which is 
terminated In load; ho, waveleniith at center frequency of tuning range. 

low characteristic impedance of the telescoping section. The relatively 
high current at the short-circuiting bar flowing through even this low 
impedance develops the necessary voltage across the line at point R. 
By adjusting the characteristic impedance of the telescoping section 
experimentally, reasonably satisfactory coupling has been obtained over 
approximately a 2-to-l frequency range with this coupling system. 

This coupling method has the advantage of loading the parallel-line 
tank circuit at a voltage node for any mode of operation, of the parallel 
line. Thus it does not tend to favor certain modes as is sometimes the 
case uith direct coupling (see Sec. lG-11). The unbalance introduced 
by this type of coupling does not appear to be a serious disadvantage, at 
least in the case of the split-anode mr^etron. 
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MODULATION OF HIGH-FREQUENCY POWER OSCILLATORS 
By J. G. Stephenson and W. R. Rambo 


I. AMPLITUDE MODULATION 


17-1. Requirements' for Modulators. — Modulation is discussed, in the 
folloMng sections, ndth respect to rather special and limited characteris- 
tics and requirements. In general, the modulated devices are self- 
excited oscillators. The piincipal objectives are (1) maximum side-band 
power, regardless of phase shifts, distortion, and incidental frequency- 
modulation, and, in most cases, (2) maximum band width. The first 
objective permits a high degree of modulation on the positive peaks and 
plate-current cutoff on the negative peaks, pro^dded that the total power 
output does not suffer too much. The achievement of band widths of, 
say, 100 kc to 5 Me, simply and without sacrifice in total power, involves 
certain compromises with and limitations by factors such as circuit 
Q’s and modulating capacitances. 

17-2. Fundamental Limitations in Band Width Due to High Tank- 
circuit Q. — ^The fundamental limitation encountered in obtaining wide 
band modulation of oscillators (at video frequencies up to 5 Me) in the 
range from 25 to 1500 Me or so is the excessively high loaded Q of the 
output tank circuit. By definition 


Q = 2ir 


energy stored 


energy lost per cycle 
In the case of a lumped-parameter circuit, shown in Fig. 17-1, 

E^C 

Q — 2ir fo 

m 


or 

where 


Q = 2TrfoCli 
1 


fo = 


Eq. (17-1) may be written 


T> 


2t^ VLC 
IC R 


(17-1) 
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■where Zo — s/LfC, the “characteristic impedance” of the resonant 
circuit. 

The resistance term R depends upon the load resistance, the tank- 
circuit loss resistance, and a shunting resistance due to the oscillator 
tube, all in parallel. For optimum operation of a given tube in an oscil- 
lator circuit, the resistance R is fairly well 
fixed by the tank impedance required to 
produce the necessary power output with 
pven plate and bias voltages. In the proc- 
ess of adjusting the oscillator for optimum 
output, the loading is varied until the 
resistance R approaches the optimum value. 
From Elq. (17-1) it is therefore apparent 
that the shunt capacitance C of a lumped 
tank circuit must be kept to a minimum 
to obtain the low’est operating Q and the 
widest band width. This is one of the 
factors favoring the use of variable inductances with only their distrib- 
uted capacitances for the tank circuits of u-h-f oscillators and amphfiers. 

In parallel-line and coaxial tank circuits the same principles apply 
as to lumped circuits, but must be modified to take into account the dis- 
tributed nature of the line constants and energy storage. By crude 
analogy to the lumped-circuit example of Fig. 17-1, it may be correctly 
inferred that the characteristic impedance Zo of a transmission-line 
tank circuit should be high for wde-band modulation in the fundamental 
or X/4 mode of operation.* (This is not necessarily true of higher-mode 
operation in coaxial lines. For further discussion see Sec. 15-7.) 

It is important to appreciate the magnitudes of the loaded tank- 
circuit Q commonly found in u-h-f oscillators to realize the fundamental 
limitations in modulation band width which are encountered. Table 
17-1 is based on typical examples of various types of oscillators and 
shows approximate values of operating Q. The calculations are based 
on a number of estimated quantities, and the Q figures should be taken 
only as an order of magnitude, but actual modulation performance of 
the oscillators checks well 'with the values listed in the table. 

The impedance of a high-Q tank circuit falls off rapidly on either side 
of the resonant frequency. For example, at frequencies /o(l ± 1/2Q) 
it is 70 per cent of the resonant value, and at frequencies /o(l ± l/Q) 
it is only 45 per cent of the value at resonance. This means that the 
higher the modulating frequency, the smaller the impedance of the tank 
circuit to side frequencies, and the smaller the percentage of modulation 

* By fundamental mode is meant the lowest natural frequency of the circuit 



Fio. 17-1. — Lumped-param- 
eter parallel-resonant circuit: L, 
inductance of tuned circuit; C, 
capacitance of tuned circuit; 
fo, resonant frequency; E, peak 
voltage across i?; A/, frequency 
band width to half-power points 
(by definition, A/ 
shunting resistance due to oscilla- 
tor tube, fii,, resistance due to 
tank-circuit losses; iixii resistance 
due to load. 
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Table 17-1. — Approximate Operating Q of Various Ultrahigh-frequency 

Oscillators 


Oscillator 

tube 

Circuit 

Frequency, 

Me 

Approx. 

tank 

imped- 

ance, 

ohms 

Approx.* 

equiva- 

lent 

shunt 

capaci- 

tance, 

wf 

Operat- 
ing Q of 
tank 
circuit 

Band 
width to 
half- 
power 
points, 
Me 

388A push-pull. 

Parallel-line 
tank circuit 

300 

9,000 

4.4 

75-80 

3.7 

368AS push-pull 

Parallel-line 
tank circuit 

500 

13,200 

2.5 

105 

4.7 

8012 push-pull. . 

Parallel-plate 
tank circuit 

550 

7,350 

6.1 

130 

4.0 

3C22 

Coaxial-line 

400 

(\/4 mode) 

4,500 

10.0 

115 

3.5 

3C22 

Coaxial-line 

900 

(X/4 mode) 

4,500 

6.9 

1 

175 

5.0 

3C22 

Coaxial-line 

900 

(3X/4 mode) 

4,500 

22.7 

580 

1.6 

2C39 

Coaxial-line 

1200 

(3X/4 mode) 

5,300 

19.5 

780 

1.5 


♦ This figure takes into account the distributed nature of both the capacitance and voltage in 
resonant-line tank circuits and also includes tube capacitance, strays, and end effects. 


of the r-f envelope that can be produced by a given amount of modulating 
voltage. In practical cases the actual reduction in percentage modula- 
tion will depend on the internal impedance of the oscillator or amplifier 
tube as well as on the impedance of the tank circuit to the side-band 
frequencies. In most oscillators at frequencies below 1500 Me, it is 
extremely difficult to obtain a high percentage of modulation at video 
frequencies greater than 3 or 4 Me. . , , 

By using an oversized plate modulator, it is possible to increase) to a 
certain extent, the over-all modulation percentage that can be obtdined 
at modulating frequencies where Q is the chief limiting factor. , An 
alternative method of improving the percentage of modulation wth a 
normal plate modulator is to introduce simultaneous grid modulation 
of proper phase and magnitude. This method is described ia Sec 
17-13. 

17-3. Plate-modulating Impedance of Oscillators. — In designing plate 
modulators it is necessary to know the impedance that an u-h-f oscil- 
lator presents to the modulator. Figure 17-2 shows an equivalent 
circuit of an oscillator as seen by the modulator, with the modulating 
impedance represented by a resistance Rm in parallel with a capacitance 
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Cm- Tlie capacitance Cm is determined by tiie construction of the oscil- 
lator and can be readily measured. It may consist of a d-c blocking 
Akxfuhtcd <‘‘'ipacitanee, an r-f by-pass capacitance, or 
Oscillator a stray plate-ground capacitance in tlie 

^ X I plate circuit of the oscillator and may be as 

Moduhior I I I I } low as 15 tipi, or as high ns several Imndrcd 

2 Qmh 0^o>^ IX ' micromicrofarads in difTcrent oscillators. 

I I *” I j Tlic resistance llm is approNimatciy equal 
L — | _1j to at frequencies bct« con 1 and 5 

4. Me, where Eh and It arc, respectively, the 

/* d-c plate voltage and current of the oscil- 

Osc. Plate Voltage lator when normal!}* loaded The factor ^3 
n. Jul°t.n« cmpiricnl one, based on laboratorj- 

irahigh-frenuency oscillator. Rm. mcasurcmcut.s of the modulating impcd.ance 
TS' o.’r.iui"':;' »' "-'-f oscillators at video treqncncies, 

frcuucncy. T., platc-grouud cn. It IS important to kccp the modulating 
rmeuanfe of oscillator capacltunce at a low value, for obviously it 

is much ca.«icr to maintain the desired video voltage across a small 
capacitance. However, if the operating Q of tlie oscillator is very 
high, ns is true in many cases, it is almost useless to apply -I- and 
5-Mc modulating frequencies to the 
ascillator because of the limitations e 
of tank-circuit Q. Modulating ® 
capacitance is therefore not noccs- 
sarily the most important factor t? 
limiting wide-band modul.ition. £ 

17-4. Impedance of Modulation *c 
Chokes. — Single r-chokes commonly g 
used at video frequencies in Ilcising 2 
rnotlulation circuits (see Fig. 17-7) c 
are usually resonant at a frequency g 
below 500 kc and appear csfientially S 

like small capacitances at higher Frequency. Me. 

frequencies. Figure 17-3 shows Fto. 17 - 3 — impiMiiinroof two tjincai 

*1. • I t modulation chokca at video /rcfjuencics: 

mc.asurcmcnta of the imped.ince of o. acriw rcrutanco of 20 -mh 

twotypicalmodulationchokcs. The fhoke; curve t, capacitive reactance 
irrOBuhriHes rrrv apparently d>.o to 

subsidiarj* resonances at frequencies reactance of OO-mh cLoko (correspondm* 
above the principal clioke resonance. 

Most modulation chokes having 

n 0 min. 1 l inductance values of (he order of 20 to GO mh appear like a 
5- to 15- ppf capnoitance at modulation frequencies between 750 kc 
and 5 Me. 
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17-5. Nonlinearity of Plate Modulation in Ultrahigh-frequency 
Oscillators. — ^The usual conditions of operation of plate-modulated u-h-f 
oscillators are not conducive to modulation linearity for the following 
reasons: 


1. Self-excited u-h-f power oscillators, when fully loaded, will not even oscil- 
late at d-c plate voltages below a certain minimum value (commonly 20 to 40 
per cent of the normal plate voltage). This effect is especially pronounced at the 
higher frequencies where transit-time effects become important. 

2. The limitations on percentage modulation imposed by tank-circuit Q cause 
a departure from linearity at high modulating frequencies. 

3. High positive modulation peaks may cause some tendency toward emission 
saturation noth certain oscillator tubes, such as the “doorknob” types. Under 
rather severe operating conditions, these oscillators vdll often show a decrease in 
average r-f power when plate-modulated, as compared with a normal increase in 
output where no appreciable saturation takes place. 

4. A certain amount of incidental grid modulation is frequently present in 
many u-h-f plate-modulated oscillators, whether intended or not. Even a few 
micromicrofarads of plate-to-grid capacitance veil cause some modulating voltage 
to appear at the grid when the impedance between the oscillator grid and ground 
is appreciable at video frequencies. The phase relations between grid and- plate- 
modulating voltages are usually such as to encourage nonlinearity of modulation 
(see Sec. 17-13). 
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17-6. Voltage and Power Relations in Modulated Ultrahigh-fre- 
quency Oscillators. — Figure 17-4 
shows static plate-modulation 
characteristics of a typical u-h-f 
oscillator at 300 Me under various 
conditions of grid-bias adjustment. 

Curve a was taken with automatic- 
resistance grid bias which adjusted 
itself to be approximately propor- 
tional to the plate voltage. This is 
the static equivalent of the dynamic 
case in normal plate-modulated 
Class C oscillators, in which a small 
amount of variation of the grid leak 
bias occurs over the modulation 
cycle, tending to maintain linearity. 

This bias variation is 180 deg out of phase with the plate-voltage modu- 
lation, i.e., the grid potential becomes more negative on the positive 
modulation peaks. 

Curve h was taken with the oscillator bias held constant as the d-c 
plate voltage was varied. A djmamic counterpart of this case occurs if 
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Fio. 17-4. — Static modulation char- 
acteri.stics of push-pull parallel-line os- 
cillator at 300 Me (tVE 388 A Tubes). 
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the time constant of the resistance bias and by-pass capacitance of an 
oscillator is so long that the bias remains essentially constant over the 
modulation cycle. 

Curve c was taken with the bias decreasing as the plate voltage 
increased. This is the static equivalent of the dynamic case where grid 
modulation is present in phase with the plate modulation, i.e., the grid 
potential becomes more positive on the positive plate-modulation peaks. 

Consider a plate-modulating voltage superimposed on the normal d-c 
plate voltage of 425 volts in Fig. 17-4, Even under the conditions of 
curve a, which is the closest approach to linearity, it is apparent that the 
discontinuity at ~ 200 volts, where oscillations cease, and the tend- 
ency toward emission saturation at E* *= 800 volts would cause some 
departure from linear modulation. Under the conditions of cur\'es b and 
c, which are commonly encounted in u-h-f oscillators, these tendencies 
toward nonlinearity are much more pronounced. It can be readily 
seen that a negative modulaling-voltage swing of less than one-third of 
the d-c plate voltage can cause 100 per cent “down” modulation or even 
overmodulation at frequencies at which limitations due to tank Q are 
not serious. IVhere Q is the prime limiting factor, however, higher and 
higher voltages must be applied as the modulating frequency increases 
in order to obtain a given percentage of modulation until, finally, at 
sufficiently high modulating frequency, no amount of modulating volt- 
age an^vhere in the oscillator circuit will produce a high percentage of 
modulation. 

Under the foregoing conditions, actual modulator output power has 
no simple relation to the unmodulated carrier power as is the case with 
linear sinusoidal plate modulation. When maximum total side-band 
power is required, it is often necessary to use the liighest possible peak 
modulation voltage over the desired band with a given size of modulator 
and tubes, in order to counteract the discriminating action of high tank- 
circuit Q at side-band frequencies. This may require positive modula- 
tion peak voltages greater than the d-c plate voltage of the oscillator. 

17-7. Incidental Frequency Modulation of Amplitude-modulated 
Oscillators. — Plate or grid modulation ot self-excited u-h-f oscillators is 
invariably accompanied by incidental frequency modulation in some 
degree. The extent of frequency shift in any particular case depends on 
the slope of the phase-vs.-frequency curve in the feedback network and, 
hence, on the operating Q’e of the tuned circuits, degree of coupling, etc. 
The resulting frequency excursion in most practical oscillators operating 
in the 300- to 1000-hIc region seldom extends much beyond 1 or 2 Me, 
but may become greater at frequencies above 1000 Me. 

Simultaneous amplitude and frequency modulation is made evident 
by unequal amplitude of corresponding side bands at frequencies close 
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to the carrier. Figure 17-5, for example, shows the voltage amplitude 
of side bands resulting from sinusoidal modulation of a 600-Mc oscillator. 
Note the difference in amplitude of corresponding side frequencies up to 
a modulating frequency of about 2 Me. Even a small degree of inci- 
dental frequency modulation i-esults in some reduction in carrier ampli- 
tude when modulation is applied. 

When noise modulation is applied to u-h-f oscillators, frequency 
modulation shows up in the spectrum as a “spreading out” of the carrier 
into a triangular shape instead of the usual carrier “spike.” Figure 
17-6 illustrates this type of spectrum. 



6 4 2,0 2 4 6 

Frequency Deviation from Carriei; Me 


Tig. 17-5. — Amplitude of side bands re- 
sulting from sinusoidal plate modulation 
of a 600-Mo self-excited oscillator, showing 
effects of incidental frequency modulation. 
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Fio. 17-0. — Typical energy spectrum 
of noise-modulated oscillator at 300 Me. 
Spreading of carrier and unequal amplitude 
of side-band peaks due to incidental fre- 
quency modulation. 


17-8. Direct (Impedance) Coupling. — ^Direct coupling is suitable for 
coupling a modulator to the plate of an u-h-f oscillator when wide-band 
video frequencies are involved. Peaking or compensation for the high 
video frequencies may be carried out as for video voltage amplifiers. 
An advantage of direct coupling is its simplicity, and a disadvantage is 
that impedance matching is not applicable. 

Modulator tubes are usually pentodes or beam tetrodes and are chosen 
for suitable power and voltage ratings and for the usual figure of merit 
Qm/C, where Pm is the transconductance and Ci is the output plus input 
capacitances. A number of modulator tubes may be used in parallel to 
increase the output obtainable, when the tube output capacitances are 
smaller than the shunt capacitance across the load. Figure 17-7 illus- 
trates a typical Heising or direct-coupled modulation arrangement for 
wide-band modulation of a u-h-f oscillator. The use of two modulation 
chokes permits different plate voltages to be applied to the oscillator and 






Fio. 17-8 — Impedance presented to Fio 17-9. — Voltage across load vs 
modulator as (unction of frequency: 5,000 fr^uency for circuit of Fig 17-S. Modu- 
ohms; 165 fib; Cl, SO Cs. 175 >i>if> lator-drmng voltage somewhat peaked 
at 2 Mo: curve o, calculated; curve b. 
measured; curve e calculated for circuit 
with L shorted out. 


50 nnf, it is relatively easy to maintain good modulator response out to 
3 Me or more. When this capacitance is of the order of 200 p/if, com- 
pensation in the modulator stage becomes more important than anywhere 
in the driver stages. By the connection of a simple series peaking coil 
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between the modulator and load, it is possible to obtain appreciable 
improvement in the voltage obtainable across the load up to about 2 Me. 
The network and input impedance seen by the modulator are shown in 
Fig. 17-8 for a typical case. The impedance presented to the modulator 
varies widely because of both series- and parallel-resonance phenomena in 
the output network. However, as Fig. 17-9 shows, the load voltage 
drops off gradually Avith increasing frequency. In the region where a very 
low impedance is presented to the modulator, the load voltage is sustained 
by a series-resonance rise in Amltage, which causes a high circulating cur- 
rent in the modulator output circuit. The improvement due to the addi- 
tion of the peaking coil is evident by comparing curves a and c of Fig. 
17-9. 

Thus, in oscillators where r-f considerations demand a large plate- 
ground capacitance, it may still be possible to obtain sufficient plate- 
modulating Amltage for some purposes, provided that the desired upper 
frequency is not too high and uniform response and phase shift are not 
required. 

17-9. Video Transformer Coupling and Class B Modulators. — In low- 
power equipments it is generally satisfactory to employ single-ended Class 
AB Heising modulators, with modulator-tube capability obtained by 
parallel connection of several tubes sufficient to produce the needed 
amount of video power. Such modulators operate at relatively low effi- 
ciency, and the impedance match between generator and load is seldom 
good. Because of the relatively low level of operation, this procedure 
may readily be justified from a design standpoint. However, in equip- 
ments requiring considerable amounts of video power, the over-all 
efficiency of the modulation system becomes important, and the Heising 
circuit is discarded in favor of transformer-coupled Class B modulators. 

It may be shown that the efficiency of an ideal Class B modulator Avith 
complex Avave forms applied may be expressed as follows ; 

V—") (17-3) 

\^nv/ \^peak/ 

Avhere i) is the efficiency, E-pm the peak plate-voltage swing, Eb the direct 
plate voltage, and Crnu,, Cpeak, and Car are the charactez’istic values of the 
applied voltage AAmve. 

In sine-AAmve operation, the expression for efficiency becomes the 
familiar value {Epm/Ei) X (ir/4). For a complex Avave form, periodic or 
not, values may be assigned to and Cperfc. These values for random 

noise, limited to an arbitrary peak value 10 per cent of the time, shoAv 
that efficiencies of 50 to 60 per cent may readily be obtained with Class 
B operation. The design of suitable Class B interstage and output trans- 
formers is, hoAvever, a problem. 


( 
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17-10. Basic Design Consideiations of Transformers. — ^The higliest 
frequency that a uide-band transformer ■ndll pass is principally deter- 
mined by the leakage inductance and the distributed capacitance of the 
windings; the lowest practicable frequency is determined by the magni- 
tude of the primary inductive reactance in relation to the impedance of 
the power source. In order that a transformer cover as wide a range 
of frequencies as possible, iron cores are used, which raise the inductance 
of the primary winding and thereby lower the low-frequency limit for a 
given set of windings, but generally have little effect upon the high- 
frequency limit. The higher the permeability of the core, the lower the 
low-frequency limit of the transformer. Another design consideration 


« concerns the variation of core loss 

with frequency. This variation 
may be stated in broad terms as 
follows: a given transformer, at 
:f>oni(oi constant applied primary voltage, 
iupporf a reduction in core loss 

as frequency is increased This 
wound' important and is true be- 

core cause, for a given number of induced 
volts per turn, the flux density in 
the core is an inverse taction of 
frequency. At very high frequen- 

can with oil drops to a low value. If a given 

Fio. 17-10. — Oii-immersed wid^-band vi* transformer Operates at 12,000 

d.o-frMU.n.y 

flux density at constant voltage drops to 12 gauss at 60 kc and 1.2 gauss 
at 600 kc. It might be expected that at th^ low flux densities the per- 
meability would be low, and this is experimentally confirmed, even for 
maximum flux densities as high as 400 gauss at 100 kc. 

By employing oil-cooling single-layer coils operating at 150 circular 
mils per amp, and providing free oil circulation in large containers, it has 
been found practicable to design video transformers handling up to 400 
watts of video noise power in the frequency range 0.1 to 4 Me, coupling 
the output of two 250-watt power pentodes to a 50-ohm load. Figure 
17-10 shows the construction of a typical oil-immersed video-frequency 
transformer. In this 40-to-I frequency range the response is reasonably 
uniform, and the over-all conversion efficiency of the Class B stage and 
output transformer is approximately 65 per cent. The complete design 
procedure is rather involved and cannot be readily presented here. How- 
ever, a few items can be mentioned. A high ratio of iron to copper (not 
dielectric) loss must be used, and the smaller the rated transformer power, 
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the higher the allowable ratio. Designs for frequencies of 100 kc and 
above may employ flux densities corresponding to 2 volts per turn per 
square centimeter cross section of core, if the laminations are of the order 
of 2 mils in thickness. Core materials found satisfactory from a loss 
standpoint include Hypersil, Monimax, Permalloy ribbon, and B9W4A- 
To minimize distributed capacitance, coils should be single-layer-wound. 
On cores wdth small windows, the inductance will be increased by the core 
by a factor of approximately 40 at a frequency of 100 kc. 

It is believed that video transformers will be used increasingly in the 
future in a variety of applications. Increased band width in very low- 
power units awaits the production of core material having high perme- 
ability at relatively low flux densities, and in high-power units, core 
material having high permeability, thin laminations, and low hysteresis 
loss. 

17-11. Grid Modulation of Ultrahigh-frequency Oscillators. — A Class 
C u-h-f oscillator adjusts itself until the tube just supplies all the losses 
of the load, excitation, and circuit. Normally this equilibrium is attained 
with less total r-f plate-voltage swing in relation to the d-c plate voltage 
than in low-frequency oscillators, as the result of poorer tube efficienc}’’ in 
converting d-c to r-f power. When 
grid modulation is applied to an 
oscillator under these conditions, the 
applied bias decreases during part 
of the modulation cycle, i.e., the 
grid potential becomes more positive 
than its normal or average value. 

This tends to increase the amplitude 
of oscillation somewhat. But in- 
herent limiting factors such as in- 
creased load and grid losses and louver 
plate efficiency prevent the ampli- 
tude from building up very far, and 
under no circumstances would the 
peak r-f voltage swing exceed the d-c 
plate voltage. Thus the “upward” 
modulation is somewhat clipped. 

During the downward swing of the 
grid-modulating voltage, the bias 
voltage temporarily increases, i.e., the grid potential becomes more nega- 
tive than its normal or average value, and oscillations tend to die out 
altogether wdth an applied signal of very few volts. Thus 100 per cent 
“down” modulation, or overmodulation, can easily be obtained at fre- 
quencies where tank-circuit Q is not an important factor (see Fig. 17-11). 



(a) (b) 


Fig. 17-11. — Approximate voltage 
relations in an ultrahigh-frequency os- 
cillator with grid modulation; (a) steady- 
state conditions (no modulation) ; (6) 
grid modulation (approximately 20 per- 
cent positive peak modulation, 85 per 
cent negative peak modulation shown) ; 
Eh, d-c plate voltage; E,,, average grid 
bias; h, plate-current pulses; O, cathode 
potential (reference). 
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The following characteristics of grid-modulated u-b-f oscillators have 
been noted: 

1. As a result of the action described above, only a small percentage of 
"upward” modulation can be obtained, f.c., the modulation is principally “down- 
ward” and, consequently, distorted. 

2. The r-f pow’er output of the oscillator drops as a result of the predominantly 
downward modulation. This reduction in practical cases is of the order of 30 or 
40 per cent at 100 per cent downward modulation. 

3. A very small modulator may be used for grid modulation of an oscillator. 

4. If the peak grid-modulating voltage greatly exceeds the d-c grid voltage, 
either pulsing or complete paralysis of the oscillator usually results. Pulsing 
generally occurs at low modulating frequencies, the oscillator bemg operative 
only on the positive modulation peaks. Complete stopping of oscillations at 
higher modulation frequencies is due to excess d-c bias developed m the grid 
circuit of the oscillator. 

5. The modulation band width appears to be limited by tank-circuit Q 
exactly as in plate modulation. 

6. Grid modulation of u-h-f osciilators often causes a greater tendency toward 
quenching difficulties, though the troubles are not necessarily prohibitive. 

17-12. Cathode Modulation. — Cathode modulation of oscillators, 
where the modulating voltage is impressed across an impedance in the 
cathode circuit with the grid and 
plate effectively grounded at video 
frequencies, is essentially grid 
modulation with a small percentage 
of in phaseplatemodulation. This 
is illustrated in Method I, Fig. 
17-12c. Under these conditions 
the effects of grid modulation pre- 
dominate, and the behavior is essen- 
tially the same as that described for 
grid modulation. 

If the grid can be provided with 
a low-video-frequency-impedance 

patti to Vue cathode, as ^nuwn 
Method II, Fig. 17-12d, modulation 
becomes essentially plate modul.i- 
tion with no grid modulation. This 
method has the disadvantage of requiring low-capacitance filament 
transformers and special efforts to minimize the cathode-ground capaci- 
tance in the oscillator circuit. 

If the grid can be returned (at video frequencies) to a point somewhere 
between cathode and ground, as shown in Method III, Fig. 17-12e, the 



I IQ. 17-12. — Elementary equivalent 
circuits for plate, grid, and cathode modula- 
tion of an oscillator or amplifier: (o) plate 
modulation: (/)1, ccid. tondiilaiiia: 
cathode modulation, method I; (d) cathode 
modulation, method II; (e) cathode modula- 
tion, method III; E, modulating Toltage; 
C. capacitance across modulating voltage. 
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percentage of plate and grid modulation can be varied to obtain any 
desired combination of plate and grid modulation (see also Sec. 17-13). 

17-13. Simultaneous Plate and Grid Modulation of TJltrahigh- 
frequency Oscillators. — When plate modulation is applied to a u-h-f 
oscillator, circuit conditions may be such that a small part of the modulat- 
ing voltage is also applied to the oscillator-tube grid. "W^at would ordi- 
narily be simple plate modulation is then plate-plus-grid modulation. 
The magnitude of the modulating voltage appearing between grid and 


Video Choke 




Fig. 17-13. — Push-pull coaxial-line oscillator: (a) actual circuit; (b) exact and (c) 
approximate equivalent video-frequency impedance network for plate modulation; JJc 
grid leak, 500 ohms; Ri, dynamic impedance presented to modulator by one tube (about 
10,000 ohms); JJt, cathode resistance, 300 ohms; ft, cathode by-pass capacitance, .01 pf; 
Cpi, grid-cathode capacitance, 8 ggf; fta, total plate-grid capacitance, 32 /igf; ft, total 
grid-ground capacitance, 77 jagf;J5m ~ fti;, impressed modulating voltage ; fti-, modulating 
voltage appearing between grid and cathode. 


cathode and its phase relation to the plate-cathode-modulating voltage 
in a particular u-h-f oscillator can be predicted ivith reasonable accuracy 
by a simple analysis of the equivalent video-frequency impedance net- 
work. The conditions that favor the appearance of a large modulating 
voltage at the grid are a plate-to-grid capacitance of more than about 
10 nixi, combined with a grid-to-cathode impedance at video frequencies 
that is appreciable compared with the plate-grid impedance. Other 
impedances (such as those between cathode and ground) may also influ- 
ence the results somewhat. Note that capacitive reactances that are very 
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high at audio frequencies roaj* be quite low at frequencies between 1 and 
5 Me. 

A push-pull coa-aal oscillator and its equivalent video-frequency 
impedance network are illustrated 
in Fig. 17-13. The grid-modula- 
ting voltage appears as a result of 
voltage-divider action of the plate- 
grid and grid-cathode impedances 
at modulating frequencies. The 
magnitude and phase of the grid- 
cathode modulating voltage cal- 
culated from the simphfied 
equivalent circuit are compared 
with the measured values m Fig, 
17-14 and show agreement wnthin 
the accuracy of measurement of 
voltages and circuit parameters. 
(The effect of gnd current was 
neglected in the calculations) 
The effects of mcidental gnd 
modulation upon the oscillator of 
Fig. 17-13 are shown m Fig. 17-16. 
Cun’e Q shows the amplitude of 
the side bands resulting from sinu- 
soidal plate modulation where 
incidental grid modulation is also present. (^Iagnitude and phase of the 
incidental grid modulation for cuivc a is shown in Fig 17-14 ) Curve 6 
shows the marked decrease in band 
width that results when the grids 
of the oscillator arc by-passed 
to ground with a 0.01-^f capaci- 
tance in order to remove all grid 
modulation. 

Figure 17-lG show^ the effects 
of intentionally varjdng the phase 
relation at constant magnitude and 
of varjing the magnitude at con- 
stant phase of the grid-modulating 
voltage with respect to the plate- 
modulating voltage for the oscil- 
lator of Fig. 17-13. Xote that the phase relation Ls not critical as 
long as the grid-cathode-modulating voltage is not more than about 
90 deg out of phase with the plate-cathode-modulating voltage. In 





Fic. 17-15 — Efffcl of inei<3ental grid 
modulation on amplitude of side bands 
reeulfing from sinusoidal plate modulation 
of the oeoillstor Of Fig. 17-13: curre o. 
plate plus incidental grid modulation; curre 
5, plate modulation only; froqueno'CCOMr: 
plate-modulating Toltage held constant 



Fio. 17-14.— Magnitude and phase of 
srid-eathode modulating voltage for push- 
pull oselUator of Fig. 17-13. Solid lines, 
measured valuee; dashed hues, calculated 
Tilurs. SimpIidH eQuitaleat ndeo-fre- 
queno' network shown at bottom. 
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this particular case the optimum magnitude of the grid-cathode 
voltage is about 20 per cent of the plate-cathode voltage. In gen- 
eral, this optimum value ■will depend on the particular oscillator cir- 
cuit, tubes, magnitude of the plate-modulating voltage, and d-c voltages. 
The optimum peak value mil usually be found to be of the same order as 
the d-c grid bias. 

The grid-modulating voltage will be found to be appreciable in some 
oscillator circuits and negligible in others, depending on the physical 
construction and on the magnitude of various by-pass condensers and 
other impedances in the oscillator circuit. In some cases it will be found 
that the video-frequency impedances can be varied appreciably without 



Phase Relation of Grid-cathode Voltage 
to Plate-Cathode Voltage, Degrees(Lead) 



Peok Modulation Voltage on Grid, Volts 


Ca) (b) 

Fig. 17-16. — Effect of varying the magnitude and phase of the grid-cathode-modulating 
voltage with respect to the plate-cathode-modulating voltage for the oscillator of Fig. 
17-13: (a) variation of phase, plate-modulating voltage, 193-volt peak, grid-modulating 
voltage, 29-volt peak, both held constant; (6) variation of amplitude, phase difference 
held constant at 0 deg, plate-modulating, voltage, 193-volt peak. 


upsetting the r-f characteristics of the oscillator, and thus some measure 
of control of the incidental grid modulation may be possible. It may also 
be possible to cause the magnitude of the grid-modulating voltage to 
increase ivith modulating frequency, and thus to provide the most grid 
modulation at the higher video frequencies where limitations due to 
high loaded-tank-circuit Q are serious and where it is consequently most 
needed. In other oscillators, as, for example, the single-ended coaxial- 
line oscillator described in Sec. 15-15 and Fig. 15-15, no grid modulation 
is present because the grid is grounded and there is a large by-pass capaci- 
tance between cathode and ground. It is not possible in this type of 
oscillator to obtain properly phased grid modulation merely by adjusting 
circuit impedances. However, simultaneous in phase grid and plate 
modulation have been obtained by using a separate cathode modulator, 
tapped from a low-level stage of the main plate modulator. 

With the type of cathode modulation shown in Method III, Fig. 
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I7-12c, it is theoretically possible to obtain simultaneous inphase grid 
and plate modulation and to vary the relative amounts of each t3T)e, 
as described in Sec. 17-12. It is not ordinarily convenient to apply this 
method to u-h-f oscillators because of the re<iuirement for low cathode- 
ground capacitance. Also, in grid-separation coaxial oscillators it is 
usually not convenient to provide a high ^deo-frequency impedance 
between grid and ground. 

With a given size of plate modulator, the percentage of modulation of 
an oscillator having a high-Q tank circuit ordinarily falls off rapidly as 
the modulating frequency increases, as is evident from Fig. 17-15. The 
addition of inphase grid modulation has the effect of increasing the power 
of the plate modulator and enables a hi^er percentage modulation to 
be obtained for a given plate-modulatbg voltage. This characteristic is 
especially useful at high modulating frequencies where limitations due to 
tank-circuit Q are serious. By causing the grid-modulatmg voltage to 
increase at the higher frequencies, this method offers the possibility of 
obtaining more equalized response over a band of modulatmg frequencies 
than would be possible when using an ordinary plate modulator ivith a 
flat output-v8.-frequency characteristic. In other words, it is a method 
of compensation that may be more convenient than using a much larger 
plate modulator. 

The improvement in band width due to the application of simultane- 
ous grid modulation is limi ted. The maximum increase in band ividth 
obtained experimentally thus far is about lOO per cent. Modulation 
obtained in this manner may be nonlinear, particularly at low modulating 
frequencies where caution must be used to avoid overmodulation. With 
proper adjustment of the relative magnitude and phase of the grid modu- 
lation, however, it has been possible to obtain an appreciable increase in 
the percentage of modulation at frequencies between 1 and 5 Me without 
serious distortion of the modulating voltage. (Envelope with sinusoidal 
modulation was observed on \vide-band high-speed-sweep oscilloscope.) 

17-14. Qualitative Explanation of the Effects of Simultaneous Grid 
and Plate Modulation. — ^Analysis of the static modulation characteristics 
of u-h-f oscillators (as described in Sec. I7-GandFig. 17— i) shows that when 
the grid-bias potential varies 180 deg out of phase with the plate voltage 
the modulation tends to be most nearly linear. If the bias is held essen- 
tially constant throughout the modulation cycle, or if it varies in phase 
with the plate modulation, there is a tendency for the oscillator to cut off 
rapidly on the “down” tnodulati^m peaks and to approach a higher level 
on the positive peaks, i.e., it requirra less plate-voltage swing to obtain a 
given degree of modulation. Available evidence indicates that this 
tendency still holds in the dynamic case where high Q is the main factor 
limiting wide-band modulation. 
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Modulation percentage is reduced by high tank-circuit Q in a plate- 
modulated oscillator primarily because of the reduced impedance of the 
tank circuit to side-band components of the plate-current pulses. Figure 
17-17a illustrates roughly the voltage s\vings occurring in a high-fre- 
quency oscillator under conditions of nearly linear plate modulation. 
Here the grid bias (produced by a grid leak or cathode resistor) is roughly 
proportional to the plate voltage, so that in effect there is a modulating 
voltage on the grid 180 deg out of phase with the plate-modulating volt- 



Fio. 17-17. — Approximate voltage relations in an ultrahigh-frequency oscillator with 
plate modulation: (a) normal plate modulation with tank-circuit impedance the same 
at carrier and side frequencies, self-adjusting grid bias, nearlj'- linear modulation conditions, 
80-per cent modulation; (6) plate modulation with high-Q tank circuit, i.c., with tank- 
circuit impedance lower at the side frequencies, modulation reduced to 50 per cent; (c) plate 
and grid modulation with high-Q tank circuit with inphase grid modulation present; 
amplitude of plate-current pulses increased on positive modulation peaks, decreased on 
negative peaks, 90-per cent modulation. 


age. The plate-current pulses in Fig. 17-17a may be represented by a 
Fourier series containing, among others, a fundamental-frequency com- 
ponent, and fundamental side-frequency terms. If the tank-circuit 
impedance at the side frequencies is the same as at the carrier frequency 
(as in Fig. 17-17a), the proper amplitude relation between side-frequency 
and carrier voltages is produced across the tank circuit, and the envelope 
follows the modulating-voltage swing faithfully. If, however, the tank- 
circuit impedance to side frequencies is lower than to the carrier (as in the 
case of a high-Q tank circuit), the percentage of modulation is reduced, as 
illustrated in Fig. 17-176. 
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Figure 17-17c is the same as Fig. 17-176 except that inphase grid 
modulation is applied. The grid is driven positive at the same time that 
the plate goes positive in the modulation cycle. This causes larger pulses 
of plate current to flow and tends to produce a greater voltage across the 
tank-circuit impedance on the positive modulation peaks than in Fig. 
17-176. On the negative modulation peaks, the grid is driven negative 
at the same time that the plate voltage is reduced. Plate-current pulses 
become very small and may finally cease altogether, allowing the r-f 
oscillations in the tank circuit to die out at the maximum possible rate. 
Hence inphase grid modulation, by increasing the amplitude of the side- 
frequency components of the plate current, increases the side-frequency 
voltages in the tank circuit somewhat, despite the reduction in impedance 
at the side frequencies. 

Certain factors inherently limit the extent of this improvement in 
modulation as the modulating frequency becomes very high. The tank- 
circuit impedance to side bands falls off rapidly at high modulating fre- 
quencies, cathode emission may limit the increase in plate-current pulses 
on the positive modulation peaks, a larger angle of flow of grid and 
plate-current pulses causes increased losses on positive modulation peaks, 
and the finite rate of decay of r-f oscillations becomes serious at high 
modulating frequencies. At modulating frequencies above approxi- 
mately 2.6/o/Q, these limiting tendencies prevent obtaining a high per- 
centage of modulation, though a noticeable improvement is still possible 
through simultaneous grid modulation. 

Though no study of the problem has been made, there is no apparent 
reason why the foregoing principles should not apply to Class C amplifiers 
as well as to self-excited oscillators. 

n. FREQUENCY MODULATION OF HIGH-FREQUENCY POWER 
OSCILLATORS 

Practical cases arise in which it is desirable to frequency-modulate 
power oscillators operating at high frequencies and thereby avoid the 
use of amplifying and frequency-multiplying circuits. The design and 
operation of circuits for direct modulation are discussed in this section. 
The same end result often can be achieved by the more familiar methods 
of multiplying, in frequency and pow-er, the output of a modulated low- 
level low-frequency oscillator or by amplifying the modulated output of a 
high-frequency velocity-modulation tube. The final choice of methods 
must depend on the particular requiiemente to be satisfied as regards 
fundamental frequency, power, modulated band width, linearity, and 
allowable incidental amplitude modulation. 

17-16. Common-grid Reactance-tube Circuits. — The common-grid 
reactance-tube circuit is shown schematically in Fig. 17-18a. The r-f 
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driving voltage is developed across an impedance between cathode and 
grid in a circuit in which the grid terminal (which may operate at r-f 
ground potential as in Fig. 17-18a) is common to both driving circuit 
and output circuit. 

The configuration of the common-grid reactance-tube circuit lends 
itself to incorporation, physically, in v-h-f and coaxial u-h-f oscillators. 
Electrically, it permits the use in simple circuits of the available high- 
frequency triode tubes and has characteristics that tend to reduce or 
eliminate the incidental amplitude modulation that often accompanies 
the frequency-modulation process. Thus, while many conventional 
reactance-tube circuits can be applied to some extent to u-h-f use, most 
of this section will be devoted to a discussion of the properties of the 
common-grid circuit. 



A 



8 


(c) 


Fig. 17-18. — Triode common-grid reactance-tube circuit: (o) Case I, C^it small so 
that in the parallel combination, Xcak can be neglected in comparison with Ri-, (b) Case II, 
Cut paralleled by an inductance, 1 / 2 , such that Xi is an inductive reactance equal in magni- 
tude to Xc,: (c) the variable reactance seen looking into the terminals A — B. 


A reactance tube is a tube in which the plate current flows out of 
phase with the applied r-f plate voltage. This flow of plate current is 
usually controlled in amplitude and phase by a combination of an r-f 
grid voltage, as developed in a phase-splitting network, and the desired 
audio or video modulating voltage. The reactance simulated by the 
tube (the ratio of the applied r-f plate voltage to the reactive component 
of plate current) is a function of the modulating voltage and when intro- 
duced into an oscillator tank circuit affects the oscillator frequency and so 
causes frequency modulation that is a function of the reactance-tube 
modulating voltage. 

There is a variable dissipation of oscillator power in a simple react- 
ance tube attributable to two r-f plate-current components. One is 
the current in the tube plate-cathode impedance as a result of the r-f 
voltage applied to the plate. The second is the grid-controlled inphase 
plate-current component resulting from the fact that the grid voltage is 
generally not exactly 90 deg out of phase -with the plate voltage. This 
loss of oscillator power is variable with modulation and results in what 
can be called 'parasitic amplitude modulation. 
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It is possible to minimize or completely eliminate parasitic ampli- 
tude modulation by a number of circuit modifications, as described in 
several published papers.^ All are similar in that the shift in grid-voltage 
phase is made slightly greater than ±90 deg with respect to the applied 
plate voltage so that, in effect, the reactance tube is capable of supplying 
energy to the system in the proper amount to compensate for its own 
variable internal losses. That is, one plate-current component, in phase 
with the applied plate voltage, is balanced by the real component of the 
grid-voltage-controlled plate current 180 deg out of phase with the applied 
voltage. The reactive component of the grid-voltage-controlled plate 
current produces the desired reactance effect. 

The basic common-grid circuit is shown in Fig. 17-18. In this dis- 
cussion, the following circuit and tube parameters will be used: 

Xi, the capacitive reactance appearing betw’een the plate and cathode 
terminals of the reactance tube. This may be the reactance of the 
interelectrode capacitance alone or augmented by electrostatic feed- 
back. A'i “ l/wCjW'hereCjisthcequivalentcapacitance between 
plate and cathode. 

Xt, the reactance appearing between the cathode and grid terminals. 
It may be the reactance of the interelectrode capacitance alone 
or that reactance paralleled by the reactance of a tuning circuit. 

Rt, the resistance appearing between cathode and grid terminals 
and paralleling A'*. 

A'ib, the variable reactance (see Fig. 17-18c) seen looking into the 
terminals A-B which, when bridged across an oscillator tank circuit, 
produces frequency modulation. The fixed interelectrode capaci- 
tance of the tube from plate to grid is assumed lumped in the oscil- 
lator tank circuit. 

Ria, the equivalent resistance (see Fig. 17-18c) paralleling the ter- 
minals A~B and A'l*. This resistance produces a loading of the 
oscillator tank circuit; the higher the resistance, the less the load- 
ing. To reduce incidental amplitude modulation, it is necessary 
to hold this value constant or at least to zninimize any variations. 

ft, amplification factor of the tube 

rp, plate resistance of the tube, ohms 

gm, transconductancc of the tube, mhos 

The so-called phase-splitting neifcork is composed of X* in series with 
the parallel combination of Xj and If*. The driving voltage is developed 
across Rt. 

* For example, ecc SnAzrfEB, C. F., Frequency Modulator, Proc. I R.E., 28, 66 
(1940); TfLms, Charles, Automatic Frequency Control, PrOc. I.R.E., 23, 1125 
(1035); Bctler, F., Reactance-valve Frequency Modulator, ll'irrim Eng , 20, 639 
(1943). 
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17-16. Analysis of the Common-grid Circuit. — An analysis of the 
common-grid circuit can be made under the assumption of Class A opera- 
tion and the equivalent-plate-circuit theorem. The general equations 
for the resistance and reactance paralleling an oscillator tank circuit 
connected across the points AB in Fig. 17-18 are 


(X, -f /.Xe) + R^ + ~ (I + R^gr.) 

ALe'-Vp Vp 

Ry + ^3=(i + R 29 ^y 

+ XsCl + R^gm) 


(17-4) 


(17-5) 


where Xz is positive for a capacitive reactance, Xz is positive for an 
inductive reactance, and it is assumed that n ^ I and Rn <3C r^. In the 
modulation process, the tube transconductance is varied in accordance 
with the modulating voltage. 

Most practical applications of the circuit involve two special cases. 
Case I (Fig. 17-18a) holds principally at low frequencies where the react- 
ance of the grid-cathode interelectrode capacitance is large compared with 
the resistance in the phase-splitting network so that Xz is much larger 
than Rz. The frequency to which this condition holds is a function of 
tube characteristics and may be as high as 20 Me for small power triodes. 
The parallel resistance looking into the terminals AB is then 


D R?^ -f" X33(i -|- RzQmy 

•tv in ^ 

Rz y— X3^(l -h Rzgm) 

When the tube is nonconducting, this reduces to 

Rin ~ Rz -\ — ^ 
it 2 

The parallel reactance simulated by the circuit when the tube is conduct- 
ing is approximately 

X;„ « X 3 (l -]- RsQm) (17—8) 

so that the oscillator tank circuit is paralleled with a capacitance 


(17-6) 


(17-7), 


Cz 


1 -h Rzgn 

If the quantity k satisfies the relation 


(17~8a) 
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Eq. (17-6) can be witten 

"" ” F+-r^iTW 

and will behave as follows: 

if k S 0.5, E,n will decrease with an increase in gn from the value at 

S. = 0. 

if b ^ 1.0, R,„ will increase with an increase in g„, never returning to the 
value at plate-current cutoff. 

if 0.5 < b < 1.0, E.„ will have a maximum value, as gm goes from zero to 
infinity that is never more than four-thirds the resistance when the 
tube is nonconducting. Furthermore, at some value of g„, gm, 
the resistance will pass through the same value it has at gm = 0. 
(Such a curve is shorni in Fig. 17-20.) 

The last case is interesting, for if b is chosen according to the relation 

fc s. (f + Rtgm') 

* (2 4- R^gJ) 

the resistance and oscillator-circuit loading will be equal at tube transcon- 
ductance values of = 0 (the value existing at one end of the modulated 
4 band) and of (which may 

be selected from the tube charac- 
teristics to be a value at the other 
end of the modulated band). Be- 
tween these end points, the maxi- 
mum resistance value will never 


Pm ktM (I* R,gmr 
Pi ^ = £0 

Rm I 

R> 

Tig. 17-19 — Variations in oscillator 



low 7000 3000 4000 SOOO 
Ri ^ Tronsconductonce. mieromhos .S 

Tig. 17-19 — Variations in oscillator Fig 17-20. — Charapteristics of a tnode 
loading caused by oiodidation ol s typical common-grid reactance-tube circuit cal- 
triode eommon-gnd reactance tube. culated from Eqs. (17-8) and (17-10), k, 

075, n. 20! /». 13 Me: C*?- 1 ^#*1! 

450 ohms. 

exceed four-thirds of the value at = 0 and, depending on the value of 
b, generally will be much less. A plot of Eq. (17-10) for various values 
of fc in a typical case is given in Fig. 17-19. The ratio R,n/Rs is plotted 
as a function of the product Rtg„. 

Figure 17-20 illustrates the characteristics of a small triode common- 
grid reactance-tube circuit calculated for the case where b =* 0.75. The 
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resistive component is the same at transconductance values of 0 and 4700 
ftmhos. The maximum value of the curve occurs at a value of 1300 
//mhos (point C in Fig. 17-20) and exceeds the value at A and B by about 
11 per cent. Variable loading is thus minimized without additional cir- 
cuit elements. 

The solution of Eq. (17-11) requires the assumption of a value for B 2 .^ 
This ^vill specify Xa through Eq. (17-9). With the phase-splitting net- 
work constants Ra and Xa chosen, an idea of the maximum available 
reactance change and oscillator loading can be gotten from Eqs. (l7-8a) 
and (17-7). If either is unsatisfactory, a new calculation must be made 
to obtain revised network constants. The amount of oscillator loading 
and the maximum effective reactance change are not independent, and a 
larger frequency-changing effect is obtained at the expense of an increased 
(though still nearly constant) absorption of oscillator power. 

Case II arises if the frequency is such that the reactance of the grid- 
cathode interelectrode capacitance is not large compared “with the phase- 
splitting resistance Ra (a condition for Case I) or if it is desired further 
to lessen variable loading of the oscillator. The cathode-grid circuit 
then must be paralleled with an inductance of such magnitude that the 
susceptance component of the total cathode-grid admittance is of opposite 
sign, but equal in magnitude, to the susceptance of the phase-splitting 
capacitor Ca. If the circuit constants are adjusted at the center fre- 
quency so that 

= Rs a/m and uLz = -i (17-12) 

<oC 3 CoO 3 

where oiLa is the reactance of the parallel grid-cathode capacitance and 
external inductance, then 

. « ^3(1 + Raff^) (17-13) 

and 

Ri„ « fiRs (17-14) 

To the extent to which // remains constant and that Eq. (17-12) can 
be satisfied, constant oscillator loading is produced by the common-grid 
reactance-tube circuit shown in Fig. 17-186. This characteristic would 
appear in Fig. 17-19 as the dotted curve of constant value. This ideal 
characteristic can be compared with an actual experimental curve in 
Fig. 17-21, which shows the output of a small oscillator, frequency 
modulated over a ± 4 per cent band at about 28 Me by a triode com- 
mongrid reactance tube. 

An estimate of the linearity of frequency change as a function of 
modulating voltage can be obtained from the curve in Fig. 17-22, which is 

* A typical assumed value for Rz would be one such that RzOm' = 1. 
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a plot of measured results on a 60-watt experimental transmitter, the cir- 
cuit diagram of n'hich appears in Fig. 17-23. 

Figure 17-24 is a photograph showing the small physical size possi- 
ble in this unit designed to operate at 60 Me wth a frequency swing of 



Fro 17-'2J- — Typical pcHormance ot a 
small oscillator frequency-modulated by a 
type-6C4 triod® leaeiaTite lube adiuslod for 
constant oscillator loading (Case 11). Os- 
eillstor output at 0 db, 2 watts. 



Fio. 17-22, — Measured frequency shift 
vs. grid voltage ot push-pull type-6C4 
commorv-ftrid rc&etnnce tubes modulfttiBg a 
type-SlK>B oscillator (Tig 17-23) OsciUs- 
tor output. 60 watts, reactance-tube 
plate voltage, 200 volts; oscillator plate 
voltage. 700 volts; operating frequency 
A 48 Me 



Fio. 17-23. — Frequency-modulated oaeillator: Fi. 829D, Vi, 6C4: Bi. 820O-ohm 
1-watt carbon., Rt, SSO-ohm 3-watt carbon, Cu 10 piif, C*. 1000 C«> 10,000 ppf (ccraim- 

cona); Ct, 2-Bec. 15-p>if variable capacitor; Lt, obmite type-Zl r-f choke; Lt, 1 ph, ST 
coil I 2 m., d >°.; Lt, IT, d in. Note: phase-splitting capacitance (not shown) 
formed by C,*. 

±100 kc. Incidental amplitude modulation is negligible, and the 
required modulating power is less than 1 watt. 

The power relations existing in the common-grid circuit are generallj’ 
similar to those in any conventional reactance-tube circuit, tvitb the 
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exception that a portion of the power loss shifts from the phase-splitting 
resistance to the tube itself under modulation even though the over-all 
circuit loss may remain constant.^ This is not a particular disadvantage 
because this additional tube dissipation is a small fraction of the major 
power loss in normal high-current reactance-tube operation (the dissipa- 
tion at the reactance-tube plate of the energy supplied by the reactance- 
tube plate power supply in normal tube operation). The power aspects 
of reactance-tube operation are discussed in Sec. 17-20. Equation 
(17-12) can be satisfied at only one frequency in the modulated band, but 



Fig. 17-24. — Photograph of oscillator-modulator test setup (Pig. 17-23). 


the circuit frequency sensitivity is not a practical limitation to the opera- 
tion over wide frequency-modulation band vidths. 

The low Q of the phase-splitting circuit minimizes any tendency 
toward parasitic oscillations in the reactance tube on possible resonant 
frequencies that might exist in this circuit. If X 2 is inductive, as in Case 
II, no trouble will be experienced ivith reactance-tube oscillation. 

Practical precautionary measures toward the prevention of unwanted 
oscillations in Case I consist mainly in specifying X 3 several times as 
large as R 2 and are automatically satisfied when the conditions outlined 
in Eqs. (17-9) and (17-11) are met. 

17-17. The Common-grid Reactance-tube Circuit at Ultrahigh 
Frequencies. — ^The common-grid reactance-tube circuit is directly adapt- 

‘ Figure 17-20 shows that the reactance-tube circuit input impedance increases 
With tube transconductance (compare total impedance at points A and B). For a 
given impressed voltage across terminals A-B in Fig. 17-1 8a, less current will flow 
through the circuit, and the loss in the series resistance (DRa) will decrease. The total 
absorption of oscillator power must remain constant so there must be an increasmg 
amount of dissipation of oscillator power in the reactance tube. 
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able to coaxial oscillator circuits, but the difficulty of obtaining a precise 
knowledge of circuit parameters at ultrahigh frequencies makes Eq. 
(17-12) difficult to apply to quantitative circuit design. In order to 
achieve peak circuit performance, it is always necessary to make adjust- 
ments under operating conditions, usually in the reactance-tube cathode- 
circuit tuning and in the equivalent plate-cathode capacitance Cs, which 
may be adjusted through variations in the amount of external feedback. 

It is usually possible to estimate the total capacitance in the tank cir- 
cuit to be modulated. The desired percentage frequency shift and an 



Sec. 17-18] 


MODULATION OF POWER OSCILLATORS 


417 


mission lines. The reactance tube is also a type 2C44 triode. The two 
tubes are placed side by side with the grids in a common plane and the 
plates tightly coupled together in a common cavity. Blocking capacitors 
in the plate-short-circuiting plunger allow separate biasing of the grids 
and, if desired, separate power supphes for the two plate circuits. Internal 
blocking capacitors for the grid bias are incorporated in the tubes. 

The oscillator utilizes conventional capacitive feedback between the 
plate and cathode cavities. The phase-splitting network reactance X 3 con- 
sists of the plate-cathode interelectrode capacitance of the reactance tube 
augmented by electrostatic feedback (see Fig. 17-18). This feedback 
is obtained by three vdre probes, extending through the grid plane into the 
plate and cathode cavities and equally spaced on a 1%-in. ch'cle centered 
on the tube center line. In the cathode cavity, the probes are hnked by a 
we loop. In the plate cavity, the probes are bent toward the plate of 
the tube. The feedback reactance X 3 can be controlled by varying the 
distance of the probes from the plate. The resistance Be, in Fig. 17-18, 
consists of nine 5600-ohm 3^-watt carbon resistors placed radially about 
the opening of the reactance-tube cathode cavity. This cavity, a short- 
circuited section of coaxial transmission line tuning Cue, represents Ls 
in Fig. 17-186. The oscillator cathode line is physically a duplicate of 
the reactance-tube cathode line, but without the resistance. 

Practical realization of the circuit possibilities requires proper tuning 
of the adjustable elements. The oscillator toII tune over more than a 
2-to-l tuning range. The value of Rs, 622 ohms, was chosen to satisfy 
Eq. (17-12) for a frequency of approximately 750 Me, and it is at this 
frequency that optimum performance occurs. The procedure to satisfy 
Eq. (17-12) is as follows: The oscillator is tuned to the desired operating 
frequency with the reactance tube at cutoff. The reactance-tube grid 
voltage is then adjusted to give the maximum frequency deviation 
desired; and the cathode Une X 2 is tuned to equalize the power output 
at this point with that obtained at reactance-tube cutoff. This procedure 
involves shifting the reactance-tube plate-current phase so that the tube 
delivers more or less real power to the tank ch’cuit — the correct phase 
being that which enables the tube to neutralize its own losses. Increas- 
ing the line length increases the delivery of real power. The amplitude 
modulation can thus be adjusted to low values over the modulated band 
Avidth at this particular frequency. Some amplitude modulation will 
occur when the operating frequency differs considerably from the design 
frequency. The reactance introduced into the grid-cathode circuit at 
ultrahigh frequencies by the use of carbon resistors for Rs is unimportant, 
as compensating tuning adjustments can generally be made to . produce 
the desired value of Xu. 

Figure 17-26 illustrates the incremental modulation of the type 2C44 
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oscillator over a frequency band of approximately 0.6 per cent at 734 Me 
( + 2.2 Me) ■with the output constant •within 0.5 db. At the point of 
maximum frequency deviation, the reactance-tube plate dissipation 
reached 25 watts. Good linearity of modulation is seen to occur over 
about 80 per cent of the band. 
The setup described here operated 
with a minimum effective loaded 
Q of 200. It will be 8ho^vn in Sec. 
17-^ that proper tank-circuit 
design for lower Q operation would 
reduce the reactance-tube dissi- 
pation when modulating a given 
power over a given percentage 
band width. The type 2C44 tube 
plates must be cooled when the 
oscillator is operating at this 
pow'cr level. 

Frequency-modulation band 
widths in the order of 1 per cent 
are obtainable with this appa- 
ratus with a 25 per cent loss of measured c-w oscillator output in the 
equivalent parallel circuit resistance Rf,. An iocre.ased loss of output 
would accompany under band modulation. 

17-19. Class C Operation of Reactance Tubes. — In modulating power 
oscillators over wide band widths at high frequencies, it is frequently 
impossible to set up Class A conditions in the modulator in the practical 
case, nor is such operation alw'ays desirable. It has been found in 
practice that reactance-tube dissipation for a given modulation can some- 
times be halved by operating the reactance tube wdth a reduced angle of 
plate-current flow. Another important feature is the fact that the 
characteristics of the power tubes required to handle the dissipations 
involved in •wide-band modulation of power oscillators are such as to fit 
Class B or C operation more normally than Class A. 

PraeticaJJj', Class S or C operation requires only an grid-driving 
voltage of increased amplitude, compared with that required for Class A, 
and the proper readjustment of grid bias to provide the desired angle of 
flow of r-f plate current. 

17-20. Power Relations in Reactance Tubes. — It is customary to 
evaluate reactance-tube performance on the basis that the vacuum tube 
operates in a Class A condition, i.e., that the wave shape of plate current 
is a reproduction of the wave shape of tlm signal voltage applied to the 
grid. This is a valid assumption under most conditions, and circuit 
performance can be calculated on both a quantitative and qualitative 
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Fio. 17-26. — Static luodulation char- 
acteristics of an ultrahigh-frequency tnode 
osciiJator frequency-modulated by a com- 
toon-KTid roactanee-tube circuit Type-2C44 
oscillator: Edt, 600 volts; 49 ma; /«, 
16 ma. Type<2C44 reactance tube: Ei,. 
400 volts; /e„ 60 raa; 11 ma <roax). 
Oscillator power output at 0 dh, t watts: 
reactaneo-tube plate dissipation at 0 volts 
bias, 25 watts; oscillator resonant frequency 
at reactance-tube current cucol?, ?3i Mo. 
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basis by viewing the tube as a circuit element whose magnitude can be 
varied by a modulating voltage. However, when considered on a power 
basis, the frequency-changing effect of a reactance tube will depend on the 
percentage of the total oscillator tank-circuit reactive volt-amperes con- 
trolled by the tube. There will be a loss of energy at the reactance-tube 
plate which may be very large in wide-band modulation of power oscil- 
lators and, since it must be dissipated at the plate, will be a limiting factor 
in reactance-tube performance. Class C operation of reactance tubes 
affords a means of reducing this dissipation without affecting the tube 
performance as a frequency changer. 

In this discussion, the following symbols are used: 

i/min = minimum instantaneous r-f voltage appearing across the 
reactance-tube circuit 

Edc = reactance-tube d-c plate-supply voltage 
e' = minimum instantaneous plate potential reached during the 
angle of flow, 6 

6 = angle of flow of reactance-tube plate-current pulse 

Em = peak r-f voltage applied to the reactance tube 

Egm = maximum instantaneous reactance-tube grid voltage 

Idc = reactance-tube d-c plate-current component 
h = effective value of reactance-tube fundamental-frequency 
plate-current component 
ib = instantaneous reactance-tube plate current 

The voltage-current phase relations in the Class C reactance tube are 
indicated in Fig. 17-27. In Class C amplifier operation, tube efficiency 
is improved because plate current flows at the point of minimum instanta- 
neous plate voltage with resultant low tube loss. In the reactance tube, 
plate current flows 90 deg away from the Emm value, when the plate 
voltage is H*, the d-c supply voltage; thus tube losses are not reduced by 
the same mechanism as in arhplifier operation. 

The reactance-tube plate-current pulses can be resolved (if the angle 
of flow is known) into a d-c component and a fundamental-frequency 
component in typical Class C manner.^ The d-c power input to the 
reactance tube is the product' of this d-c component of plate current and 
the reactance-tube d-c plate voltage. Almost all this power is dissipated 
in the tube since the plate current, with proper grid-voltage adjustment, 
normally flows in the ivrong phase to deliver or subtract energy from the 
oscillator tank circuit. The volt-amperes in the reactance-tube circuit 
are given by the product of the fundamental-frequency plate-current 

' Tehman, F. E., “Radio Engineers’ Handbook,” Sec. 5, Par. 21, p. 444, McGraw- 
Hill Book Company, Inc., New York, 1943. 
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component and the r-f tank voltage appearing across the reactance tube 
and will increase for a given plate dissipation as the angle of flow is 
reduced, resulting in a larger frequency 
shift for a given reactance-tube plate 
dissipation. 





> — 

koeo* 


(17-15) 


Fra. 17-27. — Approiirnate phase 
relations in an ideal reactance tube. 
Plate voltage and plate current out 
of phase by 90 deg; plate current 
and grid voltage nearly in phase. 
Distortion of pUte-eurrent pulse by 
unaymmetrieal plate voltage neglected. 


A further improvement in efficiency 
can be obtained by utilizing the fact 
that there is no need to maintain Eas^ 
equal to or greater than Es„ to reduce 
grid dissipation as in amplifier opera- 
tion, since these voltages now occur 90 
deg out of phase. It is possible, there- 
fore, to drive the instantaneous plate 
voltage to zero or even to negative 
values as long as a suitable positive 
plate voltage e-vists during the normal angle of plate-current flow.* 
This condition is realized physically simply by lowering Ej, to a 
value that may be even less than the peak r-f plate-voltage swing. The 
EdJit losses are reduced, while the reactive 
energy controlled by the tube is not affected 
as long as the r-f plate current and r-f tank 
voltage remain constant. The amount of 
reduction in Ejt is limited by the need for 
maintaining a positive plate voltage during 
the angle of flow, and in most practical 
cases the reactance-tube plate-supply volt- 
age is set only slightly less than the peak 
r-f voltage s^ing in the plate circuit, as 
shown in Fig. 17-28. ~ •*"* ““ 

An approximate calculation of circuit performance may be made in a 
manner similar to Class C amplifier analysis. Some fundamental dif- 
ferences are obvious, and it is helpful to make simplifying assumptions 
and approximations beyond those normally made in an amplifier analysis. 
For instance, it is generally assumed that the plate current flows 90 deg 
out of phase with the tank voltage and that the space-current pulse is 



Fio. 17-23. — Rcactance-tube 
operation with reduced plate- 
supply volta^. Minimum plate 
voltage, during angle of flow 
given by the expression" e' • 


• The minimum instantaneous plate potential «' reached during the angle of flow 
under ideal conditions Is 


(' = Ei, - E» sii 


(17-16) 
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symmetrical about its peak value.^ The errors introduced by these 
assumptions 'ndll vary from case to case but do not destroy the value of 
the analysis as a preliminary aid to setting up a reactance-tube circuit. 

The peak reactance-tube plate dissipation is roughly proportional to 
the Q of the tank circuit of the modulated oscillator, the total out- 
put power of the oscillator (useful output plus r-f circuit losses), and the 
peak percentage frequency deviation.* The dissipation under conditions 
where the frequency varies above and below an average value (the point 
B in Fig. 17-22) will, of course, be less than the dissipation at the peak 
svdng vl. The Class B or C operation, however, is set up for the expected 
peak swing away from the oscillator frequency when the reactance tube 
is nonconducting. It is obviously desirable to maintain the loaded 
operating Q as low as possible in the modulated circuit in order to reduce 
dissipation. 

An idea of reactance-tube dissipation can be obtained from Table 
17-2. 


Table 17-2. — Class C Reactance-tube Plate Dissipation 


Funda- 

mental 

fre- 

quency, 

Me 

Oscillator 

tube 

Reactance 

tube 

Oscillator 

output, 

watts 

Average 

deviation, 

% 

1 Frequency- 
swing 

Average 
reactance- 
tube plate 
dissipation, 
watts 

30 

Single section 
of type 829-B 

Single section 
of type 829-B 

10 

+5 

+ iKMc 

19 

30 

Single section 
of type 829-B 

Single section 
of type 829-B 

35 

+2 

+600 kc 

22 

50 

Push-pull 
type 829-B 

Push-pull 
type 6C4 

65 

-fO.25 

+ 100 kc 

10 

800 

(Water- 
cooled) 2C44 

(Water- 
cooled) 2C44 

7 

-bO.25 

+2 Me 

12 


The loss of power in the reactance-tube network resistance, though 
constant with proper design, is appreciable when large driving voltages 
are required. This dissipation increases rapidly as the angle of flow is 
reduced, since more driving voltage must be developed across the cathode- 
circuit resistance and the suitability of Class B or C operation to a 
particular case will depend on the power loss that can be tolerated. 

' The instantaneous plate potential at the peak of the reactanee-tube space-current 
pulse is Rdc, the plate-supply voltage. 

“ This is so because the total stored energy in the circuit is a function of the product 
Po X Q. A change in frequency requires a change in circuit stored energy propor- 
tional to the percentage frequency deviation, and this change is brought about by a 
greater or smaller flow of reactance-tube plate current. 
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'\Vhen a reactance-tube frequency-modulated oscillator is to be used 
at a single fundamental radio frequency, it is possible frequently to couple 
the radiation resistance of the antenna into the reactance-tube phase- 
splitting network as a portion or all of the required network resistance 
and thereby eliminate the normal loss of useful r-f power in that circuit, 
element. This requires an adjustment of the over-all phase-splitting 
network impedance to load properly the oscillator tank circuit. How- 
ever, such an arrangement cannot be used with the common-grid circuit 
as the grid-cathode driving voltage in this circuit is not constant since 
the current through the cathode impedance varies with modulation. 

The phase-splitting network may be any one of the several types 
providing for optimum phase adjustment. Circuit-element magnitudes 
must be such that the appropriate grid driving voltage is derived from the 
applied oscillator r-f voltage. 

The selection of network element values on the basis of a Class A 
analysis, as is usually done, is a good qualitative start to the final values 
and may be entirely satisfactory under some circumstances. Thus, 
though the modulated oscillator circuits discussed in the section on 
common-grid reactance tubes were set up on a Class A analysis basis, 
the actual operation was found improved, in some cases, by Class C 
operation. The curve plotted in Fig. 17-22 was obtained under Class 
C conditions. 

For most applications it is necessary to amplitude-modulate the react- 
ance tube since it must produce frequency modulation in accordance 
with an amplitude-modulated signal voltage. This is conveniently done 
in the grid circuit in a manner similar to the grid modulation of Class C 
amplifiers and with similar modulating-voltage requirements. Here 
the similarity ends, for there is little or no variation in oscillator or 
reactance-tube plate-voltage swing under modulation, nor are there the 
usually severe restrictions on grid-voltage swung imposed by linearity 
considerations as in amplitude modulation. 

17-21. Frequency Modulation by Reactance Switching. — If an actual 
physical reactance of constant value is periodically inserted into the 
frequency-determining circuit of an oscillator for a fraction of each oscil- 
lator r-f cycle, it will be found that the oscillator frequency is a function 
both of the value of the reactance and of the portion of the r-f cycle during 
nliich it is inserted. By controlling the moment in the cycle and the 
duration of the insertion in accordance ivith the modulation, frequency 
modulation may be attained. A control of this with the more con- 
ventional methods shows that a physical reactance of constant value is 
placed in the oscillator tank circuit for a portion of each r-f cycle instead 
of an electronically simulated reactance for the entire cycle. In one 
case, the length of time the reactance is inserted is made a function of the 



Sec. 17-21] 


MODULATION OF POWER OSCILLATORS v- 


423 


modulating voltage, while in the other the actual magnitude of the 
reactance is determined by the modulating voltage. 

The basic circuit is given in Fig. 17-29. The required reactance X 
is necessarily an inductance when used with a vacuum-tube switch 
because of phase relations and 
unidirectional current flow in a 
vacuum tube.’ Either a lumped or 
a linear circuit element may be 
used, connected to the oscillator 
tank circuit through the switch S, 
which must be an electronic device 
to permit the moment and duration 
of switching to be a function of 
voltages of both modulation and 
oscillation frequencies' 

If, for example, the electronic switch closes during that portion of the 
cycle in which the instantaneous voltage applied to the tube exceeds some 
arbitrary amplitude, such as E in Fig. 17-31, the time of flow of current 
during each r-f cycle and, hence, the quantity of reactive current and the 
volt-amperes controlled are made a function of the modulation voltage. 
The flow of current through the modulating circuit is essentially 90 deg 
out of phase with the oscillator tank-circuit voltage when the series react- 
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17-29. — Basic reactance-switching 
circuit. 
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Resonating with 
Cpk and Cqk at 
Operating Frequency 


Fig. 17-30.— -Practical circuit with high- 
Bm triode tube. (Z /2 may be omitted at fre- 
quencies where Xcpi+Cak » Xu.) 



Fig. 17-31. — ^Variation of r-f current 
during a modulation cycle. Switch closed 
during shaded portion of r-f cycle. 


ance X in the modulation circuit is large compared with the series resistance 
presented by the switch during the time of flow. This is true in the prac- 
tical case at low frequencies, since the minimum resistance of the switch- 
ing tube is then small compared vuth the reactance of a suitable circuit 
element and the branch reactances of the resonant oscillator tank circuit. 
This is not true, of course, during the time the tube is changing from the 
‘ off” to the “on” state, as it must passthrough a resistance value com- 
parable to the inserted reactance. This period can be kept a very small 
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fraction of the r-f cycle so that loading is minimized. Voltages produc- 
ing excessive grid currents are not applied to the grid element of the triode 
tube in Fig. 17-30, because as soon as a large current starts to flow, the 
voltage drop in the series reactance subtracts from the tank-circuit 
voltage to limit that applied to the tube itself. 

An ideal switch would be one that goes from a condition of infinite 
resistance to one of zero resistance. This is unobtainable in practice 
because the frequency of operation in most cases dictates the use of a 
high-vacuum tube as a switching device. Either a diode or a multi- 
electrode tube connected in a cathode-follower circuit is a usual solution, 
each having certain advantages with respect to the other, but both having 
the disadvantage of a finite switching time and an appreciable minimum 
resistance during the time of current flow in the circuit. 

The input adnaittance of a triode connected as shown in Fig. 17-30 is 
approximately 


+ k,) + MCl, + Ckp) (17-17) 

where g„ = tube transconductaoce 

kp — 1/rp 

Ckt = grid-cathode capacitance 
Ctp « plate-cathode capacitance 

Y » input admittance of the tube looking into the terminals A-B 

The conductance is relatively independent of frequency, while the 
susceptance that shunts this conductance (unimportant at low fre- 
quencies) is frequency sensitive. 

The impedance of the tube interelectrode capacitances limits the 
impedance the switch offers at current cutoff and must be tuned out at 
very high and ultrahigh frequencies. 

While the minimum series resistance presented by the vacuum-tube 
switch during the time of current flow is fairly independent of frequency, 
the series reactance X must decrease with an increase of frequency to be 
effective in shunt ^vith the decreasing branch reactances of the normal 
oscillator tank circuit. The reactance value in ohms is no longer much 
larger than the switch resistance at ultrahigh frequencies, and the current 
flow is no longer approximately 90 deg out of phase with the applied 
voltage. The resultant oscillator loading increases as the frequency is 
raised and as the ohmic reactance value of X is decreased. 

The total loading of an oscillator by a modulating circuit of this type 
is a complicated function of a number of effects. Practically, the absorp- 
tion of oscillator power increases with the operating frequency but, 
at a given fundamental frequency, varies with the incremental frequency 
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shift, as sho’wn in Fig. 17-32. At low frequencies, tuning ranges as high 
as 2:1 may be swept without appreciable loss of oscillator power or inci- 
dental amplitude modulation. In the v-h-f and u-h-f ranges, react- 



Frequency, Me 

Fig. 17-32. — Characteristics of a 6C4 triode oscillator frequency-modulated by the circuit 

of Fig. 17-30. 


ance-tube circuits compensated for parasitic amplitude modulation are 
generally preferred to the circuit described in this section because they 
load the oscillator less. 




CHAPTER 18 


GENERAL DESIGN CONSIDERATIONS 
OF HIGH-POWER ULTRAHIGH-FREQUENCY TRIODE 
AND TETRODE OSCILLATORS 

By W. G. Dow and Gunnar Hok 

18-1. Introduction. — ^The design of high-power triodc or tetrode 
oscillators for ultrahigh frequencies differs from the design of low-power 
oscillators mainly in the respect that larger values in equipment and man- 
power are at stake in the laboratory, as well as in the field, and that cut- 
and-try methods are not so easy and attractive as for small oscillators. A 
more thorough understanding and careful analysis of the factors that 
influence the efficiency, frequency stability, and modulation properties 
of u-h-f oscillators are, therefore, of considerable value in dealing ^ith 
high-power oscillators. For that reason this chapter outlines the modi- 
fications necessary in applying the theory of Class C oscillators in the 
u-h-f field. 

18-2. General Equivalent Circuit of an Oscillator. — Fundamentally 
all sine-wave oscillators can be considered as made up of three parts, a 
nonlinear admittance (ffy, By in Fig. 
18-1), the real part of which is nega- 
tive, a resonant system (C, L, (?» in 
Fig. 18-1), and a load conductance 
((?l), or, if the load is reactive, a load 
admittance (Yl). The admittance of 
a circuit element is said to be non- 
linear if the fundamental component 
of the current through the element is not directly proportional to 
the sinusoidal voltage component of the same frequency across it, or if 
the phase difference between these two components is not independent of 
their amplitude, or both. 

In most oscillators in the microxvave field the resonant system has 
distributed constants, i.e., is formed by resonant lines and cavities. For 
high-Q systems it is, however, possible to represent very accurately each 
resonance mode within a small frequency range at resonance by an equiva- 
lent circuit xvith lumped constants L, C, and Go. Let it be assumed that 
the frequency of the fundamental component of the current ly through 
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the resonant system is the same as the resonance frequency of this system 
{i.e., Bif = 0). In this case the current Ix and the voltage Bj, are in 
phase, and the shunt impedance offered to In is simply the reciprocal of 
the sum of Go and Gl. If, for the purpose of tliis discussion, the Q of 
the cavity is taken to be the ratio of circulating r-f current to the current 
through the conductances (as is true in lumped-constant circuits), the 
loaded Q of the tank circuit is 


Ql 


Be _ Bl 
Go -{- Gz, Go + Gl 


(18-1) 


where the shunt capacitive and inductive susceptances are equal and can 
be expressed, respectively, 

Be 2wfC 
1 


Bl = 


27r/L 


(18-2) 

(18-3) 


Equation (18-1) can be rewritten as 


Ql = 


1 


Go + Gl 


"s/BeBi 




Go ^ Gl "y L 


(18-4) 


Similarly, the unloaded Q is obtained by removing the load conduct- 
ance Gl 

1 IC 


Qo = 


GoML 


(18-5) 


Equation (18-4) is important because it gives the relation betiveen two 
important characteristics of the loaded resonator, its shunt impedance 
l/(f?o + Gl) at resonance and its band wddth to modulated waves as 
represented by the loaded Q. It ivill therefore be necessary to refer back 
to this equation when the design considerations for the tank circuits of 
oscillators are discussed. 

18-3. Conditions for Oscillation. — ^The conditions required for steady- 
state oscillation are 

25 = 0 (18-6) 

XG = 0 (18-7) 

These two relations determine the possible frequencies of oscillation 
and the corresponding amplitudes of oscillation. 

In the case of a triode or tetrode oscillator the nonlinear admittance is 
formed by a feedback network and an amplifier, as sho-svn in Pig. 18-2a. 
A portion yEL of the voltage across the resonant circuit is applied to the 
input of the amplifier tube and causes an equivalent electromotive force 
^ = y-yEL in the output circuit of the tube, which has an internal imped- 
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ance Zp. The fraction 7 can in general be positive, negative, or complex. 
The net current delivered by the amplifier tube is 


Bl{. 1 — uy) 


and consequently the nonlinear admittance 


i'x p-^ =» Gx +jBx = + + Y/ ' 


(18-8) 


(18-9) 


uhere Y/ is the input admittance of the feedback network. Yf is, in 
general, linear and can be thought of as part of the resonant system. 
For tetrode oscillators with high plate impedance the equivalent cir- 
cuit in Fig. 1&-2& is more suitable. 
Instead of the voltage generator E 
with impedance Zp, a current generator 
7 with an admittance yp is used to 
0 ^ represent the internal plate circuit of 
flil the tube. The following relations are 
obtained from Fig. 18-2&: 

Ix = J- ElVp = 

Eibyr^-Vp) (18-10) 
where ijm is the transadmittance 0 ! 
the amplifier 


l'.v = - 



Amplifier 

M 

Feedbeek Nelmrk 





Fa » 


-m (18-12) 


if y, and Yf arc negligible in com- 
parison nith yn. 

18-4. Frequency Pushing. — In an ideal triode or tetrode oscillator 
(7v is a function of the amplitude of oscillation but independent of fre- 
quency, while Bk may be a function of frequency but independent of tlie 
amplitude of oscillation. Such an oscillator is ideal in the sense that 
the frequenej* will not change if the amplitude is varied by changing the 
applied voltages, and the amplitude null not change if the frequency is 
varied by changing the tuning of the resonator. 

At medium frequencies it is possible to realize these conditions n 
and Zp are real and independent of frequent^, so that By will be zero at all 
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amplitudes and Gn independent of frequency if y is also real and at least 
approximately independent of frequency Avithin the frequency range of 
the oscillator. 

At ultrahigh frequencies the conditions are quite different, because 
of the finite transit time of the electrons. All changes in the flow of 
electrons in the tube will lag the voltage that causes them. This means 
that both ^l and Zp mil be complex. The nonlinear input admittance of 
vacuum tubes is generally appreciable at these frequencies and must be 
considered as part of the feedback network. This will tend to make y 
nonhnear as well and dependent as to phase and absolute value on transit 
time effects in the grid circuit. It will be shovm later that Yn must be 
approximately real in order to obtain good efficiency. It is in general 
possible to meet this condition also at ultrahigh frequencies by adjust- 
ment of y, but variations in amplitude of oscillation ^vill upset this 
balance. In other words, at ultrahigh frequencies the condition Bk = 0 
does not remain satisfied at all amplitudes of oscillation. The fact that 
variations in amplitude will cause variations in the susceptance Bn is 
responsible for the so-called frequency pushing {electronic tuning), i.e., 
the variation of the frequency of oscillation "with input current (direct 
plate current) in u-h-f oscillators. 

Frequency pushing is a serious drawback in u-h-f oscillators. Even 
at medium frequencies, where this phenomenon is not nearly so promi- 
nent, the use of high-power modulated oscillators has been abandoned 
because of their poor frequency stability. Instead, it is the well-known 
standard practice to use small crystal-controlled constant-amplitude 
oscillators followed by a number of power-amplifier stages, one of which 
is modulated. 

A similar course of development can be expected in the microwave 
field, but at the present time power amplifiers are not available above 
1000 Me for any appreciable power. Therefore the problem of frequency 
pushing, which exists for magnetrons and klystrons as well as for feedback 
oscillators, is still of considerable importance. 

One consequence of frequency pushing is that the average or carrier 
frequency generated by the oscillator will depend on the applied voltages; 
it ■wall therefore be subject to variations unless these voltages are care- 
fully stabilized. Furthermore, amplitude modulation will always be 
accompanied by frequency modulation. This means that the modulated 
transmission will occupy an unnecessarily broad frequency channel. The 
congestion in the frequency spectrum is not yet a serious problem in the 
microwave range, but the wider frequency band transmitted reduces 
the signal-to-noise ratio at the receiver and thus requires for the same 
signal-to-noise ratio a larger transmitter power than would purely ampli- 
tude-modulated transmission. 
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An example of the magnitude of the frequency pushing of a high-power 
oscillator can be given from modulation tests with “resnatron” tetrode 
oscillators, to be described in the Chap. 19. Frequency variations of the 
order of 1 to 3 Me were obtained at a carrier frequency of 500 Me when 
the plate current was varied between a low value and full power. 

The possibility of using frequency modulation presents a more favor- 
able picture than amplitude modulation. The inverse of pushing, t.c., 
amplitude variations caused by the frequency variations, will in general 
be of negligible magnitude. 

In order to discuss the factors that determine frequency pushing and 
the measures that can be taken to reduce pushing to a minimum, it is 
convenient to consider a tetrode oscillator in the terms of Fig. 18-26 
and Eq. (18-12). A tetrode is chosen because of its definite advantages 
for u-h-f operation, which will be discussed in Sec. 18-9, and also because 
Chap. 19 will deal with a remarkable development in the field of tetrode 
oscillators. The arguments presented here can, however, mth a slight 
modification also be applied to triodes. 

In the expression for the nonlinear admittance given by Eq. (18-12), 
only the absolute value, but not the phase, of Yx will vary with the ampli- 
tude of oscillation if nonlinear but real, t.c., if the transit time of 
electrons is negligible. Consequently, as was pointed out above, By and 
the frequency of oscillation can be maintained constant if Fv is real 
(By » 0). 

When the transit time of the electrons in the tube is not negligible in 
comparison with one cycle of the oscillation, y„ is not only nonlmear but 
also complex. Both the absolute value and phase of Fy then vary with 
the amplitude of oscillation. The feedback factor can be adjusted so 
that By = 0 at one amplitude of oscillation, but when the amplitude 
varies By will not remain zero, because y is linear, or if the grid losses of 
the tube are appreciable, nonlinear but according to another — and quite 
different — relation from y„. The transit time and the phase angle neces- 
sarily varj' with the applied voltages; for a given tube very little can be 
done to reduce these variations. Reduction of the frequenc}' variation 
pss be obtained if the phase a7?g)e of y varies yaith heqaeney in 

such a way as to compensate for the phase change in y„. This, however, 
requires among other conditions a high-Q feedback circuit and low grid 
losses, conditions that are seldom realized in high-power high-efficiency 
oscillators. 

If the variations of By are more or less determined by the factors men- 
tioned above, it is still possible to reduce the frequency pushing by design- 
ing a resonant sj’stem that requires a very small change in frequency 
to give a susceptance equal to By but of opposite sign. The susccptance 
of the resonant circuit in Fig. 18-2 is 
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25co(7 « 25 




L 


(18-13) 


where wo = ll^/CL and 5 = (« — wo)/t<5. 

To ensure as little frequency modulation as possible, the tank cir- 
cuit of the oscillator therefore should be designed with as small y/L/C as 
possible; at the same time the loaded Q should be kept low enough to 
permit transmission of the amplitude-modulation side bands. According 
to Eq. (18-4) this leads to a low shunt impedance. This is in conflict 
with efficiency considerations, as will be shown in a following section. 
For a given tube it is thus necessary to make a compromise among fre- 
quency stability, modulation band -wddth, and efficiency. 

18-6. Mode Selection. — When the resonant sj'stem has more than 
one resonance mode, it is rather important to predict and control which 
mode the oscillator vdll excite. The general principles of mode selection 
can be derived by an extension of the fundamental analj'-sis outlined 
above in Sec. 18-4. 

Free oscillations in linear resonant systems have the form 


sin (w„< + 4>„) 


(18-14) 


where and are constants dependent on the initial conditions. For a 
simple circuit consisting of a capacitance C, an inductance L, and a con- 
ductance G 


G 03 G 03 

W ~ ~2'^~ “2Q 



Wo 


(18-15) 

(18-16) 


In a linear S 3 ’'stem with a number of resonance modes one oscillation 
of the form of Eq. (18-14) can exist for each mode, and the attenuation 
and the frequency of each oscillation can be interpreted in terms of the 
constants of the equivalent circuit of the corresponding mode according 
to Eqs. (18-15) and (18-16). 

The relations given above are not valid for nonlinear systems, but it 
IS a fair approximation to consider all phj'^sical systems linear for infini- 
tesimal amplitudes. We can thus discuss the initial instants when the 
oscillations start building up. Empirical knowledge of the behavior of 
nonlinear oscillators enables us to state at least qualitatively what hap- 
pens when the oscillations reach finite amplitudes. 

If conditions favorable to oscillation exist in a system with a nonlinear 
negative conductance and a number of resonance modes, the thermal 
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agitation pulses will excite all the modes. All modes for which the 
exponent is positive wll start building up exponentially at the rate 



where the subscript n as before denotes an arbitrarily defined mode 
number and N refers to the nonlinear admittance as in Fig. 18-1. The 
quantity Qy = uC/Gif has been introduced by analogy with Q = uC/G. 

The mode with the largest exponent will very soon predominate. 
Usually, but not necessarily always, the nonlinearity wll have the effect 
of gradually reducing the negative conductance for the predominant oscil- 
lation as the amplitude increases, until equilibrium is established. The 
"saturation” of the nonlinear element by the predominant oscillation 
suppresses the oscillations in the other modes. In other %vords, the 
exponents of the other oscillations, averaged over a cycle of the pre- 
dominant oscillation, are negative, and those oscillations will therefore 
die out. It is a general rule for nonlinear sine-wave oscillators that under 
steady-state conditions only one frequency is generated at a time. When 
two or more frequencies, except harmonics, are present in the output of an 
oscillator it is often due to rapid periodic shift between two modes. It 
may also be due to a modulation or cyclic interruption of the oscillations. 
In the latter case the oscillator may be said to oscillate with two different 
frequencies, but the frequencies are usually of quite different order of 
magnitude, and the equivalent circuit and mechanism of oscillation are 
also different, so that it is more correct to regard the device as two dif- 
ferent oscillators with some common elements. 

The expression for the exponent given by Eq. (18-17) states that three 
factors determine the initial mode selection: the frequency, the Q of the 
mode, and Qy, the "negative Q" due to the nonlinear element. High- 
frequency high-Q modes are favored if Qy does not vary unfavorably with 
frequency. For triode and tetrode oscillators it was shown in Sec. 18-3 
that the negative conductance is determined chiefly by the feedback 
factor y and the transadmittance y„ (Eki. 18-11). In order to design an 
oscillator to operate in one particular mode of the resonant system, we 
should thus make the feedback network support the desired mode and 
discriminate against all others, particularly those of high Q. If the 
feedback network does not discriminate sufficiently against one particular 
mode, it is often possible to change the resonance frequency of this mode 
in such a way that sufficient discrimination in the feedback network is 
obtained. 
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A common example of a system with two or more modes is a resonant- 
line tank circuit, tunable and driven from a point at a fixed distance from 
one end of the line, as shown in Fig. 18-3. The driving point AA is the 
point on the line where the electrode system of the tube is situated. ^ In 
order to eliminate factors unimportant to the argument it is convenient 
to assume that Gnv!, the value of the negative conductance Gnu in Eq. 
(18-17) measured at the ■point AA, remains constant when we tune the 
lesonator and that the load conductance G„ measured at a voltage antinode 
also remains constant. In determining the exponent of rise a„, all the 
circuit constants are referred to the voltage antinode, and the following 
expression is obtained; 

~ ^ "v/c ~ ( 18 - 18 ) 

where a„ is a transformation constant that is equal to unity when AA 
coincides with the voltage antinode and equal to zero when AA coincides 
with a node. When the tuning of the resonant line is changed from the 
state indicated in Fig. 18-3a through the state shown in Fig. 18-35, the 
exponent of rise ai for the fundamental mode -will gradually increase, 
while the exponent aa for the second mode will gradually decrease. If 
Ga is largest initially, ai will at some 
point equal Ga and from then on 
remain the larger until aa rises again 
to the same value on the other side 
of the voltage node. Thus as long 
as the resonant line is tuned to a 
relatively low frequency, the oscil- 
lator may operate in the second 
mode, but as the tuning is changed 
toward higher frequencies it will pre- 
fer instead to operate in the funda- 
mental mode. This analysis refers 
only to the mode selection at the 
start of oscillations and does not 
directly apply to the tuning of an oscillator during continuous operation. 
It is obvious, however, that when a„ approaches zero at the voltage node 
of a certain mode, oscillations can neither build up nor be sustained in 
that mode. 

18-6. Circuit Efldciency and Electronic Efficiency of Oscillators. — In 
the preceding sections the conditions under which an oscillator wiU oscil- 
late and the circumstances that govern mode selection in oscillating sys- 
tems with more than one resonance mode have been outlined. The next 
five sections will deal "with a third important topic concerning oscillators, 


(a) 




(b) 


Fig. 18-3. — Excitation of diffeceiit modes 
in a resonant line. 
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viz., their efficiencj'. It is customary to consider separately the efficiency of 
two processes in the oscillator: (1) the conversion of d-c power to a-c power 
due to the interaction between the electrons and the field in the interelec- 
trode space, which gives the electronic efficiency or clectron-inkTaction 
efficiency; and (2) the transfer of the a-c power through the tank circuit 
to the output terminals of the oscillator, which gives the circuit efficienaj. 

Most of the discussion here will be concerned with the electronic effi- 
ciency. An expression can easily be found for the circuit efficiency in 
terms of the constants of the equivalent circuits in Figs. 18-1 and 18-2. 
Tlie power delivered to the output terminals ndll be represented by 
ElKIl and the losses in the tank circuit by El^Go. Consequently, the 
circuit efficiency is given by 

(18-19) 

The electronic efficiency is conventionally taken as the -plate efficiency, 
t.c., losses in grid and screen circuits are not included, The grid driving 
power will consequently have to be accounted for as an additional loss 
conductance across the tank circuit or as part of the output. 

18-7. Electronic Efficiency of Class C Oscillator at Medium Fre- 
quencies. — Before u-h-f oscillators arc discussed, it may bo well to review 
briefly the factors that determine the plate efficiency of Class C oscil- 
lators at medium and low frequencies, where the time of transit of the 
electrons between the electrodes is negligible compared with the period of 
oscillation. 

In any Class C amplifier or oscillator, or similar electronic deince that 
generates a-c power, whether at low, high, or ultrabigh frequency, good 
electronic efficiency wdl be obtained only if electrons accelerated by the 
d-c field have little or no energy when they return to the metallic circuit 
by striking an electrode. 

When transit time is negligible, three factors wU determine whether 
or not this condition is satisfied in a triode or tetrode oscillator: 

1. The plate swing. Tlic instantaneous value of the plate voltage must at 
its low e'slrfjjjc appreorh Ihc faJbodo potential as slowly as possible without 
causing a sharp reduction in plate current. The crest value of the alternating 
component of the plate voltage ^outd be 80 to 00 per cent of the direct plate 
voltage. 

2. The angle of flow. Plate current should flow only when the instantaneous 
phate voltage b close to its minimum; the angle of flow should therefore be con- 
siderably less than half a cycle. 

3. The pha«e angle between the fundamental components of plate current 
and plate voltage. The peak of the current pulse should coincide as closely ns 
possible with the minimum of the instantaneous plate voltage. 
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Terman has pointed out^ that the shape of the current pulse has within 
wide limits negligible influence on the efficiency. The output power is, of 
course, affected by size and shape of the pulses and, consequently, by 
the relation between grid drive and grid bias, by emission capability of 
the cathode, and by the removal of electrons from the electron stream by 
control and screen grids. 

For a particular power output there is an optimum value of the shunt 
impedance offered by the tank circuit. When current and voltage are 
in phase, i.e., at tank-circuit I'esonance, the shunt impedance is the 
reciprocal of the total conductance Go + Gl, and the optimum value 
occurs when the fundamental component of the plate current multiplied 
by the shunt impedance gives the optimum plate s%ving. If the shunt 
impedance is lower than optimum, the plate swing vdll be smaller and the 
efficiency will be lower because the electrons will hit the plate with more 
energy. If the shunt impedance is higher than the optimum value, on 
the other hand, the current leaving the cathode may be reduced by the 
low or negative plate voltage, and electrons approaching the plate may 
be “rejected ” for the same reason. The electronic efficiency may remain 
high, since this efficiency does not take into account control-grid and 
screen-grid losses, but the output power will drop. In a tetrode the over- 
all efficiency ■will be reduced if the rejected electrons go to the screen. 

The requirernents, as far as tank-circuit design is concerned, encoun- 
tered so far are (c/. Sec. 18-4) as follows: 

1 . = desired frequency of oscillation 

27r VCL ^ 

2 . (ri -{- (to = reciprocal of optimum shunt impedance for best electronic 
efficiency 

3. ffi = 2 to 5 X Go for reasonable circuit efficiency 

4. -s/LfC should be as small as possible, for frequency stability 

1 (C 

5. Ql - ^ — i- 79 - . Y’ ^ value determined by required band width for 

Cro + (j'L 

modulation 

As (?o cannot be made smaller than a certain value given by shape and 
size of the resonant system, there are five conditions to be satisfied by 
means of only three variables, L, C, and Gl, which is in general impossible. 
A compromise AviU have to be made according to the importance of the 
various requirements for each particular application. 

A large band width wit h rea sonable shunt impedance, for instance, 
requires a relatively large s/hfC, which necessarily gives poor frequency 
stability. High shunt impedance and high frequency stability require 

^ Terman, F. E., and W. C. Roake, Calculation and Design of Class C Amplifiers, 
Rtoc. I.R.E., 24, 629 (1936). 
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email Gl and -s/L/C, whldi "will pve poor circuit efficiency and narrow 
band wdth. 

18-8. Electronic Efficiency of the Ultrahigh-frequency Grounded-grid 
or Grid-separation, Oscillator. — One of the outstanding features of 
modem u-h-f tetrodes and triodes is that their electrodes are designed to 
form continuous parts or extensions of the resonant lines or cavities that 
form the oscillator circuit. Any cavity wall of which the grid forms a 
part must necessarily separate the anode from the cathode. The 
grounded-grid circuit, where resonant lines or cavities are connected 
between cathode and grid, and between grid and plate, is therefore the 
natural circuit for these tubes. 

Feedback Network 



Fid. lS-4 — Equlv&Ienl network of a grounded-sxid oscillator. 

An equivalent circuit of the grounded-grid or grid-separation oscillator 
is shown in Fig. 18-4, drawn in the manner of Fig. 1&-2&. The oscillator 
tube is represented by a grid-cathode admittance y^, a transadmittance 
and a plate-cathode admittance The feedback network is repre- 
sented by its input and output self-admittances Fi and F# and its transfer 
admittance Fij. The cathode-grid cavity thus forms part of the admit- 
tance Fj. Prom this equivalent circuit the following equations are 


obtained: 

1 = E,y„ (18-20) 

(18-21) 

Zi = = Ml + B.ri, (18-22) 

U - Ml! -t- fi.ri (18-23) 

7, - -(Z, + £,y,) (18-24) 


and the nonlinear admittance 


. (y« + yp ~ Fii)(F» j/p) Q8_25) 
+ Vp + J/e + Fj 
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The large admittances in this expression are ym and Y 2 . 
a rough approximation 


1 - 


Y 


12 


Y^ 


12 ^ 

1 + — 
Vm 


1 + — 

Hm 


Consequently, as 


. (18-26) 


Allowance for the finite transit time of the electrons has been made by 
using complex admittances yg, ym, yp for the tube constants. Since the 
oscillator is operating with grid current, a fourth tube constant exists, 
the transadmittance representing the influence of the plate voltage on 
the grid current. The corresponding current generator has been shown 
TOth broken lines in Fig. 18-4. In tetrodes, however, this transadmit- 
tance is small and will be neglected here. 

The feedback circuit shown in Fig. 18-5 gives an example of a practical 
arrangement for an u-h-f oscillator. Here 


Fi2 — — 

F2 = F.+icoC/ 
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Fig. 


18-5. — Feedback network 
grounded-grid oscillator. 


of 


where C/ is the feedback capacitance and Fi- is the admittance of the 
cathode-control-grid cavity. The properties of this circuit at medium fre- 
quencies can be judged from Eq. 

(18-26). ym is then real, and F 2 will 
have to be a capacitive susceptance. 

Because of the real term in the 
denominator, Yu cannot be made a 
pure negative conductance. The 
phase condition for good electronic 
efliciency can thus not be satisfied, 
as the current In (or 7p) is never 
exactly in phase with El. Therefore this circuit cannot be expected to 
give good efficiency at medium frequencies. 

The operation of this circuit at ultrahigh frequencies will be discussed 
in the following sections, after a description of the motion of the electrons 
in triodes and tetrodes at frequencies where transit time becomes 
important. 

18-9. Electron Flow in Triodes and Tetrodes at Ultrahigh Frequen- 
cies. — The term transit time refers to the time required for the flight of an 
electron through the spaces between the successive electrodes. It is 
usually described by stating the transit angle, i.e., the fraction of a cyclic 
period in degrees or radians during which the entire flight or some specified 
portion of it takes place. Thus one may talk of the cathode-to-grid 
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transit angle, which measures the time in radians required for an electron 
to travel from the cathode surface to the plane of the grid. However, 
electrons that leave the cathode at one moment of the cycle have transit 
angles different from those departing at another moment. It is usually 
possible to choose some represaitative or average value of a suitable 
parameter and describe the transit angle in terms of that value. For 
example, the peak value of the grid-plane potential relative to the cathode 
or the average value of this potential, taken over the angle in which its 



instantaneous value is positive, may be used to calculate a characteristic 
cathode-to-grid transit angle. 

In Fig. 18-6 the flight of the electrons in a triode is shown in a qual- 
itative fashion. The ordinate of the upper diagram represents distance 
from the cathode; the position of the grid and anode are indicated by 
horizontal lines. The abscissa represents time in degrees of a cycle. 
The slope of a curve representir^ the motion of an electron will con- 
sequently indicate the velocity of the electron. The sine-wave curve in 
the lower diagram describes the variation mth time of the grid-plane 
potential of the tube relative to the cathode. At the moment AA the 
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grid-plane potential passes upward through zero, so that at that moment 
electrons will begin to leave the cathode. At the moment BB the grid- 
plane potential passes downward through zero, so that from then on no 
electrons leave the cathode until the moment AA is repeated again in the 
next cycle. 

Between the moments AA and BB all electrons in flight are accelerated 
toward the grid and pass the grid plane at their maximum velocity. 
After the moment BB the electrons wdll experience a retarding field during 
part of their flight and pass the grid plane at progressively lower velocity 
or return to the cathode. All electrons leaving the cathode before the 
moment CC pass the grid plane; the others are turned back. The first- 
mentioned group crosses the grid plane during the time corresponding to 
the angle indicated as 6. The distance-time curves are sho\vn as straight 
lines between grid and anode. This would be correct only if there were 
no potential difference, which is obviously not so, but this oversimplifica- 
tion does not substantially alter the conclusion to be drawn. 

It might seem proper to consider 6 the angle of flow of the plate cur- 
rent. Such is not the case, however, for as long as electrons are traversing 
the space from grid to anode, current is flowing through the external cir- 
cuit between these two electrodes, 
and in the diagram electrons are 
arriving at the plate as late as at 
the moment D. It may therefore 
be more nearly correct to call the 
interval 6' on the diagram the angle 
of flow. The value of 6' certainly 
is affected by the assumption that 
no electric field exists between grid 
and anode, but the described effect 
of spreading or debunching of the 
electrons, caused by their different 
velocities at their entrance into this 
space, is a real one. A comparison 
between the shapes of plate-current pulses ■with and without this effect 
appears in Fig. 18-7. As the plate current tails off asymptotically to 
zero in the lower picture, it is a little difficult to define when the angle 
of flow ends. 

This diagram is a convenient basis for a discussion of the various 
effects produced on the operation of the oscillator by the finite transit 
time of the electrons. 

The most direct consequence is the lag of the electron stream with 
respect to the alternating grid voltage. Study of Fig. 18-6 shows that 
the current pulse between cathode and grid lags this voltage by a little 


AAA 


(0) 




(b) 

Fia. 18-7. — (o) Typical plate-current 
pulses when transit time is unimportant; 
(6) form of plate-current pulse to bo 
expected when debunching effect resulting 
from unequal grid-traverse velocities is 
pronounced. 
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less than half the average cathode-grid transit angle, and the lag of the 
current between grid and plate is larger by half the average grid-anode 
transit angle. The transit angle in the cathode-grid space is larger 
because of the low velocities at the cathode; the effects of the correspond- 
ing time lag are consequently observed at lower frequencies than any 
other transit-time effect. 

The angle of flow is affected in two different ways; (1) by the dehinch- 
ing of the stream of electrons between grid and plate, caused by the 
gradual decrease during each pulse of the velocity with which the elec- 
trons traverse the grid plane, and (2) by the relatively long interaction 
lime, i.e., the time of flight between grid and plate. Both effects tend to 
increase the angle of flow. To understand the effect of the prolonged 
interaction time it is necessary only to remember that the plate current 
associated with any electron begins to flow when that electron passes 
through the plane of the previous electrode and continues to flow until 
the electron reaches the anode. It is here assumed that the previous 
electrode, grid or screen, acts as a perfect electrostatic screen; if this is 
not true, some plate current will start to flow as soon as the electron 
leaves the cathode. 

In tetrodes the conditions are somewhat more favorable. Between 
the grid and the screen all electrons will bo subject to a very strong 
accelerating field. When they pass the screen they vdW have much higher 
velocity than at the grid plane in a triode, and the relative difference 
between their velocities will be negligible. In the screen-plate space 
they will meet a retarding field, so that they will reach the plate with as 
low velocity as in a triode. 

The transit angle between grid and screen may be readily taken into 
account in this analysis. The r-f impedance between grid and screen 
should be low so that no appreciable r-f voltage exists betw'een them. 
The grid-screen transit angle then appears only as part of the phase 
difference between the groimd-to-cathode current {—Is in Fig. 18^) and 
the plate-to-ground current {Ip in Fig, 18-^) and contributes to the sus- 
ceptance components of the tube constants pp, y„, and pg. 

The improvements gained by the introduction of the screen are (1) 
reduced phase difference between ground-to-cathode and screen-to- 
ground current, (2) reduction of the angle of flow by elimination of 
debunching, (3) reduction of the angle of flow by reduction of the inter- 
action time in the screen-plate space. 

18-10. Effect of Transit Time on Efficiency. — ^The qualitative descrip- 
tion of the electron motion in triodes and tetrodes given above furnishes 
some background for a discussion of the efficiency of these tubes as oscil- 
lators under conditions of appreciable transit time. 

The conditions for good efficiency are not so easily stated as in the 
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lower frequency oscillators. The instantaneous voltage on the plate is 
no longer a measure of the kinetic energy of an electron at the impact, 
because the electron has been moving through a changing field. The 
kinetic energy of the electron is proportional to the time integral of 
the electric field in the direction of its path, not to the line integral of the 
electric field at the instant of impact. This circumstance changes the 
requirements as to plate swing and phase angle between the a-c plate 
voltage and the current pulse, but the importance of a small angle of flow 
remains unchanged. 

If it is assumed that all electrons pass the screen or grid plane with 
the same velocity, a plot of the kinetic energy of the electrons at the 
impact expressed in electron volts will look qualitatively as sho^vn in 
Fig. 18-8. The difference in phase position and voltage amplitude 
between this curve and the instanta- 
neous plate voltage increases mth in- 
creased interaction time. There is still 
an optimum plate-voltage swing, but 
its value is appreciably larger than in 
a medium-frequency oscillator. The 
instantaneous plate voltage may very 
well become negative for a brief interval 
without causing electron rejection at the 
anode. The optimum phase angle be- 
tween the plate-current pulse and the 
a-c plate voltage is not exactly 180 deg 
but probably does not differ very much 
from this value. The reason for the 
difference is that the electrons, in a 
tetrode at least, spend more time in the rio. 1 8-8.— Electron transit and im- 
retarding field close to the anode, Avhere energy, 

their velocity is lower. The transit angle of the electrons that suffer 
the largest retardation is therefore not centered at the instant of minimum 
plate voltage but displaced somewhat to the left of this instant in the 
diagram. 

This discussion indicates that the plate-voltage swing and the phase 
difference between plate voltage and plate current are for best efficiency 
subject to restrictions of the same type as at lower frequencies. The opti- 
mum plate swing may be 10 to 30 per cent higher owing to the transit- 
time effect, and the phase angle will differ somewhat from 180 deg, but 
there seems to be strong evidence, experimental as Avell as theoretical, 
that an optimum exists in both these respects. In circuit design, margin 
for adjustment by experiment should therefore be provided so that 
approximately optimum conditions can be established in operation. 
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The considerations regarding tank-dxcuit design presented in Sec. 
18-7 in relation to shunt impedance, band width, circuit efficiency, and 
frequency stability apply also to u-h-f oscillators, with the quantitative 
modifications mentioned in the preceding paragraph. 

The phase relations in a grounded-grid oscillator under conditions of 
appreciable transit time can be studied with aid of the analysis in Sec. 
18-8 and illustrated by vector diagrams. Equation (18-26) gives an 
approximate idea of how the phase angle between plate voltage and plate 
current depends on transit time, as the nonlinear admittance Fat has the 





Tia. 18-0.— Vector disgraroa for erounded.^id oscillators: (a) negligible transit time; 

(6) large tranat time. 

same phase angle. I'n is in general a negative susceptance, and the 
phase difference between Ip and — /* is, at least in tetrodes, relatively 
small. JV will then be approximately a pure negative conductance, 
if the phase difference between F* and is somewhat larger than -1-90 
deg, so that the real part of Fs/ff« will just cancel the number one in the 
denominator. When this is po^ble, the denominator can be made verj' 
small, and a large negative conductance can be obtained even with a 
small feedback transadmittance Yxt. W'hen the transit-time lag of the 
plate current is small, a large feedback transadmittance is required, and 
it may also be difficult to approach the optimum phase condition. 
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Figure 18-9 shows vector diagrams of a grounded-grid oscillator with 
the feedback circuit of Fig. 18-5, (1) when transit time is negligible, and 
(2) when a transit-time lag of 90 to 120 deg exists. For clarity, different 
arrowheads have been used for voltage vectors and current vectors. The 
notations refer to the schematic diagram in Fig. 18-4. The ground is used 
as reference point, which explains the fact that the current Jp changes phase 
by 180 deg or a little more in passing through the grid. The feedback 
network in Fig. 18-5 has been assumed in determining the feedback 
current 7/ and cathode-cavity current 7*. tf>L and <j>!c are the phase differ- 
ences between voltage and current in the anode cavity and cathode 
cavity, respectively. A study of the top diagram reveals clearly what we 
have already proved algebraically, i.e., that cannot in this circuit be 
zero when transit time is negligible. The bottom diagram demonstrates 
the much better phase relations obtained with appreciable transit time. 
A much smaller feedback current than the one shown in the diagram 
would be sufficient to keep <l>k below 90 deg. 

18-11. Back-heating. — In the description of the motion of the elec- 
trons between cathode and grid in an u-h-f triode or tetrode oscillator, in 
connection with Fig. 18-6 in Sec. 18-9, it was pointed out that a con- 
siderable portion of the electrons that leave the cathode fail to pass 
through the grid and are turned back to the cathode. Some of these 
electrons mil acquire an appreciable velocity and hit the cathode mth con- 
siderable energy. This is undesirable for two reasons : (1) it increases the 
conductance component of the grid-cathode admittance and consequently 
increases the losses in the r-f system, (2) it increases the tempera- 
ture of the cathode. The latter effect is generally referred to as back- 
heating. If the transit time cannot be reduced, the loss has to be accepted 
as inevitable, and the cathode has to be designed so that it can take the 
punishment. High-temperature cathodes with adequate heat transfer 
are required for tubes of high power. As long as the back-heating power 
is smaller than the normal heating power, the temperature can be adjusted, 
manually or automatically, by reducing the heating power until the fila- 
ment or heater resistance is back to normal. 

18-12. Loading Due to Secondary Emission. — A similar phenomenon 
sometimes takes place between the anode and the screen or grid in low- 
voltage tubes. Secondary electrons released from the anode may be 
accelerated by the r-f field before they hit the anode or the screen and 
may thus load the plate cavity. The effect may be particularly puzzling 
if the electrons go to the anode, because then the d-c readings of plate 
current and screen current do not reveal that secondary emission is taking 
place. The symptoms are increased heating of the plate and low effici- 
ency. The fact that the shunt impedance is reduced further affects the 
efficiency. As this chapter deals primarily with high-power tubes, a 
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brief mention of this effect is enough. In high-voltage high-power tubes 
secondary emission does not present a problem. Measurements that bear 
this statement out will be presented in the next chapter. 

18-13. Trend in Operating Conditions at Progressively Higher 
Frequencies. — In conclusion it may be of interest to discuss the general 
trend of the operating conditions as the triode and tetrode oscillators are 
adapted for progressively higher frequencies. It is evident from the 
preceding sections that the transit time is a limiting factor; the efTiciency 
must drop fatally if the average transit angle approaches 180 deg because 
the angle of flow becomes excessive and the back-heating extremely 
severe. There are two ways to maintain a reasonable transit angle as 
the frequency is increased: (1) by reducing the spacing of the electrodes, 
(2) by increasing the operating voltage. The first-mentioned possibility 
is strictly limited by spark-over diflicuUies and manufacturing limitations. 
Increased voltage on the other hand leads to increased current and pow er, 
because it is in general not possible to increase the shunt impedance of 
the tank circuit very much without ruining the circuit efficiency and the 
band width. From this point of view, therefore, it should be easier to 
build high-power than low-power oscillators at very high frequencies. 
It should be pointed out, however, that the difficulties associated mth 
dissipation of heat and nith cathode emission increase with the power. 

It is evident that the puke operation used in radar and beacon equip- 
ment provides a perfect solution to these difficulties, wherever tlus type 
of operation is applicable; it permits high-voltage and high-current opera- 
tion, because the low-duty cycle maintains tho average dissipation and 
emission reasonably low. IVIierc c-w operation, or high-duty cycle in 
general, is necessary, the problem is much more difficult. 
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THE RESNATRON 
By W. G. Dow and H. W. Welch 

19-1. The Resnatron. — ^The resnalron is a high-power tetrode 
cavity resonator type of tube which, in terms of continuous power output 
at ultraliigh frequencies, has completely outdistanced any other develop- 
ment. In its present state, the resnatron is capable of delivering up to 
60 kw of power at high efficiencies and at frequencies from 340 to 625 Me. 
The theory of operation is similar to that of a Class C oscillator. Cavities 
comprising the oscillating circuits are within the vacuum envelope and 
are built integral ■with the electronic elements of the tube. For reasons 
both mechanical and electrical the tubes are continuously evacuated and 
demountable. 

A schematic development of the resnatron is sho-wn in Fig. 19-1. 
There are two resonant circuits consisting of coaxial cavities ^ wave- 
length or wavelength long. One cavity, called the cathode cavity, 
is formed between cathode and control grid. Another cavity, called the 
anode cavity, concentric Mth and surrounding the cathode cavity, is 
formed between screen and anode. The actual electrode structures form 
parts of the cylindrical walls of the cavities and are located approximately 
at positions of voltage maximums on standing waves set up in the cavities 
in oscillation. Transit time is such that electrons accelerated in the 
cathode cavity give up their energy to the r-f field in the anode cavity. 
The sharp bunching required by a Class C amplifier or oscillator is not 
derived from velocity modulation, as in other u-h-f oscillators, but from 
direct formation of dense bunches of electrons by means of varying poten- 
tial between the control grid and the cathode. Use of the screen grid or 
tetrode structure in the resnatron speeds up electrons in transit from 
cathode to control grid, thus dispensing with some of the transit-time 
problems experienced with u-h-f triode oscillators. By means of a small 
capacitive probe between anode and cathode, energy is fed back into the 
cathode circuit to maintain oscillation. The frequency of oscillation is 
determined by the electrical length of the cavities which, for tuning 
purposes, is variable. 

Power is coupled inductively from the anode cavity through a tunable 
coaxial transformer into a copper waveguide transmission system. Plate 
efiiciencies of over 70 per cent may be obtained under the proper condi- 

445 



446 


VERY HIGU-PREQVENCY TECHNIQUES 


[Chap. 19 


tions. The high Q of the system makes wide-hand modulation difScult, 
but with adjustment of feedback Mid loading, low-Q operation is possible 
with a very substantial reduction in efficiency. 

A sj'stem bxult around the resnatron requires a 16- to 16-kv 100-kw 
power supply and a fast vacuum B 3 rstem capable of producing an ultimate 
vacuum of between 10~* and m-m Hg pressure. Associated control 
circuits, modulating circuits, poiver-disposal systems, and maintenance 
equipment ivill depend on the use to which the resnatron is put. 



Tio. 19-1. — Schematic deveiopiDent of a resnalron from a pair of coaxial cavities. 
(1) Anode, (2) capacitive feedback probe. (?) screen grid. (4) control erid, (5) filament wire, 
(6) bellows for tuning, (7) tuning capacitance, (8) cathode-cavity tuning rod, (9) screen- 
anode b>-pasa condenser, (10) grid-cathode by-pass condenser, (11) coupling loop, (12) 
anode-cavity tuning rod. 


Early work on tubes of the resnatron type was carried on in cyclotron 
laboratories, where the technique of producing large high-pumping-speed 
high-vacuum systems was developed. For mechanical and economical 
reasons, demountable tubes Tvere necessary. The subsequent develop- 
ment of the resnatron, leading finally to truck-borne transmitter 
units, has indicated, under adverse conditions, the practicality of these 
techniques for producing high-frequency very high-power oscillations. 

19-2. Structural Features of the Resnatron. — ^The schematic drawings 
in Fig. 19-1 show the essential components of a resnatron from an 
electrical point of view. Structurally these components are further com- 
plicated in form by cooling, mechamcal, insulating, and vacuum require- 




Sec. 19-3] 


THE RESNATRON 


447 


ments. , A schematic cross section of a complete resnatron is shown in 
Fig. 19-2. Figure 19-3 is an exploded view of all the components ready 
for assembly, and Fig. 19-4 is a photograph of an assembled resnatron. 
T his type of resnatron weighs about 250 lb. assembled. 
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Fig. 19-2. — ^Vertical cross section of resnatron. 


Figures 19-1 to 19-4 are self-explanatory and should be referred to 
frequently while reading the following sections, in which some of the 
structural features will be considered in more detail. 

19-3. Cathode Cavity. — Cathode cavities of two types are shown in 
Fig. 19-5. Either type of cavity is electrically equivalent at the resonant 
frequency to a %-wavelength transmission line short-circuited at the 
lower end and open-circuited at the upper end. Tuning of the cathode 
cavity is accomplished by moving up and down an internal rod, carried 
by metal bellows. This mounts at its upper end the cap spaced close to 
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the top of the cathode cavity to provide adjustment of the capacitive 
loading (see Fig. 19-5a). 

The tuning capacitance, shown in Fig. l&-5b, is more sensitive to 
vertical motion of the tuning rod than the type shown in Fig, 19-5o and 
therefore more desirable where wide tuning range is the objective. 

t A choke-condenser by-pass and blocking ar- 
rangement is used to maintain r-f continuity of the 
cathode cavity where it is broken to provide d-c 
insulation between cathode and grid. This ar- 
rangement must serve two purposes. It must pro- 
vide effective by-pass action, i.e., appear like a 
short circuit from the interior, and it must prevent 
serious escape of r-f energy and appreciable cou- 
pling to other parts of the circuit. The ideal 
means of doing this is a coaxial section ^ wave- 
length long terminated in a perfect open circuit, 
usually called a quaHer-wave hy-pasa condenser 
However, it is difficult to ensure a true opcn-circuit 
termination and quite impossible to achieve a ^ 
wavelength for all frequencies in the tuning range 
of the resnatrons. 

The formula for the input impedance Zs to a 
quarter-wave by-pa^ condenser of characteristic 
impedance Z# and terminated by an imperfect 
open circuit having an impedance Zt. is 


^ Obviously the smaller Zo the more nearly Z. unll 

^ approach a short circuit in spite of the fact that 

.keuh' termtaatioa does not have mflnite impedome. 

resnatron (1) Tuner To make Zt, small, the two Cylinders should be as 
piunir°('’daisy")!*"( 3 ) tc^cther OS the d-c insulation requirements 

anode,, (4) screen-^d wiJJ permit. This is in accordance with the com- 
(6)°“S- moo-seose judgment that a good by-pass or 
ode and grid insulator, blocking condenser is one with its plates as close 


(7) cathode assembly. 


: posable consistent wdth successful 


blocking of the d-c voltage. However, this expedient is inadequate if 
the by-pass comes to be substantially more or less than 34 w’avelength 
long. It was therefore found necessary for complete coverage of the 
tuning range to lengthen the by-pass condenser in the shift from high- 
to low-frequency operation. This at the same time has the possibly more 
important effect of making the interior of the cavity longer. The cavity 
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is also made longer at the upper end by raising the top caps of the grid 
and cathode structures which form the capacitive loading on the upper 
end of the cavity. 

In operation, separate sets of grids and cathodes are used, one set for 
high frequency and one set for low frequency. In the case of the grids 
this is not absolutely necessary, ^ce changing a grid from high to low 
frequency involves only a minor setscrew operation. In the case of the 
cathodes, however, the change is difficult, as it involves two solder joints 



(a) fb) 

Fio. 19-5. — Vertical croaa sectiona ahowing eseeaiial featurea of two types of aaode 
and cathode cavities ( 1 ) Anode cavity, (2) cathode cavity. (3) anode, (4} lament wires, 
(5) screen grid, (6) control grid, (7) quarter-wave by-pass condenser, (8) tuning capacitance, 
(9) expanding bellows, (10) tuning plunger. (11) anode vane, (12) copper slug to shorten 


one of which withholds cooling water at a pressure of 150 lb per sq in 
from the vacuum, 

1&-4. Anode Cavity. — Anode catties of the type shown in Fig. 19-5a 
are built on much the same principles as the cathode cavities. With this 
type of anode, tuning is accomplished by pressure on the top of the cavity, 
which distorts the metal plate enough to vary the capacitance between 
the top of the anode housing and the screen cap. At 500 J\Ic the variation 
in frequency possible with this tuning scheme is about 30 Me. The 
inner wall and the lower half of the cavity are at the d-c potential of the 
screen. The upper half of the outer wall and the top of the cavity are at 
anode potential. A by-pass condenser for the r-f current between screen 
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and anode structure is provided by extending the outer wall of the screen 
structure over the outer wall of the anode structure for 34 wavelength. 
This presents a low impedance to the r-f current inside the cavity at the 
gap between screen and anode structures. This cavity, like the cathode 
cavities, may be thought of electrically as % wavelength long with a short 
circuit at the lower end and capacitance loading at the upper end. The 
voltage distribution in this cavity is shown in Fig. 19-16. 

Figure 19-56 shows a form of the anode cavity that greatly extends 
the tuning range and, at the same time, reduces the Q of the cavity by 
eliminating energy storage in the tuning capacitance. The latter is 
desirable where wide modulation band width is the objective. The 
voltage distribution in this type of cavity is sho^vn in Fig. 19-la. 

In this cavity the screen and anode are at the same d-c potential. The 
outer wall of the cavity is made continuous, and a sliding short-circuiting 
plunger having about 30-cm possible travel replaces the tuning condenser 
between screen wall and anode wall. The short circuit consists of a ring 
of sylphon bellows expanding radially between inner and outer walls of 
the anode cavity formed by screen stracture and housing. This bellows 
ring is called the daisy, simply because it has the appearance of a daisy 
mth the individual bellows as petals. The bellows carry considerable 
r-f current and are water-cooled. The water cooling (under 30 or 40 lb 
per sq in. pressure) also serves to expand the bellows, thus making good 
current contact with the walls. The daisy can be moved in the vacuum 
by means of rods passing through Wilson vacuum seals. 

The daisy tuning plunger could easily accommodate the change in 
cavity length necessary to give the range of frequency desired (350 to 
600 Me). However, this change, about 2 to 1, would cause the electron 
stream to be badly displaced from the longitudinal center of the cavity in 
the low-frequency position. Such a design might introduce a tendency 
for higher harmonic moding (see Sec. 18-5) . A better solution is to divide 
the range into two portions and, for the high-frequency portion, insert at 
the bottom end of the cavity a copper slug which effectively shortens the 
length of the lower half of the cavity. This slug is shown in place in 
Fig. 19-56. 

As indicated best in Fig. 19-2, the inner wall and lower portion of the 
anode cavity are formed by the screen structure, the upper part of the 
outer wall by the daisy housing, and the top by the daisy. The anode 
itself is mounted on the outer flange of the screen structure and supports 
the daisy housing. Both rubber and tin gaskets are provided at the joints 
at the top and bottom of the anode, for holding the vacuum and main- 
taining a current path. Extreme care must be taken in the approxi- 
mately 100 soldered joints in the daisy assembly to avoid vacuum leaks. 
These leaks are especially troublesome because they are difficult to locate. 
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Vacuum leaks in other elements are not unusual but are in general easily 
located and repaired. 

Design. General Considerations . — The 
resnatron tubes are beam tetrodes em- 
ploying fairly sharply focused electron 
beams, the beam section being a thin 
rectangle, as nearly as possible of the 
same size as the face of each filament, 
i.e., 0.85 in. long by 0.050 in. wide. One 
primary reason for designing the elec- 
trodes to give sharp focusing is to 
minimire the screen current, because 
otheradse, at the high screen voltages 
used, screen dissipation would be exces- 
sive. At the high voltage levels used 
in the resnatron, secondary emission, 
usually a contributing factor to screen current in tetrodes, is not impor- 
tant. Another objective important in electrode design is to achieve the 
necessary focusing and plate-current values Avithout drandng excessive 
grid current. Figure is a sectional 
diagram of the electrode structure as used 
in the resnatron ndth the anode design that 
seemed to be the most satisfactory of those 
tried. 

Since the resnatron design is based on 
the use of continuous evacuation tech- 
niques it is not only inconvenient but quite 
impractical to use a type of cathode requir- 
ing processing in a vacuum; in accordance 
nith cyclotron demountable-tube practice, 
tungsten filaments are used as cathode sur- 
face. The 24 tungsten strips of the cath- 
ode “cage” are each 0.050 by 0.015 in. in 
section, the 0.050 in. face being the useful 
emitting surface. The useful length is 
in. The normal filament excitation is 1800 
amp at 2.5 volts for a cathode with all 
filament strips intact. If one or two or 
more are broken but not short-circuited, 
the tube null still function, but at a reduced power level. Figure 19-7 
shows a half-section cathode assembly. The cages can be removed and 
replaced by a simple soldering operation. 

Certain structural and cooling requirements affect electrode design. 
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The shape into which each of the 24 individual tungsten filament strips 
is bent provides an offset from the inner wall of the cathode cavity, so 
that this cavity can have appreciable radial depth, yet brings the emitting 
surfaces immediately out to a circle just inside the inner grid circle. It 
also permits the filament to expand 
lengthwise when heated, without serious 
sag or other displacement of its normal 
position relative to the grid. 

The heating due to cathode-cavity 
circulating current on the interior surface 
of the grid cyfinder, and that due to 
normal electron flow to the grid, is sufiici- 
ent to make necessary special provisions 
for cooling the grid cylinder. The im- 
portant path of heat flow away from the 
top half of the grid unit is via the grid 
cylinder to the built-in water channel 
shown in Fig. 19-8. In this figure the 
lower part of the grid is cut in section to 
show the water channel more clearly. 

It is desirable to keep the radius of the 
grid cylinder, especially where pierced by 
slits for electron transit, not too small to 
permit adequate heat transfer just below 
the slits. 

The screen “wires ” are hollow copper 
tubes, to permit the circulation of cooling 
water through them. These tubes ex- 
tend inside the screen wall to the top of the structure, thus carrying 
away circulating-current losses as well as electron-current losses. 

Attainment of Focusing Action . — Figure 19-9 gives the best pictured 
evidence of the actual sharpness of focusing of the beams. This is a 



Fig. 19-9. — Photograph of copper anode strip showing effect of beam focusing. 


photograph of a copper strip that was bent into the form of a circle, then 
inserted just inside the anode, forming in this way a temporary anode sur- 
face. A tube was operated for some time with this strip in position; 
the black markings are the results of electron-beam bombardment and 
indicate a very satisfactory sharpness of focus. 
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Sharpness of focus is obtained by attention to the details of the shapes 
of grid and screen sections relative to the flat strips of cathode surface, in 
order to obtain the proper electric-field configuration. Figure 1&-10 
shows shapes taken by equipotential surfaces in the region of the field 
where focusing is accomplished for the electrode voltages specified. 
Superposition of the two field patterns, Fi^ 19-10<i and 6, properly 
weighted for voltage magnitudes gives the field for a particular pair of 
instantaneous voltages, if space chai^ is ignored. These equipotcntials 
were obtained by electrolytic-tank measurements on scaled sections. 

By calculations based on Figs. 19-lOa and 6 or similar figures for other 
designs, it is possible to predict the electrostatic grid-to-screcn p-factor 



Fio. 19-10,— Kqujpotfnlial mar* aroUDd nsoatron elfrtrodes. 


that gin?s the relative effectiveness of grid over screen in establishing an 
accelerating field at the cathode surface. 

It is to be expected that focu.«ing at ultrahlgh frequencies will be 
somewhat different from that with d-c voltages because the fields will 
change during the flight of an electron- Probably the most important 
focusing action in resnatrons takes place while the electrons are still in 
the coniTiging field in the grid-cathode pocket, because at that time elec- 
tron velocities are low enough to give transverse fields time to act. In 
this region the r-f fields are strong, so that the focusing action during 
oscillation will almost certainly differ in detail from that with only d-c 
voltages applied- Focusing maj* be improved by the presence of the r-f 
field, or it may be made worse. The only rignificant experimental eri- 
denee is that the focusing into a thin flat beam is ven* satisfactory under 
conditions of normal use. 

The details of the final electrode design are actually the result of a 
rather long trial-and-error process in which screen current and grid cur- 
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rent were important criteria of success. In the resnatrons with anode 
and screen at separate potentials, operation was considered satisfactory 
and normal wth a screen current of around 300 to 500 ma when the plate 
current was between 4 and 5 amp. In tubes unth no separation of the d-c 
potentials, it was impractical to measure screen current separately, but 
it was possible to judge from the rise of water temperature in the screen- 
cooling circuit that screen dissipation was not excessive. 

Grid-screen ii-f actor. — ^Aside from focusing the electrons into a beam, 
it is necessary in determining the proper electrode design to ensure that 
the screen makes the proper contribution to the electron-accelerating 
field at the cathode surface. This contribution depends primarily on two 
factors: the size and aspect ratio of the cathode-grid pocket and the angles 
involved and the radial positioning of the screen tubes. 

If the cathode surface is made too wide in relation to the thickness of 
the grid wires, the effectiveness of the grid on electron emergence at the 
center of the filament surface is reduced undesirably. If the cathode sur- 
face is made too narrow in relation to the thickness of the grid wires, the 
grid-screen ;:i-factor becomes too large, and the screen does not aid suffi- 
ciently in electron acceleration at the cathode. Grid current is then likely 
to become excessive. Chamfer of the corners of the grid wires is a definite 
aid in keeping grid current low. Square outer edges will tend to collect 
an undesirably large number of electrons. 

For any given screen potential the radial placement of the screen tubes 
is of some importance. If they are too far out, the cathode-surface 
electron-accelerating field of screen origin and the converging focusing 
field in the grid-cathode pocket are too weak. This will tend to cause 
e.\'cessive grid current for a given cathode current. By moving the screen 
tubes closer to the grid, the grid-to-screen /^-factor is decreased. This 
should permit dra^ving any given cathode current mth a less extreme 
upswing of the grid and, therefore, less grid current. Since a larger 
negative sudng is required for cutoff, the total grid drive is not seriously 
affected. The grid bias must be correspondingly increased to retain 
cutoff where it belongs in the C 3 ’'cle in order to keep the angle of plate- 
current flow small. 

There are at least two limits to any desirable effects that may be 
achieved by moving the screen in. One is the ultimate requirement, in 
the face of a falling grid current, of an excessively large grid bias in rela- 
tion to the size of the self-bias resistor. Another is that as screen tubes 
are moved in they begin to be electrostatically hidden behind the control- 
grid sections, and the effect of the screen on the cathode gradient there- 
fore ceases to increase with reduction of screen radius. 

19-6. Anodes. — Anode structures are illustrated in Fig. 19-11. In 
the anodes shown in Figs. 19-1 la and b, the actual anode surface is formed 
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by pipes cairj'ing the cooling water. In models shown in Figs. 
and d, a single water channel behind the anode surfaces serv'es to carry 
away losses. The final design as shown in Fig. l&-lld was a compromise 
of several objectives. This anode is very simple to construct, being cast 
and machined. 

The flow of water and the thickness of the copper wall between the 
electron beam and the water is such as to permit sufficiently rapid removal 
of heat. The final design, %vith 20 gal per min of cooling water at ISO lb 
pressure, has dissipated as much as 100 kw in static tests. The tj’pe 




Fie. 19-11. — Photographs of differpiit typos of anode structures. 

shown in Fig. 10-Hb proved incapable of handling large amounts of 
power. 

The “pockets” in Fig. 10-lld have two side walls and a back wall but 
no top or bottom walls. These pockets were to act as a trap for second- 
ary electrons by making most of the secondaries strike walls of the pockets 
rather than reach the screen. This feature became less important at 
the high voltages used, as shown by comparison of the tetrode characteris- 
tics for low screen voltages, 100 to 500 volts in Figs. 19-136. The sharp 
rise in plate current that occurs just as the plate voltage passes from below 
screen potential to above screen potential is a good approximate measure 
of the number of secondaries emitted by the anode when it is at screen 
potential, due to primaries whose energi^ correspond to screen potential 
The ratio of secondaries to primaries in the tetrode characteristics in Fig. 
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One of the significant figures obtained from these static curves is the 
grid-to-screen ju-factor. This hes between 15 and 25, depending on the 
details of screen placement and grid design mentioned. Also of interest 
are the values of transconductance. These lie between 6000 and 25,000 
/imhos, depending on the values of screen and grid voltages used, as well 
as on the details of screen placement and grid design. 

19-8. Equivalent Circuit. — ^The structural features of resnatron con- 
struction have been described in the preceding sections. Two resonant 
coaxial cavities, one vdthin the other, are built integral with the electrode 
structure of a beam tetrode. These have been described as equivalent to 

and %-wavelength cavities at the resonant frequency of operation. 

The anal 5 ''sis of resnatron behavior can be simplified to lumped-con- 
stant circuit analysis by use of the F db k 

equivalent circuit shown in Fig. Capacitance 

19-14. A more exact equivalent 
can be given by shomng the vari- 
ous by-pass capacitors and the tun- 
ing capacitors. For simplicity, 
however, we shall assume that by- 
pass action is effective and that 
tuning can be accomplished in both 
resonant circuits by one means or 
another. Thus we may represent 
these capacitive elements as short 
circuits or as lumped with the exist- 
ing capacitance. The circuit shown 
is usually kno'wn as the grid-separa- 
tion or grounded-grid circuit. If the feedback capacitance is omitted, use 
as a tuned u-h-f amplifier is possible. 

, The output loading is indicated in Fig. 19-14 as being adjustable. 
The mechanism of adjustment is contained in the output coaxial line-to- 
waveguide transformer. Internal copper-loss-loading conductance is 
indicated separately in the diagram, but may be thought of as lumped in 
with the output-loading conductance. The grid loading actually includes 
power losses of the following four distinct kinds; 



Fio. 19-14. — Equivalent circuit of resna- 
tron for ultrahigh frequency. 


1. Circuit losses in the cathode cavity 

2. Power dissipated in the grid self-bias resistor 

3. Grid dissipation due to electrons striking the grid 

4. Cathode dissipation due to cathode back-heating, t.e., electrons returning 
to the cathode after receiving energy from the r-f field during their time of flight 

The feedback capacitance consists of a probe extending from the 
cathode through the grids into the anode cavity. For the present it 
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will be assumed that feedback is in the proper phase and magnitude to 
maintain oscillations. A more detailed analysis of the feedback require- 
ments nail be given in Sec. 10-13. 

19-9. Q of the Anode Cavity . — A dmple analysis was given in Chap. 
18 to show the nature of the relation among circuit constants, shunt 
impedance, and Q of the anode tank circuit for normal operation of a 
circuit of the type 8ho^vn in Fig. 19-14. 

Although the anode cavity shown in Fig. 19-5o is in a sense a dis- 
tributed-constant circuit, a study of the figure suggests that in fact it is 
more nearly a lumped-constant earcuit. The anode and the r-f shielding 
ring just below it intrude into the cavity sufficiently far to be the control- 
ling factors in the cavity capacitance; the tuning capacitance at the top 
has to be fairly prominent in order to provide adequate tuning; thus, 
there are two lumped capacitances in series, while the circuit is completed 
across the closed bottom end of the anode cavity. Thus, the lumpcd- 
constant type of analysis given in Chap. 18 is probably as nearly cor- 
rect as a distributed-constant analysis based upon a uniform ^-wave- 
length coaxial cavity would be. From either andysis, it is apparent that 
the loaded Q could be reduced by taking the follo%ving steps: 

1. Enlarging the outer radius of the anode cavity, thus increasing the size 
of the current loop, and raising the value of L. 

2. Changing to a plunger-tuned half-wave cavity instead of the capacitance- 
tuned three-quarter-wave cavity, thereby eliminating the capacitive energy 
storage in the tuning capacitor, and correspondmgly lowenng the effective value 
of C. 

3. Reducing to an absolute minimum the capacitance from anode to screen 
in the neighborhood of the anode. This would be aided by eliminating the shield 
ring beneath the anode and by refinements in anode-design details. 

All these changes are incorporated in the cavities shown in Fig. 
19-56. The enlargement of the outer radius is carried as far as is practical 
without giving the tube K^cesave weight and bulk. The daisy, as 
described in Sec. 19-4, is used to furnish plunger-type tuning. The 
anodes are designed with screen-anode capacitance in mind as well as 
other considerations. 

19-10. Shunt-impedance Requirements. — In the discussion of shunt 
impedance in Chap. 18 the first three of the following considerations were 
mentioned; 

1. From the standpoint of efficient operation the shunt impedance should 
not be below the optimum value, but can be moderately above it without marked 
ill effects. 

2. The optimum shunt impedance is roughly proportional to the d-o plate 
supply voltage. 
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3. For a given angle of operation, the optimum shunt impedance is roughly 
inversely proportional to the d-c plate current. 

4. In wide-hand operation, the loaded Q, and therefore the shunt impedance, 
should not exceed a given value. 

Thus 1 and 4 in combination indicate that the proper shunt impedance 
to use, where low-Q wide-band operation is wanted, is just the optimum 
value, no more, no less, while 2 and 3 in combination indicate that, in 
order to obtain the low shunt impedance needed for low-Q operation, 
tubes should be used that operate satisfactorily at as low d-c plate voltage 
and as high d-c plate current as possible. These considerations dictated 
the changes from the type of anode cavity shown in Fig. 19-5a to the 
type shoivn in Fig. 19-56. The Q is lowered by decreasing C and increas- 
ing L. It is also possible by modifications in output coupling to reduce 
markedly the tank-circuit shunt impedance which in turn allows operation 
at lower plate voltages and higher plate currents. For high shunt 
impedance (high Q), operation with 16,000 volts on the plate at 2.5 to 
3 amp is typical. By reducing load impedance (low-Q operation) these 
values are changed to 10,000 volts at 4 or 5 amp. 

It is possible to provide feedback coupling adequate to ensure even 
with moderate r-f plate voltages the large grid drive necessary to draw 
the large currents required for low-Q operation. 

19-11. Parasitic Oscillations. — ^Almost any oscillator while under 
development will have unwanted modes of oscillation, and the resna- 
tron is no exception. Several types of parasitic resonances have been 
observed. One was an accidental 1000-Mc resonance in the cavity 
between control grid and screen grid. This was eliminated by adding 
capacitance between the top of the control grid and the top of the screen 
grid. Another resonance at almost the same frequency was attributed 
to a circumferential mode excited by asymmetrical placing of the feed- 
back wires. A third resonance, obtained only in the type of cavity sho^vn 
in Fig. 19-5a, is attributable to the X/4 mode, possible because of the 
open circuit at the top of the cavity. This mode is especially likely to 
occur when the desired 3X/4 mode is being heavily loaded for low-Q 
operation. In this case the X/4 mode, which is normally not heavily 
loaded, probably has a higher Q than the desired mode. The tendency 
of the oscillating system would be of course to oscillate in the high-Q 
rather than the low-Q mode. This parasite may be eliminated by a small 
series-resonant circuit coupled into the cavity, which detunes the unde- 
sired mode until feedback conditions necessary to excite the mode are 
no longer satisfied. 

19-12. Transit-time Effects. — The effect of transit time on the opera- 
tion of triodes and tetrodes at ultrahigh frequencies has been discussed 
in Chap. 18. The transit angle for the time of flight of electrons from the 
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cathode to the grid is a large fraction of tiie total transit angle in the 
resnatron, because when the electrons first leave the cathode they are 
moving very slowly. The electron stream does not constitute plate cur- 
rent until it passes the screen, bo the grid-to-screcn transit angle adds to 
this effect. Also, plate current exists as long as any electron remains in 
transit to the anode, so that perhaps half of the scrcen-to-anode transit 
angle also contribute.s to the total transit-angle delay between grid volt- 
age and fundamental frequency component of plate current. This angle 
must be added to the 18Q-dcg phase difference between grid voltage and 
plate voltage necessarj’ for optimum performance in ordinary low-fre- 
quency oscillators of this type. The effect of transit angle on feedback 
is discussed in Sec. 18-4. 

No accurate measurements of transit-time phase delay were made in 
the resnatron, but rough calculations indicate that phase delays between 
30 and 120 deg should be expected, depending on details of handling, 
voltages, spacings, etc. 

In triodcs a considerable difference in velocities of the individual 
electrons entering the grid-anode space results from the fact that ail 
electrons do not leave the cathode at the same time during a cycle of 
oscillation. The introduction of a screen between the grid and the anode 
in the resnatron causes all the electrons that traverse the grid to be rapidlj* 
accelerated to such an e.xtent that the differences between the grid- 
traverse velocities become quite unimportant as far as any effect on the 
time it takes the electrons to reach the plate is concerned. Thus the 
introduction of the screen suppresses the debunching action incidental 
to cathode-to-grid transit, and so tends to permit maintaining a good 
operating angle, if other conditions arc right. 

The introduction of the screen grid also reduces the time of flight of the 
electron through the interaction region between grid and anode in which 
the electron by its movement converts d-c power into a-c power. By 
reducing this interaction iime a large operating angle, which results in 
poor efficiencies, is avoided. (Plate current associated udth any electrons 
starts flowing when the electron passes the screen and continues to flow 
until the electron reaches the ant^e.) 

Cathode back-beating caused by the return to the cathode ol electrons 
which left late in the cycle is fairly marked in the resnatron. It shows 
up as an increase in filament resistance so that as power output is raised 
filament current falls off. It is necessary to reduce the filament heating 
power by between 15 and 40 per cent during operation, if it is desired to 
keep the filaments at their normal rated temperature and therefore resist- 
ance. Cathode life is shortened if this is not done. The resnatron 
cathode is tungsten and is designed for large heating power. In thoriated 
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or oxide-coated filaments requiring small heating powei’, back-heating 
can cause immediate destruction of the filament. 

19-13. Feedback Circuit . — K qualitative analysis of feedback condi- 
tions in the resnatron is all that can be given because of the many unknown 
factors in resnatron operation. 

Two feedback schemes were used with the resnatron. These are 
shouTi in the equivalent circuit in Fig. 19-15. Points P, G, and C refer, 
respectively, to the plate, grid, and cathode. It udll be noted that the 
heavy hne portion of this circuit is essentially the same as Fig. 19-14 
except for the substitution of the equivalent current generator ymPg and 
the plate admittance of the tube ijp for the electrode structure shovm in 
Fig. 19-14. 

The dotted lines indicate the first type of feedback used on the 
resnatron, knoAvn as external feedback because the feedback power is 
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Fig. 19-15. — Equivalent circuit of resnatron for analysis of feedback conditions. 


actually coupled out of the anode circuit, carried through a coaxial line 
containing tuning stubs and back into the cathode cavity. Tliis method 
is theoretically desirable because the section of transmission line makes 
possible variation of phase of feedback as well as magnitude. However, 
the additional vacuum joints, glass output seals, tuning plungers, etc., 
are the source of serious practical difficulties, which led to the use of an 
internal feedback system consisting of molybdenum udres fastened to the 
cathode and extending through the grids to the anode. These wires form 
a capacitance between the anode cavity and the cathode ca\dty. This 
capacitance is shown as C/ on the diagram. This type of feedback has 
the disadvantage of being adjustable neither in magnitude nor in phase. 
It does have the advantage of simplicity in construction and can be made 
to work by proper tuning of the anode and cathode cavities. 

The circuits shoivn in Fig. 19-16 are variants of the general equivalent 
network of a grounded-giid oscillator discussed in Secs. 18-8 to 18-10 
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and shown in Fig. 18-4. It is unnecessary to repeat the discussion of the 
conditions for oscillation and the phase lelaiions obtained during steady- 
state oscillation since presentation in Chap. 18 and the vector diagram of 
Fig. 18-9& apply directly to the resnatron oscillator. 

It should be pointed out that the Q’s of the cavities are important since 
in a resonant circuit the rate of change of reactance wdth frequency at 
resonance is proportional to the Q of the circuit. This indicates that if 
the cathode cavity is a lower Q circuit than the anode cavity it will 
have less effect on the resonant frequency. The smaller effect, w'hieh 
would be the normal expectation, is actually observed in operation. 

On the other hand, as has been shown above, the tuning of the cathode 
cavity will determine the phase of the feedback voltage and thus the 
efRciency. This also was observed in operation. 

Some recent tests have been made with an adjustable feedback 
capacitance mounted on the anode instead of the cathode and controlled 
through Wilson vacuum seals. This proved quite helpful for wide- 
tuning-range operation. 

19-14. Output Coupling. — An important problem in the use of the 
resnatron is to provide an output system that will load the tube with the 
proper shunt impedance and provide a sufficiently rugged vacuum-tight 
avenue for the r-f power to pass from the evacuated space to an atmos- 
pheric transmission line. 

The system finally used with the resnatron is shomi in schematic cross 
section in Fig. 19-16. A loop in the lower part of the anode cavity 
couples power into a coaxial transmission line. Loops of two sizes were 
used, one about 2 by 1 in , for the high-frequency range, and one about 
2 in. square for the low-frequency range. 

The coaxial line-to-guide transformation is accomplished by passing 
the coaxial line completely through the short (6-in.) dimension of the 
guide. Inside the guide the outer conductor is replaced by a glass cylin- 
der that forms the vacuum seal through which power is radiated by the 
inner conductor. The inner conductor thus acts as an antenna across 
the narrow dimension of the guide. The entire interior of the line is 
evacuated through the opening into the anode cavity. 

The reactance of the loop is compensated for, and optimum phasing 
of currents in the inner conductor serving as an antenna is obtained, by 
means of a tuning plunger in the section of the coaxial line extending 
through the guide. The length L is made more than wavelength for 
any frequency of operation so that any phasing desired can be obtained. 
This plunger is operated through Wilson vacuum seals. 

The coaxial output lino is passed through holes in the guide that are 
near one side of the guide, as shoTm in Iig. 19-166. Because the imped- 
ance of the guide increases from the edge to the center, by choice of a 
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correct position for these holes a fairly satisfactory l)road-band match 
can be obtained. 

In early Avork with the resnatron this general type of transformation 
was used but with a movable plunger in the stub end of the waveguide 
beloAv the passage of the coaxial line. It was found, however, that this 
tuner and the coaxial-line tuner Avere so close together that their actions 
Avere not independent, and the tAvo adjustments gave little greater 
flexibility than the coaxial-line tuner alone. The Avaveguide stub was 
therefore closed off with a copper plate about 34 guide wavelength from 
the coaxial-line passage. 


Resnatronp 
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J .* — Direction of Transmission 
\^tVaveguide 

I ' Evocuotec] 

1 f ^ P fCogyia! Line 



Copper- 
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Direction of 
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Section A- A 


Fig. 19-16. — Schematic drawing of output coupling system. 


The loops and the inner conductor are made of tubing to permit pas- 
sage of cooling water. The loops are of copper, but the coaxial line is of 
brass to improve the functioning of the sliding contacts of the tuning 
plunger. A Kovar-to-glass seal is used in the glass cylinder. The section 
containing the glass is soft soldered in place and can easily be replaced in 
case of breakage. 

In Fig. 19-15 the load impedance Ri is shoAvn as a pure resistance. 
Actually, of course, it will have a reactive component and Avill therefore 
affect the frequency of oscillation. At every operating frequency there 
is some position of the output tuner that makes the output circuit 
resonant. At this position the shunt impedance is Ioav and, depending 
on the mutual inductance of the coupling loop, may be loAA^er than 
optimum for the given operating conditions. If this is the case, optimum 
loading occurs Avhen the tuner is slightly detuned from this resonant 
position. Since it can be detuned in tAVo directions, there are two set- 
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tings for optimum load impedance, but they differ in that the reactances 
coupled into the load are of opposite ^gns and therefore result in operat- 
ing frequencies that may differ as much as 10 Me. This means that, 
when the tube is oscillating Avith feedback prongs providing grid excita- 
tion adequate to maintain oscillation over the entire range of output tuner 
adjustment, the grid excitation for maximum drive, the plate-circuit 
efficiency, and the frequency wUl vary through a characteristic cycle as 
the tuner is adjusted. This effect is shown in the data presented in 
Fig. 19-17. 

1&-16. Transmission Line. — ^In the use of the resnatron transmitters 
it was necessary to locate the antennas between 100 and 200 ft from the 
transmitters. For transmission of 15 to 30 kw of power over this distance 



Fio. 10-17. — B«bavior of rosaatron with cba&ses in loading. 

coaxial line seemed impractical because of loss and mechanical fabrication 
difficulties. This led to the choice of waveguide. 

In order to handle the poiver adequately at both extremes of the tun- 
ing range two sizes of guide were used, one for high-frequency tubes and 
one for low-frequency tubes. For high-frequency operation the guide 
used was 6 by 15 in. ; for low frequency the guide was 6 by 22 in. 

It was found by experiment that simple bolted flange connections with 
copper facings bent back from the main length served as entirely satis- 
factniry yiintjL beAwean. sflcfimjA oL Tbiya?. waie. 'jsjyi thxnmjJiQut 

and ensured greater freedom from frequency sensitivity than could have 
been obtained ivith other radically different types of joints. 

19-16. Power Disposal. — ^Two distinct types of load-disposal devices 
were needed in experimental work with the resnatron: one to serve either 
as a wattmeter or as a calorimeter to calibrate various types of watt- 
meter; the other to serve as a simple means of power disposal without 
much reference to power measurement. It was necessary for the first 
type to have quick response and get into thermal equilibrium in a minute 
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or two for any given condition, which required using a small amount of 
water and passing it through very rapidly. However, it was permissible 
for this device to be frequency sensitive, as tuning devices were available 
for matching it to the line at various frequencies. The second type of 
device needed to offer a flat termination for all frequencies, but quickness 
of response or measuring provisions 
were unimportant. Both types have 
been devised and are described in 
Chap. 24. 

19-17. Operating Data. — With 
c-w operation, operating plate-cir- 
cuit efficiencies from 40 to 60 per 
cent at 50- to 75-kw output were 
observed vnth the tubes that had the 
best type of anode. Up to 70 per 
cent at 30-kw output was obtained 
with tubes of an earlier design hav- 
ing narrower tuning range and higher 
Q. The actual efficiency of inter- 
action ivas greater than these figures, 
because cathode and grid losses had to be supplied from the tank circuit. 

Table 19-1 gives typical values of electode voltages and currents used 
in c-w operation of the resnatrons (see Fig. 19-18) . The data are for a 
low-frequency resnatron ivith an anode of the type pictured in Fig. 
19-55, equipped with three feedback wires each extending % in. beyond 
the screen pipes, with filament at 2.0 volts, an average operating 
vacuum of less than 10~® mm Hg, and a 2- by 2-in. output loop. Grid 
excitation was tuned for maximum plate eflBciency, and in a direction to 
make the input cavity look capacitive to the feedback voltage. 


Table 19-1 


\ cm 

Eh, kw 

7„, amp 

IciVin 

kWout 

Plate 

effi- 

ciency, 

% 

Ec, volts 

7c, amp 

Rc, ohms 


wM 

6.2 

WM 

50 

62.0 

1300 

mi 

1084 



7.2 


70 

63.1 

1900 


1650 

75.0 

■n 

7.2 

19 

75 

02.5 

2000 

WSM 

2000 

75.0 

16.4 

7.9 

■ill 

80 

61.8 

1600 

1.40 

1140 

75,0 

17.0 

8.1 

■B 

85 

61.8 

1500 

1.40 

1070 



n 


Fig. 19-18. — Direct voltages and currents 
in resnatron circuit. 


19-18. Modulation. — In order to meet the requirements for use it was 
desirable to be able to modulate the resnatrons with modulating fre- 
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quencies from about 50 kc to about 2.5 Me. Because of this broad fre- 
quency range, video amplifiers \vere necessary in the modulation circuits, 
and for that reason the modulation frequencies, power levels, etc., will 
be spoken of here as the 'vddeo frequencies, video power levels, etc. 

At the 2.5-Mc end of the video-frequency range, the chief problem is to 
obtain resnatron r-f circuits with a Q low enough to give the 5-Mcband 
width necessay to accommodate the 2.5-Me side bands. A reasonably 
satisfactory Q would provide 4 Ale between half-power points. By using 
methods discussed earlier in connection with loading and feedback, it 
was found possible to approach this band width under some conditions, 
although at a sacrifice in eflSciency. 

This tj^pc of modulation can be produced by swinging the grid volt- 
age, or the plate and screen voltr^es simultaneously, at a video rate. 
The video-frequency modulating power required of the output stage of the 
modulator is proportional to (1) the upper video-frequency limit, (2) 
the capacitance to ground of the resnatron electrode driven by the 
modulating voltage, and (3) the square of the voltage required for 
modulation. 

The reason for this is of course that the effective video-frequency con- 
ductance to ground of the driven electrode must be made high enough to 
give, in connection with the capacitance burden, a \ideo-output-stage 
time constant {RC) small in inverse proportion to the upper video- 
frequency limit. A noninductive shunting resistor must be added 
externally to get this conductance, if the internal video-frequency con- 
ductance to the driven electrode is not sufficiently high. Such a shunting 
resistor was used in the resnatron transmitter circuit. The video power 
required in the output stage for any given total value of output-stage 
conductance is of course proportional to that conductance and to the 
square of the video voltage that is required to accomplish modulation. 

The capacitance from the grid or from the plate and screen to the 
cathode amounts to a few hundred micromicrofarads. The modulation 
voltage necessary to drive the anode-screen combination must have 
a peak value approaching the anode d-c voltage, i.e., between 8000 and 
10,000 volts. It is possible, however, to get reasonably effective grid 
modulation with a video voltage having a peak value arntmuting to 
between 2000 and 3000 volts. 

Calculations indicated that it would require about 5 kw of video- 
frequency power to provide grid modulation and at least 15 kw to provide 
plate-and-screen modulation. Grid modulation was therefore employed 
as requiring less equipment and less power. Even to get 5 kw of video 
power required putting about 15 kw of d-c power into the plate circuit of 
the modulator tubes 

The last stages of the modulating circuit used in the completed trans- 
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mitters employed the circuits shown in Fig. 19-19. The final stage used 
Federal Telephone and Radio type-125A water-cooled tubes, operating 
not quite Class A. Since the grids of the 125A tubes offer purely capaci- 
tive loads to the driver stages, it is possible, with the circuit shown, to 
drive either one or two 125A tubes from the same driver stage. Thus 
one 125A tube was provided to modulate each resnatron, but one modula- 
tor driver stage could drive two 125A’s. 

It is not usually possible to obtain satisfactory grid modulation of an 
oscillator, for reasons having to do wdth the biasing circuit. In order to 
be self-starting, an oscillator must employ self-bias rather than fixed bias, 
and any simple self-biasing circuit tends to suppress changes in grid-bias 



voltage from such causes as change in biasing resistor or introduction of a 
d-c voltage in addition to the bias. Thus to permit grid modulation at 
all, the biasing circuit must be given a time constant long compared 
with modulation-frequency periods. On the other hand, satisfactory 
oscillator stability, as, for example, when plate modulation is used, is 
best if the grid-bias-circuit time constant is short compared with modula- 
tion periods. Also, it is difficult to approach 100 per cent grid modulation 
closely except by using relatively little or even no grid bias. These 
problems are familiar in the radio art and involve no new principles. 
It was, however, found possible to achieve a combination of circuit 
constants that gave about 80-per cent grid modulation mth satisfactory 
stability for the video band width used. Linearity was not good, but 
that was not important. 

Under certain conditions of operation the resnatrons exhibited an 
inverted type of grid modulation, in Avhich oscillation died out at the 
maximum positive swing of the grid modulation voltage and was a maxi- 
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mum at the negative swing. This was observed at various high and low 
modulation frequencies, and was studied briefly but with some care at a 
400-cycle modulation frequency, using oscilloscopes to verify polarities, 
rise and decline of oscillation, etc. At times both normal and inverted 
modulation response were observed simultaneously, showng fading out 
of oscillation at both peaks and valleys of the modulation-voltage cycle. 
The study of the modulation of the final transmitter was not carried out 
in sufBcient detail to enable any assured determination as to which of the 
two types of modulation predominated. Usable modulation was 
obtained, which was, for wartime purposes, the important consideration. 
Reasonably stable behavior of either type of modulation was obtainable 
in the laboratory. 

The percentage of modulation was limited by a tendency of the tube 
to go out of oscillation, and sometimes remain out, if the modulation 
swing was enlarged to carry the modulation too close to 100 per cent. 
It might then be necessary to remove the modulation voltage in order to 
start oscillation again. The closeness of approach to 100 per cent modu- 
lation attainable was sensitive to a variety of adjustments, including the 
Q of the resnatron circuit, the degree of detuning of the cathode cavity, 
the amount of feedback used, and the grid-bias resistor. Achieving 
maximum modulation effectiveness was for a time more of an art than a 
science, but means were devised for monitoring which permitted reason- 
ably good standardization of techniques, although a satisfactory scientific 
understanding of the reasons for the interplay of the various controls was 
never achieved. 

19-19. Resnatron Transmitters. — ^The purpose of this chapter has 
been to outline the features of tlie resnatron oscillator and to mention 
methods of analysis, techniques, and concepts that are useful in working 
with the resnatron. Very little has been said about associated equip- 
ment required for a complete transmitter. 

The resnatron tubes formed the basis for truck-mounted transmitter 
units to be used in the field and therefore to be self-contained. To carry 
the components for each transmitter unit the following 10 trucks (eight 
10-ton) and a trailer were used: 

Three primary power-generation trucks, each carrying a 75-kw diesel en^e- 
generator unit with generator Ewitching and synchronizing equipment 

Two rectifier trucks, contaJning transformers and tube racks for the main 
power rectifier, which supplied 100 kw ol d-c power, and for the modulator 
rectifier, which supplied 35 kw of d-c power; also remote-control swi telling, protec- 
tive, and relaying apparatus 

Two transmitter trucks, each mounting tw’o resnatrons with associated 
output systems, vacuum pumps, water-circulating system, heat exchanger and 
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blower, modulator, panels for determination and control of vacuum, and panels 
for control of resnatrons and modulator 

Two antenna trucks 
One workshop truck 
One water trailer 

The various components were selected to permit simultaneous opera- 
tion of any two of the four resnatron oscillators mounted in the trans- 



Fiq. 19-20. — swivel-mounted horn-fed antenna of the parabolic half-cheese type. 

mitter trucks, the other tivo tubes normally being kept under vacuum in 
stand-by position ready for immediate use. One Federal Telephone and 
Radio type 125A modulating tube was mounted ivith each of the four 
resnatrons, because of the electrical necessity for close positioning of the 
modulator-output stages to the resnatrons. Each transmitter truck 
carried low-level and driver modulator stages capable of driving any 
two of the four 125A tubes. 

The resnatrons delivered power through a short tunable coaxial-type 
transformer into a copper waveguide transmission system. Enough 
waveguide, with necessary special measuring and switching components. 
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was provided to serve two antennas each located some 200 ft from the 
transmitter trucks. 

One tube in each truck was normally assembled for use in the low- 
frequency band and connected to a 22'm. guide system, the other tube 
being assembled for high-frequency operation and connected to a 16-in. 
guide system. Each antenna truck carried a swivel-mounted hom-fed 
antenna of the parabolic half-<dieese type (see Fig. 10-20). 

Although the two antennas were alike as to reflector size and dimen- 
sions, one of them was equipped with a horn designed for 4G0- to G25-Mc 
operation and connected to the 15-in. guide transmission system, while 
the other had a 340- to 520 -;Mc hom served from the 22-in. guide system. 

The vacuum system for resnatron use must be a high-speed system in 
order to pump out quickly gas formed from arcs in the tubes and to enable 
internal changes to bo made quickly in emergencies. 

The continuously pumped-tube operation worked out more smoothly 
in field sendee of the truck-mounted assembly than the most optimistic 
predictions had anticipated. The use of the continuous evacuation 
system proved to be no more difficult in the field, after establishment of 
routine, than in the laboratory. It was found entirely practicable to 
train a crew of radio technicians, having no formal education above the 
elementary school level, to maintain the vacuum system in excellent 
operating condition, to learn how to locate and correct leaks, make minor 
tube repairs, do the soldering involved at certain points in assembly, 
etc. Furthermore in field use the vacuum-system conditions became 
increasingly better uith passage of time because of the improved cleanli- 
ness of the vacuum system resulting from hours of continuous operation. 
It was possible for the crew to replace used cathodes and change feed-back 
prongs, a change that involved breaking and reestablishing the vacuum, 
rvithout impairing the general high-quality level of vacuum conditions 
obtained as a result of continuous use. 

An indication of the practicability for field use of this type of appara- 
tus can be obtained from the time required for an experienced crew to 
get the outfit into operation in a new location. This involves unpacking 
or uncrating the tube parts, assembling the tubes, mounting the 125A 
tubes in their water jackets, checking the operation of all the control, 
relaying, and water-circulating systems, assembling the waveguide and 
r-f transmission system, establishing the vacuum, outgassing the tubes, 
and getting full power adjustments made. On one occasion, when an 
accurate check was made, this was accomplished by an c.vporienced 
crew of eight men in 45 working houra. 



CHAPTER 20 

PRINCIPLES OF MAGNETRON OPERATION 
By Gunnar Hok and W. G. Dow 

20-1. Why and How Continuous-wave Magnetrons Were Developed. 
To the general trend of power generators toward successively lower 
efficiencies at successively higher frequencies, the magnetron is a remark- 
able exception. Efficiencies up to 70 per cent have been measured at 
frequencies as high as 3000 JMc and of the order of 50 to 60 per cent up to 
10,000 Me. After this fact had been established, naturally the develop- 
ment of power generators for frequencies above 1000 Me concentrated on 
magnetrons. For special applications, magnetrons have also been used 
to advantage in the range 200 to 1000 Me. The magnetron oscillators 
thus deserve consideration in some detail, at least until a superior com- 
bination, comparable to the cr 3 '-staI-controlled master-oscillator-power- 
amplifier transmitters of lower frequencies, has been developed. 

As far as c-w magnetrons were concerned, an extensive development 
program was mapped out on paper during the war emergency, calling for 
development of broadly tuned magnetrons at a number of discrete power 
levels, approximately 50 watts, 150 watts, 1 kw, and 10 kw, to span a 
frequency range of 100 to 11,000 Me. Complete frequency coverage at 
all these power levels was not, however, intended. For frequency cover- 
age, the emphasis was placed on the 150-watt and 1-kw levels, the former 
for 100 to 1200 Me, the latter for 500 to 11,000 Me. The function in this 
program assigned to the Radio Research Laboratory was to assist in the 
technical guidance and in the evaluation of the tubes, particularly with 
reference to the coordination of tube and equipment design. 

20-2. Relationship between Continuous-wave and Pulsed Magne- 
trons. — ^At the time the development work was initiated, this program, 
particularly the 1-kw part of it, benefited very much from the experience 
gained in various industrial and government laboratories with radar 
magnetrons mthin the 500-to-ll,000-Mc range. The pulse operation 
required in radar equipment is particularly advantageous for oscillators 
of very high frequency. The conflicting conditions that must be satisfied 
in power tubes for very high frequencies have been pointed out in Chaps. 
13 and 18. High voltage and small dimensions should be used to keep 
the time of transit of the electrons dovm, but high voltage leads to high 
power, because of the limited r-f impedances obtainable. Small dimen- 
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sions and high power are difficult to combine for two reasons: there are 
limits to the current density obtainable at the emitting cathode surface, 
and also to the power loss that can be dissipated in the tube wthout 
exceeding reasonable temperature limits. By the introduction of pulse 
operation, this dilemma was circumvented and its solution postponed 
until the time came to develop c-w magnetrons. Because in pulse opera- 
tion the power is on only Hooo of the time, say, the loss to be dissipated 
in the tube is reduced b 3 ’' the same factor of 1000. It was also dis- 
covered that oxide-coated cathodes could handle many times higher cur- 
rent densities under pulsed conditions than in continuous duty. 

A considerable fund of knowledge and experience concerning pulsed 
magnetrons thus facilitated the deagn of c-w magnetrons. Two of the 
chief problems remaining to be solved were cathode design and heat 
dissipation. The demand for modulation introduced additional problems 
in the development of c-w tubes that were not encountered in pulsed 
tubes. 

20-3. Main Features of a Magnetron Oscillator. — ^Before discussion 
of the various types of magnetrons and the principle of their operation, let 
us list the naaln component parts of all magnetron oscillators: 

1. A cathode that emits electrons by thermionic or secondary emission, or a 
combination o! both, of which the emitting pari h^ the shape of either a cylinder 
or a filament, straight or helical 

2. A cylindrical anode, coaxial with the cathode, usually divided into seg- 
ments by slots parallel to the axis of the cylinder 

3. A tank circuit connected to the anode segments and resonant at the desired 
frequency of oscillation, which incorporates means for coupling out power to a 
transnussion line 

4. A magnet to maintain a constant magnetic field parallel to the axis of the 
electrode system 

20-4. Classification of Continuous-wave Magnetrons, — For historical 
reasons, two main categories of maguetron oscillator tubes are recognized: 
split^anode magnetrons and multicavitj’ magnetrons. These names 
obviously refer to the number of anode segments, two or many (if the 
c.a.’rity aspect vs disregarded for a moment), and may give the impiesslon 
that there is a fundamental difference in the mechanism of oscillation in 
the tw’o classes. It is now generally agreed that this is not so. There 
are other characteristics, however, that make this classification useful 
and significant. The split-anode tubes, for instance, in general have 
the glas.s envelope, filamentary cathode, and external tank circuit 
characteristic of the early tubes, whHe the multicavity tubes represent a 
radical break with the early iraditiou. There is a tendency, however, for 
new types of tubes to appear that combine various features from both 
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Fig. 20-1. — Schematic presentation of split-anode magnetron. 

categories, as well as innovations that do not fall in either category. 
The neutrode and the finger magnetron, discussed in Sec. 23-2 and Sec. 

22-12, respectively, are examples of this 

trend. 

Figure 20-1 shows, somewhat schema- 
tically, a typical split-anode magnetron 
oscillator. A straight filament is placed 
along the axis of the cylinder formed by the 
inner surfaces of the two anode halves. 

The pole pieces of the magnet, as W'^ell as a 
substantial part of the parallel-line tank 
circuit, are external to the glass envelope. 

The tank circuit in this particular tube is 
“double-ended,” i.e., extended in both 
directions from the anode. 

The modification known as a neutrode is 
sketched in the same fashion in Fig. 20-2. 

Here the anode is divided into three seg- 
ments, but only two of them have any r-f 
potential with respect to the cathode, as the 
third segment is connected to a neutral c_i v 

point m the tank circuit. Bar 

Three types of multicavity magnetrons 20-2. — Magnetron -with neu- 

are shown in Fig. 20-3, differing only tral electrode, neutrode. 

m the shape of the cavities. In all of them there is in the center 
a cylindrical oxide-coated cathode, prordded ivith end hats or end 
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shields to prevent electrons from leaving the interaction space between 
anode and cathode and leaking out in the axial direction. The pole tips 
of the magnet are built into the tube in order to keep the gap in the 
magnetic circuit to a minimum. The tank circuit of the oscillator is 
completely enclosed in the evacuated shell of the tube. In Fig. 20-3a it 


Hanzontot Section Section A-A 



(ci 

fta. 20-3. — Alulticavity magaetrons: (a) vane magnetron; (6) hole-and-alot magnetron; 
dot magnetron. 

is formed by the cavities between the six vanes and the end spaces into 
which these cavities open at each end in the axial direction. The coupling 
loop is the means for transfer of r-f energy from the cavity system to the 
output line. The tips of the vanes form the six anode segments. 
The pole pieces of the magnet are shown as integral parts of the shell of the 
tube. Figures 20-36 and c show differently shaped cavities, milled or 
drilled out of the anode block. 
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Figure 20-4 shows schematically a radical departure from the multi- 
cavity design: it is a single-cavity multisegment magnetron, referred to 
by different names as finger magnetron, squirrel-cage magnetron, donutron, 
etc. The interaction space and the electrodes are similar to those of a 
multicavity magnetron, but the anode segments form fingers, of which 
alternate ones are attached to opposite sides of a flat cylindrical cavity. 

This chapter vdll cover the principles of operation chiefly of multi- 
cavity magnetrons. As already mentioned, the mechanism of oscillation 
of the split-anode magnetron is assumed to be the same. The difference 
between multicavity tubes and split-anode tubes is then mainly that the 
resonant system, i.e., the tank circuit, of the latter is simpler. As 



Fig. 20-4. — Donutron. For clarity all fingers connected to one side of the cavity have 

been shaded in the loft section. 


far as the fundamental operation is concerned, we can even consider the 
split-anode magnetron as a special case of a multicavity magnetron, so 
that by covering the principles of operation of the more general class of 
magnetrons we have automatically included the less inclusive category. 

In order to describe how and Avhy a magnetron operates, the following 
subjects vdll be taken up: 


1. The configuration of the electromagnetic field in the region involving 
anode and cathode 

2. The behavior of the rotating electron cloud that surrounds the cathode and 
serves as a means of converting part of the d-c input power into r-f output power 

3. Cathode considerations, particularly with relation to scaling, emission- 
current density, back-heating, and factors affecting life 

4. Output coupling for coaxial lines and Avaveguides Avith a discussion of 
conditions imposed by Avide tuning range 

5. Means for obtaining wide tuning range, consequent variations in shunt 
impedance, Q, and efficiency of the resonant system, and the problem of spurious 
resonances 
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The question of removal of heat from anode, cathode, and tuning com- 
ponents %vill be discussed in connection with the various tubes described 
in Chap. 22. 

20-6. The Electromagnetic-field Configuration in a Mxilticavity 
Magnetron. — The problem is not so simple as in a triode or tetrode 
oscillator because in a magnetron the r-f potential is not constant over the 
whole anode surface, each segment having its o^vn r-f potential. Because 
of the rather complicated shape of the interioT of a multieavity mag- 
netron, all parts of which are included in the resonant system or the tank 
circuit of the oscillator, a mathematical analysis of the possible electro- 
magnetic-field configurations in this space is prohibitively laborious. 
However, the essential facts of the solutions and the imderl 3 dng reasons 
therefor are not difficult to interpret in simple physical terms. 

The procedure for a rigorous solution would be to integrate Maxwell's 
differential equations for the electromagnetic field over the whole space 
penetrated by the field. If infinite conductivity of copper is assumed, 
this integration will extend only over the vacuum in the cavity, and the 
boundary conditions everywhere at the metal surface will be that the 
tangential component of the electric field and the perpendicular com- 
ponent of the magnetic field must be zero. An infinite number of ele- 
mentary solutions will be obtained, each representing a state of oscillation 
with a specific field pattern and a specific frequency. Because we have 
assumed no losses, these oscillations will have no attenuation as long 
as no coupling loop is inserted, and their amplitude and time phase 
will depend on the initial conditions only. The field configuration and 
frequency of each elementary solution is said to define a resonance mode 
of the cavity. IVhen impressed oscillations are discussed the term mode 
will be used for a state of oscillation with the same field configuration, 
but not necessarily with the same frequency as one of these elementary 
solutions. When an a-c emf of a frequency different from any resonance 
frequency is exciting the cavity, the voltages, currents, and electromag- 
netic fields obtained will be much smaller than under resonance condi- 
tions, in complete an?’,^ with a resonant circuit formed by lumped 
constants L, C, an;.’) ./i 'and excited off resonance. The electromagnetic 
Seid ia the csiify can be raderpteftjrf aj a strm o^dxffeieat compo- 
nents each with the field configuration of one of the elementary modes 
The above analogy can be extended to a number of resonant circuits with 
lumped constants, all connected together; the emf will produce a response 
in each circuit that depends on the reactance and resistance of the circuit 
at that particular frequency. 

In describing some of these modes, it is convenient to deal separately 
with the annular space between anode and cathode, i.e., the interaction 
space, and the slots or cavities that separate the anode segments. The 
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width of the anode segments and the radial distance between anode and 
cathode is always small compared -with the free-space wavelength of the 
oscillations considered here, so that the reactance of the small section of 
the interaction space under each segment will be unimportant compared 
with the reactance of the slot or cavity between two segments. It will 
thus not be far from the truth to assume that the cavities alone determine 
the frequencies of the resonance modes and that the field configuration of 
a certain mode in the interaction space is independent of the resonance 
frequency. 

It is convenient to think of the electromagnetic-field pattern in the 
interaction space in terms of waves propagated around this annular 



(a) (b) 

Fig. 20-5. — (a) Radial plot of the intensity of the principal component of the tan- 
gential electric-field strength in a 12-gap multicavity magnetron at resonance in the ir-mode; 
(6) the corresponding plot for the mode, n = 1. 

cavity. The velocity of propagation (more specifically, the phase veloc- 
ity) is, according to our assumption regarding the dimensions of the 
interaction space, entirely determined by the phase delay occurring at 
each slot between the anode segments and by the frequency. In order to 
ehminate the frequency from our discussion until we proceed to the field 
in the slots and cavities, we can use one cycle as the unit of time. The 
velocity of propagation in these units becomes identical to the wavelength 
in the direction of propagation. (Note that this is not the free-space 
wavelength, but the interaction-space wavelength, i.e., the actual length 
of one wave along the circumference of the interaction space.) 

The field configurations in this annular space now have to satisfy 
the condition that the tangential electric field be zero along the surface 
of the anode segments and of the cathode. Our assumptions also demand 
that the potential be constant over each anode segment. 
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Figure 2(Hj shows a plot of the tangential electric field and of the 
potential along a section of the cylindrical surface coinciding with the 
surface of the anode segments at a certain instant for the magnetron 
shown in Fig. 20-5. By something like a Fourier analysis of these 
rectangular and trapezoidal curves, we can find a number of sinusoidal 
components, all of which are complete electromagnetic waves consistent 
with Maxwell’s equations and the sum of which satisfies the boundary 



(b) 

Fm. 20-6. — (o) Tangential component of elccUic field at anode, (.b) t>( potential at anode. 

conditions plotted in Fig. 20-6 and also gives zero tangential electric 
field at all points on the cathode. It might be well to emphasize that for 
each mode all these components have the same frequency; the Fourier 
expansion is in space, not in time. But the boundary conditions have 
to be satisfied at all instants during one complete cycle. The tangential 
component S* of the electric field at the anode radius is found to be 

-oiiliS.... « 


6 « = 


( 20 - 1 ) 
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where Y is the distance between centers of adjacent slots, 'Kp the wave- 
length measured along the anode circumference, 6 the angular coordinate 
in a cylindrical coordinate system z, r, 6, coaxial with the anode and 
cathode, and n the mode number, i.e., the number of wavelengths along 
the circumference of the anode. The mirror image of 8$ in Eq. (20-1), 
which is obtained by replacing -|-0 by —0, is for reasons of symmetry also 
a satisfactory expansion. 

Equation (20-1) represents one fundamental component e'^” 
traveling in the positive 6 direction [obtained for m = 0 in Eq. (20-1)] 
and an infinite number of components of shorter wavelengths traveling 
in both directions (obtained for m 0). Thus to satisfy the boundary 
conditions requires, in addition to the forward wave, a reflected wave 
that is in general of smaller amplitude than the forward wave. If the 
wavelength is progressively reduced, this reflected \vave increases in 
amplitude until it is equal to that of the forward wave when the wave- 
length is equal to tmce the distance between slots. AU the forward 
components will then be matched by reflected components of equal 
amphtude and wavelength, the component with tw = 0 by the one with 
m = — 1, the one with = 1 by the one with m = — 2, etc., and the 
result is a standing wave in the interaction space. We can compare the 
anode to the stator of a synchronous motor. As long as one wavelength 
is greater than twice the distance between slots, the anode acts as a 
polyphase winding, but when one wavelength just extends over twm seg- 
ments the anode acts as a single-phase winding. This latter case does 
not yet mean resonance in the slots or cavites; at such resonance the 
velocity and wavelength would be zero, if the losses Avere negligible. 

So far the fact that waves propagated around the interaction space 
come back to the same point has been disregarded. All wavelengths 
can be propagated around the interaction space, but only waves of cer- 
tain discrete wavelengths will come back in such a phase as to repeat 
themselves periodically. Only waves of those ■wavelengths will build up 
to appreciable amplitudes. These wavelengths then give the resonance 
modes. The longest resonance ■wavelength is equal to the circumference, 
and the corresponding mode is given the mode number w = 1. When two 
wavelengths equal the circumference, n = 2, and so on. The mode for 
which n = N/2, or half the number of anode segments, gives the standing 
wave condition mentioned above and is generally called the 7 r-mode, 
because for this mode the phase difference between the field intensity of 
adjacent slots (or potential of adjacent segments) is exactly ir radians. 
For all other modes than the ir-mode the solution is degenerate, i.e., two 
independent solutions exist, identical in all respects except the direction 
of rotation. 
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In Figs. 20-5o and b, the heavy lines represent the tangential-electric- 
field intensity plotted radially from a circular axis and show qualitatively 
how this field varies along the circle used as axis. The former figure 
concerns the ir-mode (n = 6), and the latter the mode for which n = 1. 
In Fig. 20-7, the fundamental component of the tangential electric field 
is also plotted as a function of the radius with field intensity as ordinate 
and radius as abscissa. This plot 
has been extended beyond the 
anode radius in order to demon- 
strate that this field component 
varies approximately as a Bessel 
function. 

It is characteristic of all the 
modes that the amplitudes of the 
components of shorter interaction- 
space wavelength decrease much 
more quickly toward the cathode 
than the amplitude of the funda- 
mental component, so that the 
latter becomes successively more 
predominant for decreasing radius. 
It is therefore a fair approximation 
to consider the fundamental component only, except for the immediate 
vicinity of the anode. We must remember, however, that the ir-mode 
has two fundamental components of opposite direction of propagation. 

So far the electromagnetic field in the slots or cavities between the 
anode segments has not been considered. It ia rather easy to relate these 
parts of the resonant system to well-known circuit elements. In a 
hole-and-slot resonator (Fig. 20-3h) the slot is a capacitor and the hole 
a single-turn coil, both together forming a parallel-resonant circuit. A 
slot resonator (Fig. 20-3c) is a short-circuited, transmission line, which 
also is a parallel-resonant circuit, if and when the length of the slot is 
equal to wavelength. A vane resonator (Fig. 20-3a) is something 
between these two extremes. In all these types of resonators, the mag- 
netic-field lines are parallel to the anode axis and have their high density 
in the short-circuited or inductive end of the cavity. The electric-field 
lines are perpendicular to the walls of the slots and concentrated in the 
open or capacitive end of the cavity. 

It would seem, then, that the interaction space, loaded at regular 
intervals with the resonant cavities, could be represented by an equiva- 
lent network like the one shown in Fig. 20-8c, where the capacitances 
AA' , BB', etc., are the capacitances between the respective anode seg- 
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Fiq. 20-7 — Radial plot of the tangen- 
tial field strength in a two-dimensional 
field pattern between the eathode cylinder 
and infinite space. The amplitude of the 
alternation in field strength varies radially 
according to the Beseel-funccion plot shown 
in heavy dashed lines 



Sec. 20-5] 


PRINCIPLES OF MAGNETRON OPERATION 


483 


ments and the cathode, and the circuits A'B', B'C, etc., represent the 
impedances of the cavities between the anode segments. 

In this picture, however, the fact that adjacent cavities are inductively 
coupled to each other has not been taken into account. This coupling 
exists because at the ends of the cavities in the axial direction the mag- 
netic field lines bend over into the end spaces and return through neigh- 
boring cavities. In fact, the coupling is very tight, because only a very 
small fraction of the magnetic flux Avill 
return through the interaction space 
instead of through the other cavities. 

The equivalent network can easily be 
modified to take the mutual coupling 
into account by introducing the equi- 
valent T of two coupled inductances 
(Figs. 20-86 and c). Because of the 
tight couphng the inductances L-M in l-M l-M 

the series arms can be neglected, and 
consequently Fig. 20-8a changes into 
20-8d. There the shunt capacitances 
AA', BB' have small susceptances com- 
pared mth the inductances ilf, so that 
the equivalent network has the charac- 
ter of a high-pass filter. Consequently, 
it will propagate all frequencies above 
a certain cutoff frequency wdth negligi- 
ble attenuation but with a certain 
phase shift for each section of the filter, 
i.e., for each slot between two anode 
segments. For very high frequencies 
this phase delay is negligible, but as the (d) 





cutoff frequency is approached, the 
phase shift increases rapidly and 


Fig, 20-S. — Representation of the 
anode system as a filter network. 


reaches 180 deg at the cutoff frequency. The resonance frequency 
of the TT-mode is thus equal to the cutoff frequency, and the resonance 
frequencies of the other modes, for which the phase difference between the 
electric field in consecutive slots is less than 180 deg, vary approximately 
as shown in Fig. 20-9. The 7r-mode has the lowest frequency, and the 
other modes have in consecutive order higher and higher frequencies. 
The frequency separation is smallest between the 7 r-mode and the mode 
with next lower mode number. This mode separation is important for 
the stable operation of the magnetron. One per cent mode separation 
is considered poor, 3 per cent marginal, and 15 per cent excellent. It is 
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usually necessarj' to increase the mode separation by artificial means, 
which toII be described in Sec. 20-6. 

It is important not to confuse the component waves and the modes. 
The presence of the component waves of any mode is required to satisfy 
the boundarj’ conditions, and for 
each particular mode their relative 
amplitudes are always the same. 
Oscillations in the different modes, 
on the other hand, can be present in 
any amplitude and phase. In the 
case of forced oscillations, however, 
the modes may have a similar func- 
tion to the component waves. If 
we introduce a loop in one of the 
slots and excite the system at a 
frequency different from any reson- 
ance frequency, the symmetry of 
the si’stem is disturbed and we need an expansion in terms of the different 
modes in order to satisfy the boundary conditions at the loop. 

The amplitude and phase of oscillations in each mode caused by a 
sinusoidal cmf vary n-ith the frequency of this source approximately as 




Fio. 20-0.— Frequency distribution of tho 
modes of a 12-cnp magoetron. 


(0) (b) Cc) 

Fio. 20-10.— Kquivaleiit networks for the resonant syatern of a mullicavlty maenctron. 

the oscillations in a simple resonant circuit. This is true even when the 
copper losses in the system arc considered. As far as the variations with 
time and frequency are concerned, the s^’stem can therefore be repre- 
sented by the equivalent network of Fig. 2O-10a. As all the modes are 
orthogonal solutions,* there is no coupling betw een the circuits that repre- 

‘ Orthogonal functions of lime are familiar to every communications engineer; it is 
because sinusoidal oscillations of diQcrcni frequimcics nre orthogonal that the cvirrcnts 
and voltages of one frequency in a lucar network arc not aflccted if oscill.ations of 
other frequencies are superposed. Similarly, the dilTerent resonance inodes of a 
cavity resonator are orthogonal functions of tpaet; the currents, s'oltages, and Gelds 
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sent the different modes. A coupling loop, however, -will couple to a 
large number of the modes (Fig. 20-105). We can give the equivalent 
network a more convenient form by- 
replacing the coupling loop -with an 
ideal transformer and a certain series 
reactance (Fig. 20-10c). 

20-6. Strapping. — ^As shown in 
Fig. 20-10a, there is one set of equiva- 
lent circuit constants, inductance, 
capacitance, and conductance, for 
each mode, as measured from two 
adjacent anode segments, for in- 
stance. These concepts are very- 
helpful in the discussion of methods 
for increasing the mode separation. 

If we add a capacitance to the equi- 
valent circuit, as shown in Fig. 

20-1 la, it will in general lower the 
resonance frequency of the mode; the higher the impedance between the 
points where the capacitance is introduced, the larger will be the change 

in frequency obtained. On the other hand, 
if -we by-pass part of the equivalent induct- 
ance by means of a low-inductance lead, 
as shoAvn in Fig. 20-1 Ic, the frequency 
will increase. This increase will be greater 
the larger the initial impedance between 
the points where the by-pass is applied. 

The most common method of increasing 
the mode separation is double-ring strapping, 
illustrated in Fig. 20-12. Two rings are 
attached to the anode segments or to the 
vanes close to their tips in such a way that 
alternate segments are connected to the 
outside ring and to the inside ring. In the 
TT-mode the voltage on all the segments 
connected by one ring is in opposite phase 
to the voltage on the other ring and the 
other set of segments. The capacitance 
added by the rings will thus be most effec- 
tive in lowering the resonauce frequency of the 7r-mode. Other modes 




Cc) (d) 


Fiq. 20-11. — Illustrations of methods 
for increasing mode separation: (a) maxi- 
mum frequency change; (6) less than 
maximum frequency change; (c) large 
frequency change; (d) small frequency 
change. 


of one mode are not affected by the presence of currents, voltages, and fields of other 
modes, even if the impressed emfs in all modes have the same frequency. 
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for which the phase difference between adjacent segments is smaller 
wU be less affected by this capacitance. Since in the Tr-mode all points 
connected by the same ring are at the same potential, no by-passing effect 
is produced, and the equivalent inductance remains unchanged. For the 
other modes all the points joined by the rings have different potentials. 
Hea\'y short-circuit currents wU flow, and the equivalent inductance of 
these modes is reduced. Both the capacitance and the inductance are 
thus affected in such a way as to increase the frequency separation 
between the r-mode and the other modes. The capacitance between 
the strap rings plus the capacitance of each ring to the opposite set of 
anode segments is called the strap capacitance. The ratio of the strap 
capacitance to the equivalent capacitance of the 7r-mode is conventionally 
used as a measure of the strapping. The shorter and heavier the strap- 
ring segments are, the more tightly strapped the magnetron is said to be. 

20-7. Circuit Constants of the Equivalent Network. — The resonant 
system of a multicavity magnetron, or more specifically, the ir-mode of 
the system, is subject to very similar considerations to those mentioned 
in connection with the tank circuit of triode and tetrode oscillators as 
far as shunt impedance, Q, circuit efficiency, etc., are concerned (Secs. 
18-6, 18-7, 18-10). 

For the purpose of this discussion xvq simplify the equivalent circuit 
to the form shown in Fig. 20-13, which will be the standard form of 
equivalent circuit for a magnetron resonator in this and the next chapter. 

g ^ This circuit is based on the follow- 
1 1 ing assumptions: the Q of the 

. I L ~*1 v-mode is high, and we are inter- 

adjaceni C- - 5 i||R /\ ® small frequency 

anode GgT Z p 1 vi / { range at resonance, a few per cent 
--.^ e^^enta [ y at the most. The mode separation 

Idealt^n^bm^/ ^Oulp^l “ satisfaototy, bo that in this fre- 
Turns ratio h 7 ierminah quency range the other modes con- 
Fiq. 20-13 —Equivalent circuit for opera- tribute only very Small reactances. 

tion in the y-tnode. output-coupling network does 

not contain any resonant elements, and its losses are negligible. If the 
tube is tunable, in general all constants of the equivalent circuit will vary 
ivith the setting of the tuner, but for each setting the above assumptions 
should be correct. 

Let us now define some of tiie important parameters of the tank cir- 
cuit in terms of the equivalent inductance L, capacitance C, conductance 
Gr, the turns ratio k of the equivalent -ideal transformer of the output 
coupling, the equivalent length of line Al of the output coupling, the 
characteristic impedance Zo of the output transmission line, and the 
angular frequency w. 
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The unloaded Q is 


Qo — 


CoLGr 


( 20 - 2 ) 


The loaded Q, which is conventionally defined for matched load on 
the output line (load impedance Zl = Zo), is 


Ql = 


6)L 


(•■•8 


(20-3) 


The external Q, i.e., the Q we Avould get with the same load Zi, = Zo 
but no losses in the resonator (Gr — 0), we obtain from the relation 


_1_ 

Qe 


1 

Qx, 


Qa 


The circuit efficiency 


Vc 


Qe ^ , Qh 
Qe Qo 


(20-4) 


(20-5) 


The slot admittance measured between adjacent anode segments for 
matched load on the output line is 


y. = ^4-1 P - 

Zo Qo \L ricZo 


(20-6) 


' Ideal tranafiormer 


since (1/Qo) n/C/L — Gr. The reciprocal of this admittance corresponds 
to the shunt impedance discussed in previous sections on triode and 
tetrode oscillators (see Sec. 18-6). 

The equivalent-circuit constants and the parameters derived from 
them can be measured relatively 
easily. Impedance measurements 
from the output terminals, usually 
referred to as cold tests, yield the Q's 
and rjc explicitly and F,-, L, C, and 
Gr in terms of k. In a demount- 
able-tube model, k can be measured 
by increasing the equivalent capaci- 
tance by a known amount and again 
determining the impedance at the 20-i4.— Equivalent circuit normalized 

output terminals. The cold tests 

^vill be discussed further in Secs. 24-29 to 24-35. 

It is often convenient to refer the equivalent-circuit constants to the 
output terminals and to normalize them, i.e., measure them in terms of 
the characteristic impedance Zo of the output line. Using the subscript 


Any two 
adjacent 
anode segmem 
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N to indicate this transfonnation of the constants, we obtain 
L 

= k^ZtC 
Gs = h'ZifSr 

We can redraw the equivalent circuit in terms of these normalized 
constants, as sho^\■n in Fig. 20-14. 

It is apparent from Eq. (20-7) that the external Q is equal to the 
reciprocal of the normalized inductive reactance of the tank circuit as 
measured from the output terminals, which makes it a very useful 
quantity. 

20-8. The Electron Mechanism of Oscillation. — ^The behavior of the 
space charge in a magnetron is extremely complicated, and no quan- 
titatively satisfactory theory has yet been worked out. Qualitative 
theoretical considerations and extensive experimental information, how- 
ever, enable us to describe what happens in the interaction space of an 
oscillating magnetron. 

It is instructive to consider the motion of the electrons in a magnetron 
when no oscillations take place. All the anode segments have the same 
potential, and all conditions will bo approximately the same as if the 
anode had a continuous cylindrical surface. Under the influence of a 
constant axial magnetic field ?C or flux density and a constant anode 
voltage Eb an electron will describe a circle %xith radius r, concentric with 
the cathode if its velocity v is such that 

£e + « (Bn, » (20-10) 


(20-7) 

(20-8) 

(20-9) 


where 6 is the field intensity due to /n, is the permeability of free space, 
and e and m are the charge and mass of the electron, respectively. This 
relation simply states that the sum of the force exerted by the electric 
field on the electron and the centrifugal force due to the curx’ature of the 
electron orbit equals the force caused by the motion of the electron 
through the magnetic field, all in mks units. Provided the plate voltage 
is smaller than the critical voUac/e or cutoff voltage 


Be = 2 t >- XW 
m 



( 20 - 11 ) 


no electrons will reach the anode. Here r« and Tg are the radii of anode 
and catho<le, respectively, in meters. It is in this case perfectly possible 
that all the electrons describe circular orbits and form a uniform space 
charge revolving around the cathode. The velocity of the electrons 
would grow from zero at the cathode to a maximum value at the edge of 
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the electron cloud, in such a waj’’ that Eq. (20-10) is satisfied at every 
point. The potential at the edge of the cloud would be obtained from 
Eq. (20-11) by replacing the anode radius with the radius of the cloud. 

Other electron orbits can also build up consistent solutions for the 
space charge of a nonoscillatory magnetron, but it has been shown that 
the average space-charge density and average angular velocity of the 
electrons are always approximately the same as for the simpler solution 
described above. We are, therefore, justified in using this simple pic- 
ture as a starting point for a discussion of the electronic behavior of the 
magnetron. 

In order to explain why and how a magnetron oscillates, we should 
show two things. (1) The cloud of electrons can deliver power to a 
finite, steady-state r-f voltage in the tank circuit, and thus support the 
oscillations in this circuit. This power would, of course, have to be taken 
from the d-c power supply by electrons moving from cathode to anode 
and establishing a direct current. (2) This condition of power transfer 
can be maintained continuously for a range of r-f voltage from infinitesi- 
mal amplitude up to normal amplitudes, so that the oscillations are self- 
starting. 

If we excite the anode cavity system in the 7r-mode, the electrons in 
the cloud vdll be subject to an r-f electric field in the direction of their 
motion, according to Fig. 20-7, and consequently be accelerated at some 
spots and retarded at other spots. Of the component waves associated 
with the TT-mode the fundamental component that moves in the same 
direction as the electrons is the most important. If the anode voltage 
and the magnetic field are so adjusted that the electrons at the edge of 
the cloud are synchronous with this component, these electrons will 
remain under the influence of the r-f field for considerable time. In a 
12-cavity magnetron shown in Fig. 20-7, there will be six regions of 
acceleration and six regions of retardation. The effect on the angular 
velocity -will be a bunching of the electrons at the rim of the cloud. 
Where the velocity has been reduced, the magnetic force (Ber is reduced 
so that the force of the electric field Se ■will predominate and pull the 
electrons toward the anode. The electrons 'will regain their velocity 
from the d-c field but at the same time move into a region of stronger r-f 
field. They will thus continue proceeding toward the anode, extracting 
energy from the d-c field and losing energy to the retarding r-f field. On 
the other hand, where the electrons are accelerated, the magnetic force 
predominates and pulls the electrons toward the cathode, out of reach 
of the r-f field. The space-charge cloud will consequently assume a 
quite different shape. The “hub” of space charge around the cathode 
■"all be reduced in diameter, while the groups of decelerated electrons 
reach out as the spokes of a wheel toward the anode. The “spokes” 
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will continually revolve against the force exerted on them by the r-f field, 
thus feeding power into this field and maintaining the oscillations in the 
tank circuit. On the other hand, very little r-f power is required to 
keep electrons out of the r^ons where acceleration would take place. 
It is probably this selective mechanism that is ultimately responsible for 
the fact that surprisingly high electronic efiiciencies, sometimes over 80 
per cent, are experimentally obtainable in magnetrons. 

As far as the question of starting the oscillations is concerned, there 
is nothing in the exchange of enei^ as described above that demands a 
large r-f voltage on the anode. This mechanism can consequently start 
to function at infinitesimal r-f voltage and gradually build up the oscilla- 
tions in the tank circuit. 

It is typical of magnetron-oscillator beha%dor that, at a given magnetic 
field, operation at a given frequency and mode cannot occur until the 
anode voltage has reached a more or less definite critical value, sometimes 
called the threshold voltage. This critical voltage is found experimentally 
to be approamately proportional to the magnetic-field strength. If the 
threshold voltage is plotted for the various modes of a magnetron vs. the 
magnetic field, a diagram of the character sho'wn in Fig. 20-15 is obtained. 
The cutoff parabola according to Eq. (20-11) is shown at the left, and 
the lines of the threshold voltage for 
the different modes, often referred 
to as mode lines, start at this curve. 
For a given geometry of the inter- 
action space the position of each 
line depends on the angular veloc- 
ity of the fundamental component 
wave of the corresponding mode. 
An increase in the angular velocity 
will move the mode line toward 
higher anode voltages. As the an- 
gular velocity is proportional to 
f/n, the mode line udll move 
upward with increased resonance 
frequency and doumward mth 
increased mode number n. The 
distance between the mode lines 
will consequently decrease with increased number of segments, because 
both the difference between the highest mode numbers (= l/n) and the 
mode separation in frequency will decrease with increased n. It should 
be noted that tuning the magnetron to a different frequency will move the 
mode line, upward if the frequency is increased, downward reduced. 
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The previous section stated that the fundamental component of each 
mode is predominant over most of the interaction space, and it has con- 
sequently been assumed that the space charge synchronizes with the 
fundamental component of each mode. This is not necessarily always 
true; successful operation of 10,000-Mc tubes has been reported in which 
the space charge synchronizes Avith the lowest order component of 
opposite direction of rotation to the fundamental component of a mode 
of smaller mode number than the ir-mode. The fundamental compo- 
nent of the mode thus in this case rotates in the opposite direction to 
the electrons. The efficiency obtainable in this land of operation is 
lower than when the fundamental component is used, but angular velocity 
of the electrons and the anode voltage required may be even lower (or 
the dimensions larger for the same voltages) than those of the r-mode. 
The same resonance mode can in this way produce more than one line 
in the mode-line diagram, and one of these may be even lower in the 
diagram than the line representing the ir-mode. 

No discussion of the modern magnetron would be complete ■nithout 
a few words about magnetron scaling. This powerful method combined 
with a wealth of experimental data on successful magnetron designs has 
proved a very useful substitute for a quantitatively satisfactory theory, 
for design of new magnetrons as well as for critical evaluation of existing 
tubes. The basis of scaling is the fact that it is possible to imitate a 
certain model design with different dimensions in such a way that some 
important characteristics — the efficiency of a magnetron, for instance — 
are carried over unchanged to the new design. If a number of variables 
is involved, which are related by nonlinear equations, the scaling process 
is, of course, not quite so simple as to reproduce a dra-wing or a map 
to a different scale. Still, it is possible to analyze these equations and 
deduce the scaling rules without the necessity of finding a solution to the 
equations. 

For magnetrons several kinds of scaling are possible: wavelength 
scaling, voltage scaling, and current scaling. The purpose of wavelength 
scaling is obvious; the choice of voltage and current, on the other hand, is 
subject to other factors than power output, such as resonator design, 
circuit efficiency, cathode emission, and practical considerations as to 
power supply. 

Slater has condensed the rules for magnetron scaling into expressions 
for three quantities Eo, 3Co, /o by means of which the anode voltage Ei, 
the anode current h, and the magnetic filed 3C can be transformed to 
dimensionless variables EifEo, 3C/3Co, h/Io. At the same operating point 
m these variables all magnetrons have the same efficiency, provided 
that the shunt impedance of the tank circuit divided by Eo/I^ is the 
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same and that the geometry is similar in all respects not taken into 
account in the calculation of Ee, 3Co, It. 

The expressions for these quantities are 

= 253,000 volts (20-12) 

3Co = — 16,900 turns per m (20-13) 

;. = 8440r l(^)s 

where n = the mode number, t.e., the interaction-space circumference, 
divided by the interaction-space wavelength 
fa =• anode radius, meters 
r, = cathode radius, meters 

I = the axial length of the electrode system, meters 
fli « the geometry constant in Langmuir’s equation for the space- 
charge current in a cylindrical diode («s 0.95). 

The first relation shows what to do if a magnetron is to be scaled to 
another voltage. The simplest way is to change the anode radius as the 
square root of the ratio of the new voltage to the previous voltage. 
Because for the ir-mode n = N/2, i.e., half the number of cavities, voltage 
scaling can also be accomplished by changing E. The rule is then evi- 
dently that fa/N should be changed in the ratio of the square roots of 
the voltages. If the latter procedure is followed, both magnetic field 
and current will be affected, if the former, only the current. 

In current scaling, Eq. (20-14) states that a different current can be 
obtained at constant efficiency by varying the ratios To/fc or 1 /to without 
any corresponding change in voltage or magnetic field. There are, 
however, certain limitations in the choice of Te and I, such as current 
density at the emitting surface and cooling of the electrodes, that have 
to be taken into account. 

In Eqs. (20-12) and (20-14), the product of the wavelength by the 
mode number and the linear dimenaons appear only in ratio; wave- 
length scaling consequently requires that the linear dimensions be varied 
in direct proportion to this product. Both voltage and current will 
remain unaffected, but according to Eq. (20-13) the magnetic field 
required for equivalent operation will change. 

It is interesting to consider the question of tunable magnetrons in 
the light of these njJes for wavelength scaling. The dimensions of inter- 
action space are iV, £ changed when the tube is tuned; consequently it 
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should be necessaiy to vary Bb, 3C, and Ib in direct proportion to Bo, 
3Co, and Jo in order to maintain the dimensionless variables and the 
efficiency constant. Equations (20-12) to (20-14) show that for a tube 
with a tuning range of 1.5 to 1 the voltage would thus have to be varied 
over the tuning range by a factor of 2.25, the magnetic field by 1.5, the 
current by 3.38, and the shunt impedance by 1.5, with the result that the 
output power would vary by a factor of 7.6. Fortunately the region of 
fair-efiiciency operation, expressed in Slater’s dimensionless variables, is 
rather mde, so that it is by no means necessary to maintain the same 
operating point Avhen the wavelength is varied. However, the discussion 
of some of the wide-range tunable tubes later on will show that the 
violation of the scaling rules in tuning the tubes has some important 
consequences. 

20-9. Cathodes for Continuous-wave Magnetrons. — ^The operating 
conditions of the cathode in a magnetron are rather different from those 
of a cathode in a triode or a tetrode. The most characteristic feature is 
the electron bombardment to which the cathode is exposed. A small 
fraction of the electrons in the space-charge cloud vdll always be acceler- 
ated by the r-f field, return to the cathode, and land there with varying 
amounts of kinetic energy. 

This bombardment has two important consequences: it raises the 
temperature of the cathode, and it produces secondary emission. The 
former phenomenon, which is called hack-heating, is a very important 
factor as far as the life of the cathode is concerned. The secondary 
emission, on the other hand, increases the emission capability of the 
cathode and is thus a favorable factor. One of the magnetrons described 
in Chap. 22 is an example of a pure secondary-emission cathode with only 
a small thermionic filament to initiate the oscillations. 

The design and performance of magnetron cathodes is intimatel}’- 
connected with the scaling of the tube. The modern trend has been to 
design tubes for successively shorter wavelengths. At constant voltage 
and current, the scaling rules, as explained in a previous section, demand 
that a reduction in wavelength be accompanied by a reduction of the 
linear dimensions or an increase of the number of cavities, or both. The 
increasing difficulty of obtaining adequate mode separation prohibits an 
increase of the number of cavities beyond certain limits, so that the 
higher the frequency, the smaller the cathode dimensions will have to be 
made. The small size of the cathodes leads to high current density and 
strong back-heating. To design cathodes that meet these severe require- 
ments is one of the hardest problems concerning 10,000-Mc c,-w magne- 
trons, and even in 3000-Mc magnetrons of 1 kw and above, the cathode is 
the main factor that determines the length of the life of the tube. 

Cathodes of many different materials and shapes have been used in 
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the various c-tv magnetrons that have been developed up to the present 
time. 

The regular oxide-coated nickel cylinder is an excellent emitter but 
rather vulnerable to sparking and arcing. Nickel-mesh and nickelized- 
oxide cathodes stand up better under such conditions but have somewhat 
lower emission. Serious doubts have been expressed as to the ability 
of oxide cathodes to perform creditably in c-w magnetrons at higher 
voltages, 3000 to 5000 volts. There is recent evidence, however, that a 
modem nickel-mesh cathode at reasonable current density t\t11 have a 
satisfactory life at voltages of this order. 

Experiments ndth tungsten filaments embedded in thoria gave prom- 
ising results, but satisfactory life and stability do not yet appear to have 
been obtained. A 1000-watt 3000-Me tube using a carburized thoriated 
helical filament has reached the final stages of development and will be 
described in Chap. 22. 

Plain tungsten filaments are still used to a large extent, either straight 
or helical for the split-anode magnetrons, helical for a few multicavity 
tubes. A radical departure from conventional design is a tantalum sleeve 
acting as cathodeandcarryinghcatingcunentlongitudinally. Atungsten 
rod along the axis of the sleeve serves as return path for the beating cur- 
rent. This cathode was developed for a 10,000-Mc tube where all ordi- 
nary cathodes were found inadequate owing to the high current density 
and consequent severe back-heating. 

In many tubes where back-heating may seriously limit the life of the 
tube, some steps must be taken to protect the cathode against excessive 
temperatures. One way of doing this is to reduce the heating current 
when back-heating occurs, so as to maintain the correct temperature. 
For filamentary cathodes the resistance is a sensitive indication of the 
temperature, and automatic regulators that vary the heating power in 
such a way as to keep the resistance of the filament constant have been 
built. One type of regulator for this purpose will be described in con- 
nection with the GJ21 tube in Chap. 22. 

Obviously the range of these automatic devices is limited by the 
heating power. If the back-heating power exceeds the normal heating 
power, all the regulator can do is to disconnect the heating power entirely, 
and possibly interrupt the operation of the oscillator by means of suitable 
interlocking relays. The cathode must be designed so that the heating 
power in normal operation is larger than the back-heating power. Thus 
here the unusual condition prevails that the high pow’er consumption of 
incandescent tungsten and tantalum cathode is an advantage instead of a 
disadvantage, at least as far as cathodes with high current density and 
back-heating are concerned. The fact that a large fraction of the heat 
transfer is by radiation and consequently varies very rapidly with tem- 
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perature is an additional advantage of high-temperature cathodes. The 
design also aims to achieve the best possible conduction cooling of the 
cathode. Water cooling has so far been limited to secondary-emission 
cathodes; an example is the cathode of the 10-kw tube described in Sec. 
2 ^ 2 . 

Among the factors affecting the life of the cathode, the temperature 
is the most important; rigid control of the temperature is thus imperative 
in all tubes where back-heating is appreciable. A thoriated-tungsten 
filament is especially susceptible to temporary or permanent stripping of 
its active layer if operated at too high current density, so that a 
voltage gradient appears at the cathode surface. There is also some 
experimental e'vidence that modulation under certain conditions can 
adversely affect the life of a magnetron cathode. A modulation voltage 
is applied in series with the d-c voltage, and, because of the nonlinear 
character of the tube characteristic, peak anode current of more than 
three times the average currents may be obtained. It is an empirical 
fact that for each mode and magnetic-field intensity there is a maximum 
value of anode cuiTent. If the voltage is further increased after this 
current value has been reached, the oscillations cease; oscillations may, 
and usually do, at the same time start in a different mode at lower cur- 
rent. For this reason this current limit is often referred to as mode-jump 
current. Abnormally short life has been observed when modulation has 
caused shift of mode at every modulation peak, but the relation between 
cause and effect has not been clearly established. There is no doubt, 
however, about the fact that when the emission of the cathode has deterio- 
rated beyond a certain point, the mode-jump current starts to drop off. 
In applications requiring modulation, this is actually the criterion for 
the end of the useful life of a c-w magnetron. 

20-10. Output Coupling. — The purpose of the output coupling is to 
transmit r-f power from the tank circuit to the transmission line leading 
to the load. In a previous section (Sec. 20-7) the tank circuit has been 
discussed and the fact mentioned that the output coupling determines the 
loaded Q and the circuit efficiency of the resonant system. In multi- 
cavity magnetrons, Avhere the output coupling, like the tank circuit, 
is built into the tube and cannot be adjusted from the outside, the design 
of the coupling element is of considerable importance and must be carried 
out with full appreciation of the operating conditions and required per- 
formance in the practical application of the tube. For the equipment 
designer, it is equally important to realize the limitations imposed by 
the fixed coupling. This subject will be discussed in Sec. 21-2 and 21-6 
in connection with the operating characteristics of magnetrons. 

In this section our purpose is to describe some methods for coupling 
out power in magnetrons and to discuss briefly how"^ the power transfer 
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varies over the tuning range of a broadly tunable tube. Figure 26-16 
illustrates a number of coupling schemes for magnetrons. They can be 
classified according to the nature of the transmission line or of the 
coupling element itself. In the former case we distinguish between 
coaxial-line output and wctxeguide output, in the latter between hops and 
apertures. 

Figure 20-16 shows two arrangements of a coupling loop for coaxial- 
line output. The loop is placed where the r-f magnetic field is intense, 



Cc) 




and it is so oriented that the plane of the loop intercepts the flux lines 
perpendicularly. In Fig. 20-16o the loop is mounted in the back of one 
of the ca\ities in the anode block; in 6 its position is in the end cavity 
in the extended plane of one of the anode vanes. For a given cavity and 
a given transnussion line the power transfer is affected by two character- 
istics of the loop, its area and its uncoupled, or leakage, inductance. 
The most uniform power transfer over the tuning range is obtained if the 
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latter is as small as possible. For this reason the loop is usually formed 
from a broad strip of copper, and the wall of the cavity or the surface of 
a vane is used as part of the loop. 

Figure 20-16c shows an example of an aperture coupling for waveguide 
output (see also Fig. 22-4). The aperture between the resonant system 
and the end of the Avaveguide resembles an H; the vertical lines of the H 
correspond to broad openings, one into each end cavity, and the horizontal 
line to a narrow slot through the back of one of the cavities in the anode 
block. If an ordinary rectangular waveguide were used all the waj'' up to 
this window, the power transfer rvould vary very rapidly with the fre- 
quency. This difficulty is avoided by making the first part of the wave- 
guide of the same shape as the aperture and connecting this waveguide to 
the standard waveguide by means of a tapered section in which shape and 
dimensions gradually change to match the H section at one end to the 
rectangular section at the other end. The characteristic impedance of 
the H is chiefly determined by the width of the horizontal slot, while the 
purpose of the vertical parts is to maintain a sufficiently high cutoff wave- 
length. The shape and spacing of the “ramps” that start at the hori- 
zontal slot thus largely determine the impedance introduced into the 
cavity by the output coupling and the variation of this impedance with 
frequency. As the vidth of the slot is very small, a high precision is 
necessa^5^ The manufacturing tolerances of the “horn” that forms the 
remaining boundaries of the tapered section are much less stringent. 

A similar output system for coaxial-line output has been developed 
experimentally but has not so far found use in tube production. 

20-11, Achievement of Wide Tuning Range. — In this section also, 
only magnetrons Avith internal resonators, primarily of the multicaAuty 
type, Avill be considered. Chapters 22 and 23 will give examples and dis- 
cussions of other tunable oscillators. 

The frequency of a magnetron oscillator can be varied (1) by modify- 
ing the geometry of all the cavities in the anode block, (2) by “pulling” 
the frequency by means of a tunable cavity that is coupled to the tank 
circuit, and (3) by changing the effective capacitance in the tank circuit 
or in a resonator coupled to it by means of a cloud or beam of electrons. 
The second and third methods, as well as others based on thermal expan- 
sion, etc., have not yet given sufficient tuning ranges in c-av magnetrons 
to be of any interest here and Avill therefore not be discussed further. 

Modification of the geometry of the indmdual caAuties can affect 
the equivalent capacitance, the equivalent inductance, or both. In the 
most common arrangement this is accomplished by mechanical move- 
ment of metal rings inside the vacuum chamber. The loAAmr power 
magnetrons (50 to 200 AAmtts) employ only rings that affect the capaci- 
tance; these are called C-rings. In the 1-kw magnetrons both capaci- 
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tance-mocUfying and inductance-modifying rings (C-rings and i-rings) 
are used. 

The simplest C-ring arrangement consists of a thin flat ring of rec- 
tangular cross section placed close to and coaxial with the strap rings on 
one side of the anode block in a double-ring-strapped magnetron. This 
C-ting is almost in contact with the strap rings in the low-frequency 
position, but is a substantial distance 
from them in the high-frequency 
position. 

Figure 20-17o illustrates the rela- 
tive position of the straps and the 
C-ring for this simple arrangement. 
The capacitance between one strap and 
the C-ring acts in series \vith that from 
the C-ring to the other strap to produce 
a variable capacitance in parallel with 
that between the straps and between 
each strap and the opposite vanes. It 
has been found practical to obtain a 
tuning range only of the order of 1.05 
to 1 by this means. Another disadvan- 
tage is that the tuning curve shows by 
no means a linear relationship between 
frequency and tuner position, because 
a movement of say 0.001 in. when the 
C-ring is close to the straps produces a much larger effect than a movement 
of the same amount when the C-ring is moved away a distance comparable 
with the width of a strap. 

A distinct improvement in tuning range is obtained if both straps 
and C-rings are cylindrical instead of flat. The straps are mounted in 
a slot in the vanes, and the C-ring moves in between them, as illustrated 
in Fig. 20-176. Because of the shape of the C-ring, this arrangement 
has been called “cookie-cutter” tuning. Here the variable capacitance is 
a greater proportion of the total than vdth the flat C-ring, and the fre- 
quency is more nearly a linear function of the tuner position. These 
advantages are gained at the expense of reduced rate of heat removal from 
the vane tips beyond the rings. Tunability obtained in this way has 
ranged up to a ratio of 1.13:1. The possible tuning range is limited by 
the voltage between the straps and the smallest clearance that can be 
realized with reasonable manufacturing tolerances. In low-voltage 
tubes the last-mentioned liimtation is the most importaiit. 

Capacitance tuning has the drawback that it is accompanied by a 
change of the loaded Q. For this reason it is desirable to vary also the 
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Fia. 20-17. — C-riQg tuning. 
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inductance. The simplest approach to tliis is to provide a flat ring over- 
lying the back ends of the cavities. When tins L-iing is close to the 
edges of the vanes, it seriously impedes the passage of r-f magnetic flux 
from one cavity to the next, and so reduces the inductance. If a C-ring 
and an Ir-ring are used in combination and fastened to a common movable 
support, their effect on the frequency'' of oscillation vill add. When the 
C-ring moves close to the straps on one side of the anode block, the L-ring 
moves away from the vanes on the opposite side of the block; thus both 
L and C increase. This arrangement increases the obtainable tuning- 
range, tends to keep the loaded Q more nearly constant by changing L 
and C in nearly like proportions, and improves the linearity of the tuning 
curve, at least as compared -uith the design illustrated in Fig. 20-17a. 
An early design ■v\'ith flat L- and C-rings is shown in Fig. 20-18. An 
important improvement has been made in the tuner employed in the 
6J21 magnetrons (see Fig. 22-4). The 
straps at the C-ring have been omitted; 
both In and C-rings are of hea-vy con- 
struction and have deep slots to clear 
the vanes, so that the rings can pene- 
trate deep into the cavities without 
touching the vanes. This design has 
the advantage of the “cookie-cutter” 
rings as far as linearity of tuning is 
concerned, but not their disadvantage, as the flow of heat in the vanes 
is unobstructed. A tuning range of 1.5 to 1 has been consistently 
obtained with this tuner, and dependable operation has been achieved at 
all frequencies •ndthin this range. 

A method of tuning employing what has been called the crown-of- 
thoriis principle has been developed for radar magnetrons in the 10,000- 
Mc frequency range and has also been used in the 10,000-Mc work on the 
c-w tubes of the 1-kw class. 

The croion of thorns itself is a set of rods, one to each cavity, 
which lie parallel to the cathode axis, have such cross sections that each 
more or less completely fills one cavity, and are moved together parallel 
to themselves in or out of the cavities to accomplish the tuning. Figure 
20-19 illustrates the principle of the crown-of-thorns tuner. It operates 
similarly to the slotted L-ring in the 6J21 tube; the narrow gap between 
each thorn and the walls of the cavity introduces a high reluctance in 
the r-f magnetic circuit and reduces the flux and consequently the 
inductance. A c-vr magnetron has been built with this type of tuner, 
which gave a 1.5-to-l frequency range Avith its center at approximately 
9000 Me. The curve of frequency vs. tuner position had a desirably 
close approach to linearity. 



Fig. 20-18. — Tuning by means of L- 
and C-rings. 
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The cro'vvn-of-thoms construction has some other advantages, par- 
ticularly as to the likelihood of spurious resonances, which cause many 
difRculties in tubes ndth a rather complicated structure to support, move, 
and guide the rings. In sudr a structure all dimensions cannot be kept 
small compared with the wavelength, nor all structural parts adequately 
by-passed to ground. The method of attack in such tubes is therefore 
not to eliminate the spurious resonances, but to render them harmless. 
This can be done by reducing the coupling between the main resonant 
system and the spurious sjrstems and by making sure that the tuning 
curves of the spurious resonances do not intersect the tuning curve oi 
the ir-mode, because such intersections are liable to cause points of low 
efficiency in the frequency range and dis- 
continuities m the tuning curve (see Sec. 
22-3). A description of the structure of 
the crowm-of-thoms tuner will reveal the 
advantages of this system with respect to 
structural simplicity. The rods are sup- 
ported on a mounting block that slides in, 
and Is completely surrounded by, a metal 
casing; the thorns protrude through the 
end of this casing, wliich forms the wall 
of the end cavity. As the casing con- 


Fro. 20-20 — Rising-sun Anode 

sequently does not move, the distance from the anode block to all 
other metallic parts remains constant; only the length of the thorns 
changes. The clearances between the thorns and the casing are 
very small and form a satisfactory by-pass. The shape and dimen- 
sions of all space reached by the r-f field are relatively simple and small, 
and the risk of trouble from spurious resonant systems is therefore mini- 
mized. The small clearances required to maintain tliis advantage, of 
course, introduce difficulties of construction and manufacture. 

In the early stages of the design of the 10,000-Mc magnetron referred 
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to above, consideration Avas given to the possibility of using the “rising- 
sun" type of anode, illustrated in Fig. 20 - 20 . This type of resonant 
system can provide adequate mode separation without strapping and has 
been successfully used in radar magnetrons. When the resonance 
frequencies of the modes of a resonant system of this kind are measured 
and plotted as in Fig. 20-9, it is found that the curve has an appreciable 
discontinuit}^ at one point, i.e., that the frequency difference between two 
particular consecutiAm modes is appreciably larger than betAAmen con- 
secutive modes elseAvhere in the diagram. For a certain relation betAveen 
the lengths of alternate slots, this break in the curve can be made to fall 
betAveen the 7r-mode and its neighbor, so that stable operation in the 
ir-mode is secured. HoAvever, in order to obtain adequate tuning range 
and maintain satisfactory mode separation at all frequencies, one would 
have to time both the long and the short cavities, a process that has so 
far been considered too complicated to Avarrant serious consideration. 

A quite different method of tuning is used in the donutron, discussed 
in Sec. 22-12. 



CHAPTER 21 


OPERATING CHARACTERISTICS 
OF CONTINUOUS-WAVE MAGNETRONS 

By Gunnar Hok 

21-1. Introduction. — For a triode or tetrode oscillator tube it is 
possible to obtain a set of static characteristics that can be used to cal- 
culate the performance of the oscillator under various operating condi- 
tions. With some modihcations for transit-time and other effects, such 
an analysis is applicable also to microwave oscillators. There are two 
conditions that favor the use of static characteristics as a basis of oscil- 
lator theory. (1) The electronic system and the associated circuit are 
separate units, each of which can be studied by itself, the connection 
between the two being the voltage of the approximately unipotential 
electrodes and the currents passing through them. (2) The feedback 
is part of the external circuit; consequently, it can be removed and 
the operation of the system as an amplifier studied theoretically and 
e.xpcrimentally. 

In a magnetron oscillator these favorable conditions do not exist. A 
boundary surface between the electronic system and the tank circuit 
can be found, but the conditions at tMs boundary cannot in general 
be stated in terms of one voltage value, one current value, and the phase 
angle between them. Above all, the feedback cannot be removed; 
consequently, no information of value for analysis of the oscillating 
condition can be obtained by any known static test methods. The 
static characteristics described by IGlgore* and others are of no help in 
the study of the modern microwave magnetron oscillators. TTie charac- 
teristic curves and charts that are conventionally used to present the 
operating data of magnetron oscillators are consequently not analytical 
and instructive, but merely empirical and descriptive. They simply 
record how the performance of the oscillator in the desired mode of oscil- 
lation varies "with the operating conditions. Tw’o different charts or 
diagrams are obtained, depending on whether the operating condition is 
varied on the input side, by means of power supply and magnet, or on 
the output side, by means of the load. 

* Kilcose, G. R , Magnetron Oscillators for the Generation of Frequencies 
between 300 and 600 Megacycles, Pne. 1M£., 24, 1140 (1936). 
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21-2. Variation of Performance with Input Conditions. Performance 
Chart. — ^The variables directly associated with the input are anode 
voltage Eb, anode current Ib, and magnetic field 3C. Incidentally, it 
may seem peculiar to use the term anode voltage, since the anode for prac- 
tical reasons is kept at ground potential and a negative voltage is applied 
to the cathode. These practical considerations of course are that the 
anode, resonant system, and transmission line are inconvenient to 
insulate, while the cathode and its heating transformer can without too 
serious disadvantages be maintained at a high voltage with respect to 
ground. As far as nomenclature is concerned, it is preferable to adhere 
to the practice adopted for multielectrode tubes of considering the cathode 
as the neutral reference point for the electrode voltages. 



Of the three variables mentioned, Eb, h, and 30., only two are inde- 
pendent. If we should select Eb and 30 as ordinate and abscissa for a 
diagram of magnetron performance, we would obtain the mode-line 
diagram, Mg. 20-15, for the single desired mode, usually the 7r-mode. 
The line for this mode would represent the condition Ib = 0, and by 
plotting curves for other values of anode current we would get the first 
set of curves in this land of performance diagram. 

However, it has been found more significant to use the anode current 
h for abscissa, instead of the magnetic field 30 (Fig. 21-1). The reason 
is easy to understand when we consider that one of the most important 
input quantities is the input power Eb X Ib, which is not so simply related 
to the magnetic field as to the anode current. 

The parametric variables that we Avish to display on the chart in order 
to give a picture of the performance of the oscillator are the magnetic 
field 3e, the output power Po, the efiiciency ij, and the' frequency f. These 
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quantities are seldom all shown on one diagram; either at least one of 
them is left out, or they arc dhuded bet%v'een two separate graphs, as in 
Fig. 21-1. 

The procedure in plotting the performance chart is to mark the experi- 
mental points on the graph and write the observed values of the desired 
quantities close to each point. All points that represent the same value 
of a certain quantit3' are then joined bj' a curv’e, so that one set of cun es 
is obtained for each of the dependent variablesSC, 17, and/. 

The load impedance should remain constant throughout the measure- 
ments. For convenience a load should be used the impedance of nhich 
is to a close approximation independent of frequency v.ithin the range of 
the small frequency variations obtained. When the frequency readings 
are taken, it is advisable to eliminate frequency variations due to thermal 
expansion by maintaining the average power constant and sweeping along 
a curve of constant magnetic field by applying a low-frequencj' modulat- 
ing voltage in. series with the anode voltage. A voltage proportional to 
the modulating voltage is applied to the vertical deflection plates of an 
oscilloscope and a voltage proportional to the anode current to the 
horizontal deflection plates. The coDstant-3C curve is thus traced on the 
cathode-ray screen. A wavemeter is loosely' coupled to the output, and 
the output of the wavemeter detector is superposed on the voltage applied 
to the vertical deflection plates. When the frequency of oscillation passes 
through the value to which the wavemeter is tuned, a small "pip” on 
the curve will be produced by the wavemeter output. As the tuning of 
the wavemeter is varied, this pip will slid© along the cur\’e, so that the 
frequency of oscillation can easily be determined for any point on the 
curve. 

21-3. Curves of Constant Mag;netic Field. Mode-jump Current 
Figure 21-1 shows a fairly typical performance chart. The cuiwes of 
constant magnetic field approach straight lines of verj’ small positive slope. 
Extended to zero anode current each line intersects the voltage axis at 
the threshold voltage Et, for that magnetic field. The first part of each 
curv’e is often impossible to observe, as the current jumps directly from 
zero to a finite value when the tube starts to oscillate. As mentioned 
in Sec. 20-8, the current reaches a maxiinum value as the voltage is 
progressively increased; if the voltage is raised beyond tliis point, the 
oscillations in the ir-mode cease. 3n most multicavity magnetrons, 
oscillations will start in another mode instead. For this reason the 
current limit has been called the mode-jump current. The mode-jump 
current is dependent on the nuignetic field and can, if low enough, 
be plotted on the performance chart as a demarcation line between the 
oscillatory and nonoscillatory re^ons for the ir-mode. Of course the 
designer tries to design the tube so that this boundary line shall be far 
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outside the region of usual operation. Consequently, the mode-jump 
current is seldom indicated on the performance chart, which rarely 
extends beyond normal operating values of voltage and current. * In 
evaluation of magnetrons, however, particularly c-w magnetrons that 
are to be modulated, the mode-jump current is a very important figure 
which deserves special attention. The main factors that influence the 
mode-jump current are as follows: 

1. The scaling of the electronic system, particularly the current scaling 

2. The shunt impedance of the tank circuit 

3. The cathode emission, but only under abnormal conditions 

The first point simpljr states that the mode jump is an electronic 
phenomenon and as such subject to the scaling rules. In other words, as 
long as a tube is scaled from a satisfactory model magnetron it vdU be 
satisfactor}'' also in this respect. But when a magnetron is tuned over a 
vide range, the scaling rules cannot possibly be followed, as pointed out 
in Sec. 20-8. 

The shunt impedance is also affected by scaling considerations, but 
will be discussed separatelj'', because it can be, and usually is, varied 
independently when the magnetron is tuned to a different wavelength. 
As a matter of fact, it is the only means available to compensate for the 
variations of the mode-jump current due to the change in wavelength. 

Even if the electron current is never temperature-limited at any 
point of the cathode surface, a definite mode-jump current exists. Under 
normal conditions the mode-jump current is independent of the cathode 
emission. Whenever temperature limitation occurs, however, the mode- 
jump current is reduced. It is a general observation that in case of 
space-charge-limited current the curve for constant magnetic field 
approaches the drop-out point vdthout appreciable change of slope; on 
the other hand, temperature limitation is revealed by a slight upward 
bend in the curve close to the mode-jump point. 

The slope of the constant-Je curves is the modulation impedance. 
Like the mode-jump current it depends chiefly on the scaling of the tube 
but also on the shunt impedance. For tubes with wide tuning range the 
modulation impedance necessarily varies considerably with the frequency. 

If for some reason a mode of lower frequency exists, or a tightly 
coupled spurious resonant system causes the w-mode to have more than one 
resonance frequency, the curves for constant magnetic field may appear 
as shown in Fig. 21-2. The sudden change in current and voltage is 
accompanied by a change in frequency, and the discontinuities in the 
curve occur at different points for increasing and decreasing voltage. 

' Figure 22-3 shows a performance chart of an experimental magnetron with the 
curve for the mode-jump current appearing in the lower part of the diagram. 
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This kind of disturbance, of course, should not happen in a well-designed 
magnetron. The phenomenon is similar to the 'Mong-Une effect/’ which 
■will be discussed in Sec. 21-8, 

The general shape of the constant-output and constant-efficiency 
curves can be seen from the graph (Fig. 21-lo). The efficiency tends 



(o) <b) Cc) 

Fio. 21-2 — InsMbibty caused by spurious resonance. 


to improve as the poiver is increased, at least if both voltage and cur- 
rent are increased. The efficiency usually does not vary greatly along 
a constant-3C curve, except for the very first part, where the current is 
small. 

21-4. Curves of Constant Frequency. Pushing. — ^The constant- 
frequency curves are shorni in Fig. 21-16. Typical frequency variation 
along a fine of constant magnetic field has been plotted in Fig. 21-3 in 
order to demonstrate more clearly how 
the frequency varies in practical oper- 
ation. The fact that the frequency of 
osdllatiou changes "with the anode volt- 
age or current is usually referred to as 
frequency pushing or just pushing, a 
term coined in analog}’ with the preri- 
ously established tetta/reyuency pulling, 
which denotes variations of frequency 
with load impedance. For pulsed 
magnetrons it is customary to use the 
derivative df/dE^ at the operating point 
corresponding to the relatively flat top of the pulse as a measure of the 
frequency pushing. For modulated c-w magnetrons the slope of the 
pushing curve at any one point is not very significant because of the large 
variations of the slope. The frequency difference between the highest 
and lowest points reached during modulation is of more interest. 

In most applications where modulated c-w magnetrons could be used, 
the pushing is a serious drawback. It may therefore be of interest to 
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mention briefly some of the factors on which the frequency pushing in a 
magnetron oscillator depends. 

In Sec. 20-8 the space-charge mechanism of a magnetron was 
described in terms of a revolving cloud of electrons, which by the action of 
the r-f field assumed the shape of hub and spokes of a wheel. In addition 
to the rotaiy motion of the Avhole system, the electrons in the spokes have 
a continuous drift toward the anode. For the folloAving discussion it 
is convenient to assume that this wheel of space charge exists and remains 
unchanged as to geometry and space-charge density throughout the 
operation. This assumption is ob^dously inaccurate but good enough for 
a preliminarj’- quahtative discussion. The first question is what influence 
the d-c plate voltage has on this revolving config-uration of electrons. If 
the plate voltage is raised, the electric field accelerating the electrons vdll 
increase, and both the rotary motion of the cloud and the radial drift of 
the electrons vdll increase in velocit 3 ’'. The space-charge wheel thus 
behaves Hke the armature of a d-c motor: when the armature voltage is 
increased, the motor accelerates; similarlj’’, when the magnetic field is 
increased, the motor slows dovm. The generation of r-f power in a 
magnetron is a process veiy similar to the power generation in an alter- 
nator. The rotor has electric instead of magnetic poles (the spokes of 
the space charge), but the frequency generated is given by the same 
expression 

^ Pi-i) 

where p/2 is half tlie number of poles in the alternator, or the full number 
of spokes in the magnetron, and s the speed in rpm. 

If the plate voltage is such that the generated frequency is appreciably 
lower than the resonance frequency of the tank circuit, the impedance 
offered by the tank circuit is low and nearly a pure inductance; the power 
produced by the current induced by the revolving field is consequentlj’- 
small. The reaction on the revolving space charge from the “armature ” 
or tank circuit is also small. This reaction is, of course, a retarding force 
acting on each individual electron by means of the r-f field, but it is con- 
venient to think of this reaction as integrated over the space charge so 
that it forms a braking torque on the “rotor” due to the load, analogous 
to the torque produced by the load in an ordinary alternator. 

When the speed of the space-charge wheel is increased by an incre- 
ment of the plate voltage, the frequency will increase and approach res- 
onance. The tank circuit -will offer a higher impedance with smaller 
phase angle, so that the output power will increase rapidly with frequency. 
The braking torque on the space charge produced by the load increases 
m proportion to the output power and, consequentljq tends to prevent or 
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iciiriimizc the changes in speed and frequency. How large the resulting 
frequency changes, i.e., the pushing, %vill be depends then, as far as the 
tank circuit is concerned, on how steep the resonance curve is, i.e., on 
the shunt impedance and the loaded Q of the tank circuit. As far as the 
space charge is concerned, the frequency change depends on the geometry 
and density of the space charge, i.e., on the scaling of the tube and tlie 
operating conditions. 

This discussion can easily be extended to explain qualitatively the 
mode-jump limitation. When the frequency of oscillation has reached 
the resonance frequency of the tank circuit, the output power and the 
braking torque on the space charge cannot increase any more. If the 
plate voltage is further increased, steady-^tate oscillation is not possible, 
because the power and torque will decrease and the space charge uill 
rapidly gain speed until the generated frequency is so high that the imped- 
ance of the tank circuit is too small 
to maintain an r-f voltage sufficient 
for the bunching of the electrons. 
The oscillations ndll thus die out, 
and new oscillations can build up in 
another mode that happens to be 
favored by the operating conditions. 

In tills discussion it has been 
assumed that the geometiy and 
density of the rotating space charge 
remains constant so that the dence 
acts approximately as a constant- 
current generator, an assumption 
that within certain limits agrees with 
experiments. The fact that the mode-jump limit moves toward higher 
power if the shunt impedance is increased is in agreement nith this 
assumption. 

Another factor that affects pushing and the performance chart in 
general is electron leakage. If electrons escape axially from the inter- 
action space, they will take d-c power from the high-voltage supply 
without contributing appreciably to the r-f output. They may e\en 
absorb energy from the r-f field before hitting the wall of the end cavity 
and giving up their kinetic ene^y as heat. What happens to the per- 
formance chart can be seen from Fig- 21-4. If wc follow the curv’cs for 
constant magnetic field from right to left, they will start bending down 
toward the origin at a much lai^er value of anode current than the cor- 
responding ounces for a good tube. The pusliing curve of Fig. 21-3 vill 
change in the same fashion. BoUi efficiency and frequency stability will 
thus be strongly affected by electron leakage. Preventive measures are 



Fio. 21-4 — Curves of coasUat magnetie 
field ehovring excessive electroa ]e«knee. 
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the use of end sliields of proper design and possibly a slight distortion of 
the magnetic field such that the electrons are “focused” toward the center 
of the anode. 

21-6. Series Magnet. — ^The very small slope of the curves for con- 
stant magnetic field in the performance chart means that small voltage 
variations wiU cause veiy large variations in the r-f output. This dis- 
advantage can be reduced by using a high-voltage power supply %vith very 
poor regulation or vdth constant-current characteristics. Another 
method of increasing the power stabilit 3 ’', which has proved superior in 
many respects, is to derive the magnetic field from an electromagnet 
connected in series with the magne- 
tron. The point of operation will 
no longer slide on a constant-3C line, 
but on a line through the origin. 

Pigure 21-5 shows the operating 
characteristics of an arrangement of 
tliis kind. The oscillations start at 
a much lower anode voltage, and the 
adjustment of the anode voltage for 
desired output power is much less 
critical than with constant magnetic 
field. The effect of tuning on the 
output power is also considerably 
reduced. The increased power sta- 
bility is bought at a price of slightly 
reduced frequency stability, because 
the line of series operation cuts the 
lines of constant frequency at a larger 
angle than the constant-3C lines do. 

The series magnet should be prordded with a variable shunt, so that an 
adjustment of the relation between anode current and magnetic field 
can be made. 

It can be seen from the foregoing discussion that there is a certain 
analogy between a magnetron and a d-c motor. Separate, shunt, or 
series excitation, or any combination of them, can be used, depending on 
the degree of power stability and frequency stability desired for each 
particular application. 

21-6. Variations of Magnetron Performance with Load Impedance. — 
For many applications of magnetron oscillators it is helpful to have a 
chart that shows how the performance depends on the output condi- 
tions, f.e., the impedance of the load, just as the performance chart shows 
the dependance on the input conditions. The load impedance is com- 
plex and therefore two-dimensional. Thvo impedance coordinates in the 



Fig. 21-5. — Volt-ampere charaoteiistic of 
tunable magnetron with series magnet. 
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graph thus take the place of the anode voltage and current in the perform- 
ance chart, and points of equal output power, efficiency, and frequency 
can be joined to give the desired curves. Of the input variables E},, 3C, 
and Ji, two are held constant, usually 3C and the third will be found to 
vary' with the load impedance. Another set of cur^'es, for constant volt- 
age Ei, can therefore be added in the diagram, if desired. 
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The choice of impedance coordinates is influenced by the fact that 
the load impedance is measured in terms of the standing wave on the 
transmission line from the magnetron output terminals. A graph in 
which standing-wave ratio and position of standing-wave minimum are 
the coordinates is therefore preferable in order to reduce the computations 
to a minim um. 

Figure 21-6 shows a graph paper designed for graphs of this kind. It 
uses a Cartesian coordinate system in normalized reactance and resist- 
ance, t.e., X/Ze and R/Zg, where Zo is the characteristic impedance of 
the line. In addition, circles of constant standing-wave ratio v and of 
constant position of minimum in electrical degrees, l/Xg X 720 deg, are 
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sho\Mi.^ Here I is the distance of a minimum from the reference point, 
usually the output terminals, and \g is the wavelength (guide wavelength, 
if the transmission line is a waveguide). The factor 720 appears here 
instead of 360 because a standing-wave pattern repeats itself not every 
wavelength but everj’- half wavelength. If normalized susceptance and 
conductance are used, instead of reactance and resistance, the coordinate 
system will look the same, but the order of the figures indicating position 
of minimum will be reversed, 0 deg appearing to the right and 180 deg to 
the left. 

A second form of graph paper is that used in Fig. 21-7 where only 
concentric circles of constant standing-wave ratio and radial lines of con- 
stant position of minimum are shown. The center of the diagram repre- 
sents unity standing-ww'^e ratio, or zero reflection coefficient, ivhile the 
circumference of the diagram represents infinite standing-wmve ratio 
or unity reflection coefficient. The reflection coefficient p is propor- 
tional to the radius vector, and the standing-wave ratio is 


+ p 

1 — p 


( 21 - 2 ) 


The standing-wave pattern repeats itself everj’- half wavelength, and 
consequently 360 deg in the diagram is taken as Yz wavelength. If 
the position of the minimum is measured from the output terminals of 
the magnetron, it should be plotted clockwise from the zero axis. 

The normalized impedance coordinates of this diagram are showm in 
Fig. 2-1 usually called a Smith chart. A brief description of the prop- 
erties, use, and interpretation of this impedance presentation^ is given 
in Sec. 2-2, and a more detailed discussion is found in the hterature. 
Suffice it to say here that the reader should be familiar wdth the identity 
of the two representations of Figs. 2-1 and 21-7. The latter has the 
advantage that standing-wave data can be entered directly without 
computation or graphical construction; the former facilitates the inter- 
pretation of the data in terms of reactance and resistance, or susceptance 
and conductance, at the reference point. 

21-7. The Rieke Diagram. — ^The standard chart adopted to record 
the variation in performance of a magnetron Avith load impedance is 
generally called the Rieke diagram. It may use the coordinate system of 

* The fact that the standing-wave ratio is indicated as the square root of a number 
18 a matter of convenience explained by the circumstance that most standing-wave 
indicators use square-law detectors such as crystals, thermocouples, bolometers, etc. 
The number under the square-root sign is thus the ratio of the maximum to the mini- 
mum microammeter deflection (unfortunately often referred to as the power-standing- 
^ave ratio) . 

^ Smith, Phillip H., Transmission Line Calculator, Electronics, 12, 29 (1939) ; 
17, 130 (1944). 




Tic. 21-7. — KieLc diagram. JCadjal coordinate. — . ? where v is the standing-wave 

ff- + 1 

ratio; azimuthal coordinate, I, distance between output terminals and standing-wave 
mini mum (clockwise direction jioaitiveX 


ratio of the distance between the old and the new reference point to 
the wavelength. If, for example, the reference point is moved from the 
output terminals of the magnetron wavelength along the line toward 
the load, the diagram will be rotated counterclockwise through an angle 
of 90 deg. 

Figure 21-7 shows a typical Rieke diagram for a magnetron. In 
order to show more clearly the fundamental shape of the constant-power 
and constant-frequency curves, a typical plot in Cartesian coordinates, of 
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normalized load susceptance vs. normalized load conductance, is shown 
in Fig. 21-8. In this diagram the reference point has also been changed; 
the abscissas of the cur\’-es are not the values of the load admittance at 
the output terminals but the load admittance at the point BB in the 
equivalent circuit of Fig. 20-13. The load thus appears directly across 
the normalized tank circuit, as sho-wn in Fig. 21-9. If the normalized 
space-charge admittance were a pure negative conductance and depend- 
ent only on the amplitude of oscillation, the curves of constant power in 
Fig. 21-8 would be expected to be straight lines of constant load con- 
ductance, because in any steady state the space-charge conductance must 
necessarily be equal to the negative of the sum of the conductance of 
the unloaded tank circuit and the conductance of the load. The fre- 
I quency of oscillation would be that 



for which the tank-circuit suscept- 
ance is equal to the negative of the 
load susceptance; consequently, the 
constant-frequency curves should 



Fig. 21-8. — Curves of constant output and Fio. 21-9. — Simplified equivalent cir- 
frequoncy in Cartesian admittance plane. cuit of magnetron oscillator. 


be straight lines of constant load susceptance. When the load suscept- 
ance is not too great, the constant-output curves in Fig. 21-8 have the 
expected form, but the power falls off at large susceptance values, prob- 
ably because of the fact that the field pattern loses its S3’’mmetry and 
regularity. The presence of other modes than the 7r-mode in the r-f field 
reduces the eflBciency of conversion in the space-charge cloud. 

The constant-frequency curves are straight lines, not parallel to the 
conductance axis but intersecting this axis at a constant angle a. In 
other words, the equivalent susceptance representing the tuning effect 
of the rotating space charge at constant anode current is not constant but 
varies linearly Avith the conductance of the load.^ 


* The significance of the angle a has not been quantitatively explained by magne- 
tron theory, but a certain similarity between klystron oscillators and magnetron 
oscillators gives an idea of what factors determine a. For a klystron oscillator the 
constant-frequency curves have the same character as those for the magnetron, and 
the theory gives a simple relation between the angle a and the transit angle between 
huncher and catcher. In a magnetron each gap between two anode segments acts 
03 a huncher for some electrons and as a catcher for other electrons. The transit 
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In the Rieke diagram of Fig. 21-7 the constant-output curves coincide 
Avith constant-conductance circles in the central parts, and as the coor- 
dinates of this chart are also orthogonal, the constant-frequency lines 
nill intersect the constant-susceptance circles at the same angle a. The 
point of maximum output po\ver is called the power center and the region 
•where the constant-frequency curv’es converge, the frequency sink. 

The anode voltage and, consequently, the input power do not vary 
greatly over the central parts of the diagram; therefore the constant- 
efficiency curves follow the constant-output curves fairly closely and 
are usually left out of the diagram altogether. 

The importance of the Ridje diagram is that it gives the equipment 
designer information about the optimum load conditions. For a well- 
designed tube the power center should be fairly close to the center of the 
diagram, i.e., unity standing-wave ratio. In many applications, how- 
ever, the standing-wave ratio will vary within certain limits, and the 
equipment designer has to know how this wiU affect the operation of 
the oscillator. In the high-conductance part of the diagram, t.e., the 
region around the frequency sink, there may be a nonoscillatory region 
due to the mode-jump condition described in connection n-ith the per- 
formance chart, and the designer has to make sure that this region will 
never be reached in actual operation. 

Frequency pulling, i.c., the variation of frequency with load imped- 
ance, is also an important factor In many applications. The constant- 
frequency curves give information about this phenomenon. Close to the 
frequency sink, where these lines crowd together, the frequency stability 
is poor. The conventional measure of the pulling of a magnetron— or 
other self-excited oscillator — ^is the putting figure, which is defined as the 
difference in megacycles between the maximum and mirn'iniim frequencies 
obtained when the load impedance is varied in such a way that the stand- 
ing-wave ratio remains constant and equal to 1.5 and a voltage minimum 
moves continuously at least ^ wavelength, i.e., that the point represent- 
ing the load impedance in the Rieke diagram describes a complete circle 
■ndth the radius equal to (1.5 — 1)/(1.5 + 1), or 0.2. 

The pulling figure is related to the external Q, Qg, of the tank circuit 
and to the angle a between the constant-susceptance and constant- 
frequency lines in the Rieke diagram. This relation is easily derived 
from the diagram in Fig. 21-8. The normaliaed tank-circuit susceptance 
seen from the output terminals is 2SQe, where 5 is (w — wo) /wo, wo is 
2ir times the resonance frequency /o of the tank circuit, and w is times 

angle between gaps is determined by the geometiy and the angular velocity of the 
electrons, which depends on anode voltf^ and magnetic field If all other conditions 
remain constant, the transit angle and « would thus be expected to decrease with 
increased anode voltage. 
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the frequency of oscillation /. The locus of admittance with the standing- 
wave ratio 0 - equal to 1.5 is a circle, the diameter of which is equal to the 
distance between its intersections with the horizontal axis which is 
ff — l/c. Thus we have 

1 

(T 

~ = 2(6i - h)Q. (21-3) 

where 5i and §2 are the maximum relative frequency deviations, positive 
and negative, from the tank-circuit resonance. The pulling figure 

{h - h)fo = ( 1.5 

2Qe cos a \ 

= A /o 

12 Qe cos a 

It is assumed that the changes of /o and Qe caused by the presence of the 
space charge are small enough to be neglected in this expression. 

The fact that the constant-frequency curves in the Rieke diagram 
depend on the external Q can be used to determine this quantity in the 
following manner. The frequency difference /i — between two points 
on the same constant-output curve close to the center of the diagram 
is measured. Since the curve is one of constant power output, the 
normalized load conductance will be constant. Values of the normalized 
load susceptance at these points. Bn and Bn, are read from the graph if 
these coordinates are showm; otherwise they are calculated. Then 

Bhi — Bhi = 2(5i — 52)Qe 

and consequently 

= (12-5) 

Jl — J 2 ^ 

where 

and 62 

Jo Jo 

By selecting points on the same constant-power curve we avoid the 
necessity of correcting for the angle a. 

12-8. Long-line Effect. — Some interesting complications arise from 
the fact that a transmission line is a resonant system when the standing- 
wave ratio is greater than unity. It has long been observed that self- 
excited oscillators are unstable when loaded by a resonant load. If the 
coupling between' the tank circuit and the load exceeds the critical cou- 
pling, and the load is tuned to resonance with the tank circuit, more than 
one possible frequency of oscillation exists, and the oscillator may shift 
from one to the other at the slightest provocation. 


A) 


(21-4) 
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la order to analyze this phenomenon for a magnetron that is connected 
to its load by a transmission line, n*e plot the susceptances of the load and 
the tank circuit, respectively, vs. frequency, as shornr in Fig. 21-10. 
For the time being it n-ill be assumed that the susceptanee of the space 
charge is negligible (a s= 0); it will be seen later that the diagram can be 
revised slightly so as to take the space-charge susceptanee into account. 
Note that the load susceptanee has been plotted with reversed sign, so 
that anyintersection between the twocurvesmeansthatSiort + = 0, 

and the corresponding frequency may be a possible frequency of oscilla- 
tion. For the small frequency band close to resonance considered here, 
the tank-circuit susceptanee curve is a straight line nith a slope propor- 
tional to the e.\tcmal Q. The load susceptanee in the diagram has been 
obtained under the assumption that the line is terminated in a resistance 



Tio. 21-10. — Lone*lino effect tn tunable macoetroii Ql, load conductance; Bt, tank 
susceptanee: Bi, toad eusceptance 

or an impedance that can be represented by a certain length of line and a 
resistance. The standing-nave ratio is thus constant nithin the small 
frequency range considered. The load susceptanee varies periodically 
between two limits faster when the point representing the admit- 

tance passes through the high-couductancc region of the Rieke diagram 
and somewhat more slowly on the low-conductance side of the diagram. 
The load conductance, as ahomi in Fig. 21-10, varies periodically betn cen 
a ma.>dmum and a minimum. It is includeil to show which of the inter- 
sections between the susceptanee curves represent admittance minimums 
or parallel resonance. Only these gi^-c possible frequencies of oscillation 
for an oscillator of the negative-conductance or shunt t^TJC considered 
here. Because the negative conductance of the space charge can be 
varied from zero to a certain maMmum, the frequencies of parallel reson- 
ance or admittance minimums are favored. For a series-type oscillator 
such as an arc discharge, having a negative resistance that could be 
varied between zero and a certain limit, the impedance minimums (or 
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admittance maximums) of the combined tank and load circuits would give 
the preferred frequencies of oscillation. In Fig. 21-10 then the points A 
and C represent possible frequencies of oscillation for a magnetron, while 
the point B does not. 

Suppose that the frequency of oscillation corresponds to point A 
and that the tank circuit is tuned gradually to higher frequencies. In 
Fig. 21-10 the line Bt representing the tank-circuit susceptance will 
move toward the right, parallel to itself. The intersections A and B 
vill move toward each other and finallj’' coincide when Bt becomes tan- 
gent to the Bh curve. If the frequency is increased further, the tank 
susceptance line will no longer touch the AB lobe of the load-susceptance 
cuive. The oscillations cease, and new oscillations build up mth a fre- 
quency corresponding to the point C. The frequenc}’’ wU jump from one 
lobe of the cuiwe to the next one to the right through the full tuning range 



Flo. 21-11. — Reduction of froquoncy coverage by long-line effect. 

of the tube. If the direction of tuning is reversed, the same phenomenon 
■ftill be repeated, but the oscillation will now jump from a point near the 
upper crest of the lobes to a point on the sloping side of the lobe next to 
the left. 

One of the important consequences of this so-called long-line effect 
IS that continuous coverage is not obtained over the tuning range of the 
oscillator. Figure 21-11 shows the frequency bands covered for both 
directions of tuning. In order to fill in the holes in the tuning range, 
it is necessaiy to eliminate the long-line effect or to provide means for an 
adjustment of the length of the transmission line. The latter process is 
usually carried out by means of a so-called line stretcher of some sort, 
c^., a telescoping “trombone” section of line. In a waveguide the 
variation of the electrical length of the line can be conveniently accom- 
plished by moving a long tapered dielectric slug from one side of the guide 
in the direction of the 3C vector toward the center of the guide and thereby 
changing the phase velocity in that part of the guide. The result of 
jurying the length of the line is very much the same as the effect of vary- 
ing the tank-circuit tuning, but the ~Bh curve will slide toward the right 


518 VERY HIGH-FREQUENCY TECHNIQUES (Chap. 21 

or the left, instead of the Bt cun’e. The long-line effect may, therefore, 
interfere with the procedure of obtaining data for a Rieke diagram. If 
readings are being taken at constant standing-wave ratio, i.c., following 
a circle around the center of the diagram (Fig. 21-12) a point F may be 
reached where the frequency suddenly shifts and the new admittance is 
found to correspond to the point G, If the line stretcher is moved in the 
opposite direction, the corresponding points F' and G' are found. It is 
thus found that there is a region in the Rieke diagram where measure- 
ments cannot be made. This is referred to under various names, such as 
instability region or forbidden region. This region should not be con- 
fused with the region defined by the mode-jump current, which has been 
discussed earlier. 



Flo. 21-12.— Example of the long-line effect plotted on the Rielce diagram for given stand- 
ing-»ave ratio*,. 

In the case of the mode-jump phenomenon the oscillations cease or 
switch to a different mode. The boundaries of this region arc character- 
istic of the tube and rightly belong in the Rieke diagram. The instability 
region, on the other hand, is in addition dependent on the resonant prop- 
erties of the load and should therefore not be shown in the Rieke diagram, 
wbicb should be qvdte general and mdependtsit, of tbe test equipment 
used. 

Before various methods to mimmizc or eliminate the long-line effect 
arc discussed, it may be wortli while to investigate tow hat extent the 
presentation of the long-line effect nill have to be modified to take into 
account the influence of the space charge on the frequency of oscillation. 
In the equivalent circuit of Fig. 21-9 the normalized space-charge sus- 
ccptance can be thought of as made up of two components: Bgn, which 
is independent of the load conductance, and Rgj, which is proportional 
to the load conductance, actually equal to tan a times the load conduct- 
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ance. The angle a is as before the angle between the constant-frequency 
and constant-susceptance cuiwes in the Rieke diagram. It is apparent 
from Fig. 21-8 that this relation is true. The susceptance condition for 
oscillation can now be ‘unitten 


instead of 


Bt “b Bgo = — (JBi, Ot tan a) 
Bt — — Bh 


( 21 - 6 ) 

(21-7) 




(cj 

Fig. 21-13. — Elimination of the long-line effect by (a) reduced line length; (6) reduced 
standing-wave ratio; (c) increased external Q. 


For a small frequency range the left-hand side can stiU be represented 
hy a straight line, and the right-hand side by a wavy curve the phase 
position of which has been changed in relation to the simple plot in Fig. 
21-10. Actually this diagram could just as well represent the graph- 
ical solution of Eq. (21-6) as of Eq. (21-7). The qualitative discus- 
sion of the long-line effect is thus entirely unaffected by the simplifying 
assumption. 
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If the transmission line is a waveguide, there mil be another slight 
change in the ~Bl and (7t curv’es of Fig. 21-10. Because of the fact that 
the phase velocitj’' in the guide decreases mth increasing frequency, the 
“n-avelength" of these curv’es along the frequency axis mil increase 
increasing frequency. The characteristic impedance of the guide also 
varies with the frequency; if the line is terminated by a constant resist- 
ance, the standing-wave ratio and the amplitude of the — and Gi. 
cuix’cs mil therefore change somewhat with frequency. The qualitative 
presentation of the long-line effect, however, is perfectly valid also for a 
magnetron coupled to a waveguide. 

Quantitative!}', the important parameters for the long-line effect 
are the "wavelength” of the !oad-susceptance curve along the frequency 
axis, which is equal to the fundamental frequency of the transmission 
line, and therefore depends upon the length of the line; the standing- 
wave ratio <r, which determines the amplitude of this curve, (cr* — l)/2ff 
and the external Q of the tank circuit, which determines the slope of the 
straight line representing the tank-circuit susceptance, this elope being 
2Qk!U where Qg is the c.xternal Q and ft the resonance frequency of the 
tank circuit. As indicated in Fig. 21-13 any one of these three param- 
eters can bo used to eliminate the long-line effect. If tlio line is short- 
ened, the frequency separation between the lino resonances is increased, 
i.c., tho "wavelength” along the frequency axis in the diagram becomes 
greater. Tlio long-line effect disappears entirely when the slope of tho 
was*}' — Bt curve at no point exceeds the slope of the Br curve The 
same result is obtained if the standing-wave ratio and therefore the ~Bt 
amplitude is reduced. Obviously a sufficiently increased slope of tho 
Br line will also remove the multiple intersections between tho curv’es. 
If the length of the line and the maximum standing-wave ratio are 
determined by the specific application for nhich the tube is to be used, 
tho last is the only remaining possible method for elimination of the long- 
line effect. To increase the slope 2Qs/fit is the same as to reduce the 
coupling between the tank circuit and the load. In terras of the lumped- 
constant-circuit tbeorj', the coupling is reduced to or below the c ritica l 
coupling. The coefficient of coupling at critical coupling is l/-\/QiQii 
where Qi of the primary circuit is the unloaded Q of the tank circuit and 
Qj of the secondarj' is the effective Q of the load. The reduced coupling 
will in most cases result in lower effidenej', electronic efFicicncy as well 
as circuit efficiency, and the power center in the Rickc diagram mil 
move toward the high-conductance part of the diagram. 

Figure 21-14 shows qualitatively how the instability region changes 
with the length of line or the external Q. It should be noted that these 
two ways of varying the size of the mstalnlity region are by no means 
equivalent. IMien the line length alone is changed, the curves of con- 
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stant power and of constant frequency in the Rieke diagram remain 
unaffected; when the externa] Q is changed, they do not. 

The lines in Fig. 21-14 mark the boundaries of the unconditional 
instabilily region i.e., the region the oscillations avoid unconditionally. 
On both sides of this area there are zones of conditional instability, where 
the point of operation vdll remain only if brought there from a certain 
direction. Only if there is an interval where the ounces Br and —Bl in 


Boundones of Region 



Fig. 21-14. — Region of unconditional instability for different loads. 



Fig. 21—15. — Region of unconditional stability, A/. 


Fig. 21-10 have just one point of intersection (Fig. 21-15) does a zone of 
'ancond.itional stability exist. It is, therefore, often necessary to operate 
in a region of conditional instability. Once oscillation has been estab- 
lished and as long as it is maintained, this operation does not present any 
difficulties. If oscillation is interrupted and restarted, however, it may 
very well come back on a frequency corresponding to another intersection 
of the Bt and —Bl curves. The space charge has approximately the 
same ability to support any one of the possible oscillations, because the 
field distribution in the interaction space is the same for all of them and 
the difference in frequency between them is very small. The load con- 
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ductance, on the other hand, may differ substantially, and the oscillation 
■will occur at the frequency for -n'hich the load is lightest. Including 
the effect of both the space chaise and the netw'ork we can say that those 
oscillations will gain the upper hand which have the largest initial “nega- 
tive decrement” or “logarithmic increment,” if the building up of oscil- 
lation in a negative-resistance system can be considered analogous to 
the decay of oscillation in a positive-resistance system. 

21-9. Modulation. — ^From the magnetron operating characteristics 
discussed in the previous sections of this chapter, some conclusions can 
be drawn about the properties of the magnetron as a modulated oscil- 
lator. In the present section, these results ndll be compared with experi- 
mental evidence. 

The performance chart pves us information of the modulation pro- 
duced by changing the anode voltage at a slow rate while the load imped- 
ance is held constant. It is evident that the modulator power required 
is only a small fraction of the input power to the magnetron, because the 
slope of the curves for constant magnetic field is relatively small. The 
modulation is subject to a certain amount of nonlinear distortion, because 
the anode current varies linearly with the anode voltage and the r-f out- 
put voltage is approximately proportional to the square root of the anode 
current. Various modulation tests have been reported to give 20 to 30 
per cent distortion ^ith a split-anode magnetron at SO per cent modula- 
tion and less than 10 per cent distortion with a multicavity magnetron at 
100 per cent modulation. 

There may be other causes of serious distortion in a modulated mag- 
netron than this nonlinear but continuous relation between modulating 
voltage and r-f output voltage. If the current at the point of operation 
exceeds the mode-jump limit, the oscillations will be suddenly interrupted 
or shift to another frequency and may restart or shift back to the original 
frequency just as suddenly when the operating point has been brought 
back into the oscillatory region of the x-mode. The oscillations may also 
stop and start abruptly at some point at the low-current end of the modu- 
lation cycle. The transients occurring when the oscUIations decay and 
build up at these discontinuitira give high-order side bands and may cause 
interference in adjacent communication channels. For these reasons it is 
important that the mode-jump current of the tube be high enough to 
accommodate the largest modulation peaks without mode jump and that 
the tube oscillate smoothly as far dowm on the curve as the inverse modu- 
lation peaks will ever reach. 

So far we have dealt only with slow modulation, for which the steady- 
state conditions recorded in a performance chart apply "without modifica- 
tion. If, on the contrary, the ratio of the modulation frequency to the 
frequency of oscillation is not negligible in comparison with the reciprocal 
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of the loaded Q of the tank circuit, the modulating process ndll be some- 
what different. Let the oscillator be represented by a negative conduct- 
ance —G, a tank circuit LC, and a load Gl, as shown in Fig. 21-1 6o, 
and the susceptance of load and space charge be neglected for the time 
being. The oscillator produces an r-f voltage El across the load. Experi- 
mental data (performance charts, Rieke diagrams, etc.) indicate that 
the negative conductance at constant magnetic field varies TOth the plate 
voltage Eb and the r-f voltage El approximately as sho^vn in Fig. 21-165. 
At a certain plate voltage Ebz the steady state is indicated by the point Pi 
where G = Gl- Now suppose that the plate voltage is abruptly changed 
to Ebi. The energj’’ storage in the tank circuit cannot change discontinu- 
ously, so that in the first instant the point of operation follows a line of 



Fio. 21-10. — Analysis ol magnetron modulation: (a) equivalent circuit; (6) result of sudden 

change of anode voltage. 

constant El to the point Pa- Consequently, there will be initially a net 
conductance LG in the system. The oscillations ■will start to decay as 
free oscillations in an oscillatory circuit ivith an effective Q of 


0 = 

^ AGwL 


(21-8) 


The unusual feature about this effective Q, compared with the Q of 
linear passive netivorks, is that it depends on how large the change in 
anode voltage LEb is. Furthermore, it increases gradually as the oscil- 
lator approaches the new steadjr state, which is represented by the point 
Pz in the diagram. This effective Q is always lai'ger than the loaded Q 
of the tank circuit. We should expect tliis variable Q to have a discrimi- 
nating effect against high modulating frequencies and small-amplitude 
modulation components. Thus Avhile the modulation band width of a 
modulated amplifier is unambiguously given hyfo/QL, the band -width of a 
modulated magnetron, or other self-excited oscillator, is smaller than 
/o/Qi and A'^aries AAuth the amplitude of the modulation. 

The appearance of the r-f spectrum of the output of a modulated mag- 
netron is largely determined by the frequency modulation caused by 
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pushing. Therefore sinusoidal modulation nith a relatively low fre- 
quency will give, not the discrete carrier and the pair of first-order side 
bands, plus some small higher order side bands due to nonlinear distor- 
tion that we expect for an r-f amplitude-modulated wave, but rather a 
broad frequency-modulation spectrum with a very large number of side 
bands, as shomi in Fig. 21—17. The only indication of the presence of 
amplitude modulation is the lack of symmetry of the spectrum. 

The question then arises whether this frequencj' modulation by push- 
ing can be utilized to advantage for transmission of intelligence. The 



Frequency 


Fio. St-r?.— ll-l spectrum of modulated magnetron. 



Ib fb 

Fia. 21-18.— Effect of a long lino on curTea of anode voltage and fteciueacy vs. anode 
current. 


poor frequency stability of the carrier nave can of course be improved 
to any desired degree by means of automatic frequency control. The 
prospects of obtaining the linearity of modulation required for high- 
quality transmission are not so good as could be desired, however. The 
pushing curve in Fig. 21-3 shows how the frequency of oscillation varies 
\vith the anode current in a typical magnetron. It is far from linear; 
its slope in many magnetrons even changes sign not far from the high- 
current end of the curve. 

Other serious difficulties in the use of a modulated magnetron for 
transmission of voice or rideo intelligence arise from the long-line effect. 
Tlie preceding discussion of magnetron modulation was based on the 
performance chart, which is determined for a constant load impedance, 
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independent of the frequency. If, instead, the magnetron is working 
into a frequencj'’-sensitive load, particularly a long, umnatched line, the 
operation will be radically different. Figure 21-18 shows qualitatively 
how the anode voltage and the frequencj'' will vary with the anode cur- 
rent under these conditions. The modulating voltage changes the space- 
charge susceptance and thus produces approximately the same effect as a 
variation in the tuning of the tank circuit, i.e., a movement of the Bt 
curve in Fig. 21-10, parallel to itself along the frequenc}'’ axis. The 
point of operation will jump from lobe to lobe of the —Bl curve in the 
manner described in the preceding section. Each jump corresponds to a 
discontinuity in the curves of voltage and frequency in Fig. 21-18. 
These discontinuities vdll cause serious distortion of the amplitude and 
frequency modulation and produce undesirable transient effects. The 
remedies are those already mentioned: the use of a short line, high external 
Q, or perfectlj’' matched load, all rather difficult to obtain without sacri- 
fice of other desirable characteristics, such as efficiency and simplicity of 
operation. 



CHAPTER 22 


DESCRIPTION, CHARACTERISTICS, AND OPERATION OF 
TYPICAL CAVITY MAGNETRONS 

By G. Hoz, K. Vf. Welch, anh W. G. DoYf 

22-1. Introduction. — In this chapter some representative magnetrons 
with internal resonators will be described and their operating character- 
istics briefly reviewed. In order to 0ve a somewhat complete picture of 
the state of the art as far as c-vt magnetrons are concerned, it has not been 
possible to limit this discussion to tubes already in production or ready to 
go into production, although most emphasis will be placed on such tubes- 

In the introduction to Chap. 20, tbo c-w magnetrons were classified 
according to power output; of the classes mentioned we find magnetrons 
with internal resonators in the 10-kw class, the 1-kw class, and the 60-to- 
100-watt class. 

The lO-kw class as a W’hole Is still in the experimental stage, but the 
model 34 (Fig. 22-1) magnetron has a number of interesting features and 
has proved beyond any doubt that magnetrons capable of generating c-w 
power of the order of 20 kw at 500 Me or higher can be built. A brief 
description of this tube is therefore well justified. 

In the I'kw class about two-thirds of the frequency range 500 to 
10,000 Me has been covered by a sequence of experimental tubes. Only 
one of them, the 0J21, 2400 to 3C00 Me, is in small-scale production. 
All the tubes were multivane maguetrous scaled from the same model. A 
standard anode voltage of 2000 volts was adopted for the lower frequency 
tubes, while 4000 to 5000 volts was considered more suitable for the 
higher frequency tubes such as the 6J21. After the oxide-coated cathodes 
had been abandoned in favor of pure-tungsten and thoriated-tungsten 
filaments, it was found that all tubes, without rescaling;, could be operated 
to advantage at an anode voltage of 4000 volts. 

Unlike the 1-kw multicavity tubes and the 150-watt split-anode 
tubes, the low-power tubes were initiated to meet an immediate need that 
could not wait for the time "when the higher power tubes would be avail- 
able, or for special applications for which the latter would be too heavy or 
in other respects unsuitable. 

The 4J60 to 4 J65 series, which covers a total range of 2230 to 4030 Me, 
falls in this category and wrill be discussed below. 

The drawback of this series is the small tuning range of the individual 
52S 
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tubes, about 10 to 12 per cent. A nearly prohibitive number of tubes is 
therefore required to cover any considerable frequency range. 

The “donutron” stands in a class by itself, although its power output 
is of the same order of magnitude as the 4J60. It promised wide tuning 
range and structural simplicity but required more time to develop, 
because it is definitely off the beaten path in magnetron design. Even 
though it is not ready for production, it holds so much promise for the 
Mure that it cannot be omitted here. 

22-2. Model 34 Magnetron. — ^The model 34 magnetron is designed 
to operate at an anode voltage of 10 to 14 kv with an average modulated 
output power of 10 kw over the frequency range of 350 to 500 Me. 


Tuning Qing^ 
Storler—-^ 
FUameni 


Tank circuit 

inductance 


y^Magnei CoH 
/ ,^Magnei Core 


.. — Anode 

,^Cathode 



Y\la\/e Guide 
-'■Giass Seal 

Coupling Loop 


Fig. 22-1. — Schematic representation of the model 34 10-kw magnetron. 


Figure 22-1 shows schematically the arrangement of the vital parts 
of the 10-kw magnetron. The cylindrical cathode is coated with a 
secondary emitter (Dowmetal in. the final tube). A hairpin tungsten 
filament supplies the electrons required to start the oscillations and the 
secondary emission from the main cathode. The filament is placed in a 
narrow slot in the cathode so as to be protected as well as possible from 
electron bombardment. The tubular anode, coaxial ndth the cathode, is 
split into two equal segments. The electrodes are placed along the axis 
of a solenoid magnet. The iron case enclosing the coil is continued by 
bvo parallel steel plates in the magnetron itself, which form the pole 
pieces for the uniform axial magnetic field in which the electrodes are 
immersed. The cylindrical steel shell of the tube is so thin that it does 
not form a substantial magnetic shunt across the gap. The tank- 
circuit inductance consists of two copper pipes that join the anode seg- 
ments to one of the copper-plated steel plates (the left one in Fig. 22-1), 
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The frequeQcy is varied by means of a movable tuning ring, which 
increases the capacitance between the anode segments when moved to 
the right and reduces the tank-circuit inductance when moved to the 
left. We thus have in effect a combination of i^ring and C-ring tuning. 
A high-impedance coupling loop is connected between the anode seg- 
ments in parallel Trith the tank-circuit inductance. It passes through 
the steel plate to the right and reaches into the othen\ise short-circuited 
end of a waveguide and transfers the generated r-f power to the wave- 
guide. In the waveguide the coupling loop is widened to a broad strip 
in order to keep as small as possible the self-inductance of the loop, i.e., 
the inductance not linked wth the magnetic field of the dominant mode 
in the waveguide. 

Cooling systems and structural details have been left out or simplified 
in the figure. Actually the anode, the cathode, the tank-circuit induct- 
ance, the coupling loop, and the tuning ring are water-cooled, while the 
magnet and the output seal are cooled by compressed air. 

One of the difficulties encountered in the development of this tube was 
overheating of the output seal, presumably by bombardment of electrons. 
This condition was accompaniod by a glow or fluorescence at the seal. 
As the most elaborate traps to prevent electrons from leaking through 
from the interaction space did not eliminate the trouble, it was concluded 
that at least the greater part of the participating electrons were generated 
by secondary emission at the glass itself. A very tliin high-resistance 
layer of gold was finally applied on the inside of the glass to reduce the 
secondary emission and to accumulate a negative charge that would 
repel electrons. This proved to be effective in protecting the seal. 

The water-cooled secondary-emission cathode is one of the outstand- 
ing features of this tube. The starter filament can build up the revolving 
space charge under nonoscillatorj' conditions, and, when oscillation starts, 
the bombardment of the cathode by electrons and the resulting secondary 
emission set in simultaneously. A number of secondary emitters have 
been tried, such as beiyilium-copper, aluminum, and Dowmetal. The 
last one is the most satisfactory emitter, but some difficulties have been 
experienced in establishing a coat of Donunetal that will remain per- 
manently on the copper cylinder. If the thermal contact between the 
coating and the copper is not satisfactory at all points, the Do^vmetal 
may overheat and evaporate, leaving bare spots with negligible emission. 
When aluminum was used in the early models, satisfactory emission was 
obtained only for a short time — a matter of a few hours — after e.xhausting 
the tube. The cathode could be reactivated by letting in air and eriiaust- 
ing the tube again. Evidently the secondary emission was connected 
with the presence of gas on the surface of the cathode. The cleaning up 
incident to operation left the cathode stripped of its emitting properties. 
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Figure 22-2 shows the variation oE the external Q over the tuning 
range, obtained from data for a number of model 34 tubes. Increase 
of external Q with the wavelength is desirable from several vie^vpoints. 
The cavity losses are larger at the short-wave end of the range, and a low 
Qb is required there to maintain a reasonable circuit efRcieney. Further- 
more, to obtain a sufficient mode-jump curre nt requires a higher shunt 
impedance at the long-wave end. As y/LfC does not vary appreciably 
when combined h- and C-ring tuning is used, the Q variation showi 
answers the demand for a shunt impedance increasing with wavelength. 
The variation obtained is chiefly due to the fact that the character- 
istic impedance of the waveguide increases as the cutoff W'avelength is 
approached. For the 22- by 6-in. waveguide used, the cutoff w’avelength 
is 1 12 cm. The undesirable effect of the increased Q is that the maximum 
usable modulation baud width is reduced at the long-wave end of the 
tuning range. 

Figure 22-3 shows a performance chart for a model 34 magnetron at 
79-cm wavelength. Even higher output power and better efficiency have 
been obtained. When a power of 19.5 kw was measured, there was no 
indication that the tube characteristics prevented further increase. 
The available power supply, however, had reached the limit of its 
capacity. The efficiency in the high-power region of the chart varies 
from 55 per cent to slightly over 70 per cent, according to wavelength 
and operating conditions. There were often indications of a negative 
slope at the low'-current end of the curves for constant magnetic field. 
This tends to cause relaxation oscillations, which break the r-f otitputup 
into pulses. In the performance chart of Fig. 22-3 dashes in the curves 
that pulsing has interfered with the taking of data. IVpical operating 
data are given in Table 22-1. 


Table 22-1 — OPEntn.vc Data or Model 34P Macnetbon 
Starter filament voltage . 2 4 volts 

Starter filament current . 65-70 amp 

Frequency range. ... 325— 495 Me 

Typical Operation 


Frequency 
Filament current 
Magnetic field 
Anode voltage 
Anode current. 
Poner output. 
EfEcienc3‘ . . . 


490 Me 
68 amp 
1670 gauss 
12.4 kv 
. 1.4 amp 
. ll.Sfcw 
. 06% 


22-3. The 6J21 1-kw Tunable Magnetron. — The GJ21 is a vanc-typo 
magnetron that is tunable over the range from 2460 to 3610 Me. The 
output power is rated as greater than 1000 w'atts between the limits 2720 
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to 3150 Me.- Maximum plate dissipation is 1000 watts. Both air and 
water cooling are required. 



Fio. 22-4.-Cutaway view of 6J21 vanes; ^ 

(16) cathode supports. 


A section of the 6J21 is shown in Fig. 22-4. There are 12 vanes. 
Tuning is accomplished by both L- and C-ring plungers. 
aperture output coupling is used between one of ^ ® ^io+prl 

terminated by an elliptical glass seal through whic povei is ra 
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into the ’waveguide. The impedance-matching system is sho-wn in Fig. 
2Q-16c and is discussed in Sec. 20-10. F\irther details of the construction 
can be seen in Fig. 22-4. The loaded Q varies between approximately 50 
and 150 over the tuning range. The impedance of the aperture, 2 or 3 
ohms, is matched to the impedance of the waveguide at the window s eal 
by means of a pair of exponentially tapered ramps. The seal is elliptical 
in shape for greater mechanical strength. Earlier rectangular windows 
were subjected to uneven strmns when heated and quite frequently 
cracked under the strain. The •window is usually air-cooled, but the 
elliptical shape has been used for hours without cooling, with no adverse 
effects. Early window failure in the form of a small hole punctured in the 
center of the 'window -was attributed to heat caused by electron bombard- 
ment of the glass. To prevent this, iron “shoes” that c.xtend over the 
top and bottom of the hom are provided with each tube. These “shoes” 
divert a small part of the magnetic field into the horn, thus deflecting 
escaping electrons so that they will not reach the window. 

The thoriated-tungsten cathode is helical and bifilar. An external 
electromagnet supplies a magnetic field of 2200 to 3450 gauss. Opera- 
tion at a plate voltage of 4000 to 5000 volts and a plate cv^rient of 300 to 
400 ma is normal. A more complete summary of operating values is 
given in Table 22-2. 

Tabls 22-2 — Operattko Data op Model 6J21 MaonethOn 

Initial filament voltage ... 6 volts 

Initial filament current. 14 5-17 6 amp 

Frequency range ... . 246t)-3610 Me 


Typical Operation 


Frequency . . . ... 

2500 Me 

3000 

3500 

i<'ilameiit voltage (tor constant titament resistance) 

4 0 volts , 

4 3 1 

4 3 

Magnetic field* . 

3200 gauss 

2800 

2400 

Anode -voltage. 

5000 volts '' 

5000 

5000 

Anode current. . . . ... 

0 3 amp 1 

0 30 

0 30 

Power output . ... 

780 watts 

980 

825 

Efficiency . , . . ... 

52% 

65 

55 

1 


• Approiimat* 


The construction of the tuning mechanism is largely dictated by 
mechanical considerations. The L- and C-rings are firmly supported and 
guided by 12 rods. Each rod is ri^dly fastened to the L- and C-rings 
and passes through one of the 12 cavities. Six of these are of tungsten 
and act only as guiding rods passing through copper bearings set in the 
soft-iron pole pieces built into the tube. The other six serve the same 
purpose below the L-ring, acting as guiding rods through bearings in the 
lower pole piece. Above the Zering, however, these six are heavy copper 
rods supporting the L-nng and pasrfng through the upper pole piece 
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without making contact. They are supported by a bellows tuning 
mechanism that is operated by a threaded tuning nut outside the vacuum. 
The copper supporting rods have large cross-sectional areas primarily 
to furnish a heat-conducting path to the water-cooled supporting block 
in the tuning mechanism. 

The tuner construction is mechanically simpler if the L- and (7-rings 
are not grounded at the periphery. However, without this grounding, 
considerable difficulty with extra resonances has been experienced. In 
the final design of the 6J21, the L-ring is grounded at the periphery by 
small coil springs mounted on its circumference. These make sliding 
contact between the L-ring and the body of the magnetron. The C-ring 
is not provided with r-f gi’ound connections. 



yVovelength, Centimeters 

Fig. 22-S. — Efficiency curve showing spuri- 
ous resonances. 



0)23 
Tuning Dial 


Fig. 22-6. — L-ring resonance 
measured by cold tests. Solid 
linos, E-ring slots 0.161 in. deep; 
dashed lines, slots 0.190 in. deep. 


, 22-4. The Elimination of Extra Resonances. — brief discussion of 
some of these extra resonances vdll help to point out possible techniques 
for eliminating them. The resonances are indicated by low-efficiency 
points in the tuning range and can be studied more thoroughly by cold- 
test methods. An efficiency curve showing two resonances at 8.1 and 
9.7 cm is shotvn in Fig. 22-5. From the results of tests on subassemblies, 
it was concluded that these resonances were caused by a wave propagated 
around the teeth of the L-ring in such a way that its magnetic field did 
not pass through the bore of the L-ring. The vanes acted as tuning 
plungers for the resonance, giving the tuning curve shown in Fig. 22-6. 
by lengthening the L-ring plungers, the resonance frequency was changed 
so that the lower intersection with the 7r-mode tuning curve was sliifted 
to 7.95 cm, f.e., well outside the operating range. 

The mode did not appear in grounded-L-ring tubes, and it was finally 
necessary to ground the L-ring to eliminate the low-efficiency point caused 
by the crossing at 9.7 cm. 

Another resonance at 8.6 cm was found to be caused by a mode prop- 
agated around the teeth of the C7-ring. Again the vanes acted as a 
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tuning plunger, giving a tuning curve shomi in Fig. 22-la. In cold-test 
studies two resonances were found, one of which did not cause trouble by 
intersecting with the v-mode tuning curve. The tuning curves for the 
T-mode and for the undesired resonances were moved relative to one 
another by changing the jb-ring-to-C-ring spacing. The effect is shown in 
the transition from Fig. 22-7a to Fig. 22-7f>. The tuning curve for the 



Fio. 22>7. — C-riac 7e«onances mes9ur«<l by cold teats: (a) C-sIou 0 187 in deep, L-to-C 
clearance 0.147 io.; (t) C-elota 0.220 in. deep, E-lo-C clearance 0 094 in. 


ff-mode is made to lie in between the c-ttra resonances over the tuning 
range. 

The wide tuning range is obtained necessarily by sacrifice and com- 
promise of scaling requirements. Efficiency, mode-jump current, and 
extra resonances are closely tied together. 'When one difficulty is elimin- 
ated, another may appear. The requirements set by the applications of 
the magnetron, e.g., modulation band 
width, further complicate the picture. 

22-S. The Loaded Q as a Measure 
of Performance. — In the development 
of a magnetron the efficiency, mode- 
jump current, and the requirements 
dictated by its use must be related to a 
comraonmeasurablefactor. Inthiscaso 
we use the loaded Q of the magnetron. 
A qualitative picture of the limitations 
imposed may be obtained from Fig. 
22-8. These cuiV’cs arc dranm for a gi\'cn internal scaling of the magne- 
tron BO that Q can be affected only by loading. Curve 1 represents the 
minimum Q the tube may have and meet a mode-jump current require- 
ment of /r«« = 1.5 amp. Here is the maximum value of plate 
current that can be reached in the ir-mode before the magnetron jumps to 



Fia. 22-8.— Limits for loaded Q, 
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operation in another mode. For values of Q below curve 1 the mode jump 
toU occur below 1.5 amp. 

Curve 2 represents the maximum Q the magnetron may have and 
meet the requirement that the efficiency shall be over 50 per cent. 

Curv^e 3 represents a typical Q for the 6J21 magnetron. This curve 
stays within the hmits over the desired tuning range from X = 8.3 to 
X = 12.2 cm. The small distance between curves 1 and 2, particularly 
at the ends of the tuning range, means that even a relatively small change 
in the load can bring the mode-jump current below 1.5 amp or the 
efiBcienc}’’ below 50 per cent at some point in the tuning range. The 
center of the range is critical for mode-jump current, the ends of the 
range for efficiency. At wavelengths greater than the wavelength for 
the intersection of curves 1 and 2, it would be impossible to meet both 
requirements. Tliis mtersection is affected bj’' the scaling. For the 
application of the tube, it is of interest to know that the operation 
depends very much on the load impedance. In other words, the area in 
the Rieke diagram where mode-jump current and efficiency are satis- 
factory is rather limited at some points in the tuning range. 

The limitations described above make necessary very close tolerances 
in the spacing between the ramps in the output coupling where they join 
the aperture in the wall of the magnetron cavity. Small adjustments 
may be made by mechanically squeezing or pulling the ramps, but in 
general, once a tube has been sealed off, it must be very close to meeting 
the requirements or it vdll never meet them over the whole tuning range. 

limowledge of limitations placed upon the value of the loaded Q and 
of methods of regulating this value are useful in an understanding of the 
processes involved in obtaining optimum magnetron performance. 
Methods for determining Q exactly, however, are involved and at times 
uncertain. 

22-6. Frequency Pushing. — In studies of modulation of the 6J21, the 
more easily measured quantity, frequency pushing (see Sec. 18-4), has 
been set up as a basis for control of band width. Frequency pushing 
has been defined in Sec. 21-4 as the variation of frequency of oscillation 
with magnetron anode current at constant load. The appearance of the 
output spectrum is largely determined by the shape of the frequency- 
pushing characteristics. 

Frequency-pushing characteristics for the 6J21 are shown in Fig. 
22-9. The notable feature of these curves is the large pushing obtained 
between the plate-current limits of 0 and 0.2 amp. This means that for 
100 per cent amplitude modulation very wide frequency-modulation band 
^vidths are obtained at relatively low poAvers. If the amplitude modula- 
tion is restricted to 80 per cent (for 1-amp peak plate current), the 
frequency-modulation band width is reduced to appro.ximately 33 per 
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cent of its original value. In some cases, further reduction of the ampli- 
tude-modulation percentage to values in the neighborhood of 50 per cent 
almost eliminate the frequency 
modulation. 

In order to ensure that the low- 
current high-pushing repon is not 
reached, a diode ‘‘clipper’' circuitmay 
be used on the output of the modulator 
to limit the negative swings to voltages 
producing minimum currents oi a 
specified value. It is also useful to 
prevent excessive upward swings in 
plate ctiirent by use of a “top clip- 
per.” E.\ccssive upward swing has been found to reduce filament life, 
mode-jump current, and efficiency. Reasons for this are not thoroughly 
understood. 

Pushing is a function of the tuning of the magnetron, as is shown in 
Fig. 22-10. This graph is a plot of “pushing figures” over the tuning 
range of a typical CJ21. These figures are selected as the variation in 
frequency of oscillation between the plate-current limits of 0.25 and 
1.0 amp. In addition to local variations, a striking contrast is to bo 
noted between the values of pushing at 12 cm and at 8.5 cm. 
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Tio. 22-0. — Typical pushu]g curve for 
6J21 magnetron. 
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Fio. 22-10 — Variation of pualiing figure over the tuning range. 


22-7. External Control of Band Width. — ^The variation of pushing 
with tuning plus the necessary compromises to be made between efficiency 
and mode-jump limitations make some external means of controlling 
band vddth desirable. One apprt^eh to this problem is the use of an 
adjustable reflector in the waveguide transmission line carrying power 
from the tube. This reflector js placed 25 or 30 waveguide wavelengths 
from the magnetron output window. The resulting high-Q circuit in 
the output of the magnetron acts to reduce the pushing figure. The Q 
of the circuit increases with the length of the line between output and 
reflector and with the standing-wave ratio produced by the reflector. 
The standing-wave ratio that can be used is limited by the ma’dmum 
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losses permissible in the output window of the magnetron and in the 
magnetron itself. The length of line is limited by the long-line effect 
described in Sec. 21-8. As the length of line between reflector and output 
window increases, the separation between multiple resonances due to the 
long-line effect decreases. Tuning to the desired resonance is accom- 
plished "uith a line stretcher inserted in the line between magnetron and 
reflector. 

22-8. Line Stretcher and Adjustable Reflector. — A. line stretcher and 
an adjustable reflector suitable for use over the wide tuning range covered 



by the 6J2i are illustrated in Figs. 22-11 and 22-12, respectively. The 
line stretcher is designed to provide a range in phase adjustment greater 
than 180 deg anyivhere in the tuning range and to produce a minimum 
standing-wave ratio in the guide. In the model shown the minimum 
range is 270 electrical degrees, and the maximum standing-wave ratio 
produced is 1.15:1 between X = 8 cm and X = 12 cm. The variation in 
electrical length of the line is attained by moving a tapered polystyrene 
slug from the side of the guide, where the electric field strength is a 
minimum, toward the center of the guide, where the field is a maximum. 
To provide a greater range of phase adjustment and smaller standing- 
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•wave ratio the dug is tapered in the 3C dimension rather than in the S 
dimension. Only one surface is tapered. The opposite surface is flat, 
so that when it is against the edge of the guide it is out of the electric field 
as far as possible. The metal rods supporting the slug run perpendicular 
to the electric field and do not introduce a noticeable reflection. 

The adjustable reflector (Fig. 22-12) is designed to produce a voltage 
standing-wave ratio variable between the limits 1:1 and C:l. The 
calibration of the adjustment can be made substantially independent of 
^vaveleQgth over the range of the 6J21 by proper choice of the angle that 
the axis of the reflecting vane makes with the 3C dimension of the guide. 
For a critical angle, around 15 deg, the change mth the wavelength of the 



lumped capacitive reactance offered by the vane is compensated by 
change in phase between reflections from different parts of the vane, so 
that the total effect is practically independent of the wavelength between 
8 and 12 cm. The axis of rotation of the vane is perpendicular to the 
electric field in the waveguide. This eliminates the need for good elec- 
trical contact where the vane axle goes through the side of the guide. 
When the plane of the vane is parallel to the electric field, a maximum 
reflection is produced; when the plane of the vane is perpendicular to 
the electric field, a minimum reflection is produced. The minimum 
standing-wave ratio is less than 1.05:1 over the range 8 to 12.5 cm. 

22--9. Filament Emission and Back-heating. — The filament of the 
CJ21 is of thoriated tungsten, carburized to improve thoria distribution. 
This type of cathode is more rugged than oxide-coated cathodes but more 
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susceptible to abuse than pure tungsten. Some difficulties have been 
experienced with "slumping” of emission after short periods of operation. 
A certain di’op in emission during the first minutes of each peiiod of 
operation is normal for cathodes of this kind, but a much larger drop than 
normal has sometimes been observed. In some cases tins has been due to 
improper processing of the filament on exhaust, but in general e.xcessive 
slumping has not appeared except under particular conditions of modula- 
tion and frequency of operation. High peak currents reaching or 



approaching the mode-jump limit seem to cause slumping. Operation 
at or near 12 cm with excessive power input also is sometimes accom- 
panied by reduction of the mode-jump current and slumping of the 
filament. Under these conditions, back-heating (Sec. 20-9) usually 
increases and efficiency decreases. These effects are undoubtedly all 
tied together and are the result of unsatisfactory scaling at the extreme 
end of the tuning range. 

Since back-heating can be particularly harmful to a thoriated filament, 
some means must be provided to control the amount of back-heating in 
operation. The most satisfactory way of providing this control is to 
keep the filament resistance and therefore the filament temperature 
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constant. For some types of e^erimental operation a manually con- 
trolled bridge-balancing circuit may be used. However, for most work 
automatic controls are much to be preferred. Three general types have 
been devised. In one, a motor-operated control, the unbalance voltage 
from a bridge in the filament circuit is applied to a two-phase motor and 
turns the variac that controls the filament voltage. The bridge balances 
filament voltage against filament current. The control keeps the ratio 
between these quantities constant. This circuit is shorni in Fig. 22-lS. 

Two other types of circuit have been used. One completely electronic 
circuit utilized an oscillator and an amplifier as the power source for the 
filament transformer. The feedback to the oscillator is the difference 
between a positive feedback voltage proportional to filament current and 
a negative feedback voltage proportional to filament voltage. Any 
change in filament resistance is compensated by the change in oscillator 
output. This method has the disadvantage of being bulky and the 
advantage of being quick-acting. 

A third type of circuit, using a saturable reactor in series rvith the 
filament transformer, requires fewer components and gives speedy action, 
The difference of two rectified voltages proportional, respectively, to 
filament voltage and filament current is applied to the grid of a receiving 
tube feeding the saturable reactor. Any unbalance will change the 
impedance of the saturable reactor in such a way as to restore balance. 

Another fact that must be taken into account when helical filaments 
are used is the effect of filament current on magnetic field . A ripple in the 
magnetic field caused by alternating current in the filament shows up as 
amplitude and frequency modulation in the output. From the variation 
in anode current that is easily observed on an oscilloscope, and knowledge 
of the d-c operating point, the amount of frequency modulation is easily 
calculated from a pushing characteristic. It can also be measured 
directly by means of a spectrum aualyzer. Monofilar filaments in early 
models of the 6J21 caused 8 to 12 Me of frequency modulation. Use of 
bifilar filaments reduces this to 1 to 4 Me. The effect can of course be 
entirely eliminated by using d-c heating of the filament, but this is not 
very practical where the filament is at high voltage. Compensation for 
back-heating tends to reduce filament modulation of the magnetic field 
by reducing the a-o heating current. 

22-10. The Operating Characteristics of the 6J21. — In order to give a 
complete picture of the operating characteristics of the 6J21 tube, a 
number of graphs should be included here such as performance charts 
and Rieke diagrams for two or three points in the tuning range; but 
such diagrams are not yet available for the tube in its latest stage of 
development. 

The variation of efficiency and mode-jump current with vavelength is 
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shown in Fig. 22-14. This graph and the pushing diagram, Fig. 22-10, 
give three of the more important characteristics of the 6J21 magnetron. 
Another characteristic of interest in connection with the use of the tube 
is the modulation impedance as obtained from the slope of the curves for 
constant magnetic field in the performance chart; it varies from about 
500 ohms at 8 cm to about 1500 ohms at 12 cm. 

The performance of the tube at high standing-wave ratio is character- 
ized bj^ substantially reduced efficiency. For a standing-wave ratio of 
3:1 in the lo-w-conductance region of the Rieke diagram, the efficiency is 
30 to 40 per cent, which compares unfavorably with 50 to 60 per cent at 
unity standing-w'ave ratio. The ^ 
higher standing-wave ratio also gioo 
causes a 20 to 25 per cent increase ^ eo 
in back-heating. Increased stabil- ^60 
ity in operation of the 6J21 has c40 
been obtained by using a series zo 

magnet, as described in Sec. 21-5. 2j 6 9 lo n 12 

Over the vide tuning range the Wavelength, Centimeters 

tendency to operate at higher anode piQ. 22-14.— Variation of mode-jump 
currents at the long wavelength end current and efficiency over the tuning 

is checked by the greater magnetic 

field produced. It is recommended that both series-magnet and automatic 
back-heating control be used for increased tube life. 

22-11. The 4J60-to-4J66 Low-power Magnetrons. — ^The 50-to-100- 
watt tubes for frequencies in the neighborhood of 3000 hie were part of a 
coordinated large-scale program of tube and equipment development that 
reached quantity production before the end of the Avar. The equipment 
in which these tubes Avere used required that the tube could be modulated, 
that the output should be maintained at a reasonable level in spite of large 
fluctuations in supply voltage, that the cooling system for the anode 
should be as simple and light as possible, and that the frequency of oscilla- 
tion should be adjustable by remote control. 

The solution of these requirements is a compact little tube AAdth forced- 
air cooling and a permanent magnet integrated with the tube. The volt- 
age variations are taken care of in the transmitter by connecting in series 
with the magnetron a pentode or beam-poAver tube, which functions both 
as current regulator and as output stage in the modulator. The high- 
impedance or constant-current characteristic of the modulator tube 
reduces the effect of the line-voltage fluctuations very much. This 
tube can be given a third function, f.c., to act as a limiter to prevent the 
anode current from reaching the mode-jump current at the high-current 
end and from dropping doAvn into the low-power operating region Avhere 
very severe pushing occurs. 
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' 
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Pia. 22-X5. — The 4J60 roaeflctron. 

tion band xsidtb and efEciency, on one ude, and mode-jump current on 
the other. The coupling loop is directly connected to the coaxial trans- 
mission line Tvithout any matching network. It has been found adns- 
able, however, to have a line stretcher in the line close to the output 
terminals so that the holes in the tuning range due to the long-line 
effect can be adjusted. 

A typical tube is shoxm in Tig. 22-15. The resonant system and the 
electrodes are all inside the small central body, which is provided with 
cooling fins; the bulk consists of auxiliary parts, including magnet, drive 
for the tuner, cathode socket, output terminals, etc. The emitter is an 
indirectly heated oMde-coated nickd-mcsli cathode. 

Operating data are given in Table 22-4. 
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Table 22-4. — Operating Data for 4J60 Magnetron 
Oxide-coated Cathode 


Heater voltage 

Heater current 

Frequency range 

Typical Operation 

Heater voltage 

Anode voltage 

Anode current 

Power output 

Efficiency 

Maximum Ratings 

Peak anode current 

Average anode current 

Anode dissipation 

Anode temperature 

Cooling, forced air 


6 . 3 volts 
3 . 8 amp 
2230-2470 Me 

6 . 3 volts 
1200 volts 
0 . 125 amp 
65 watts 
43% 

0.275 amp max 
0.150 amp max 
100 w'atts max 
100°C max 


The obvious disadvantage of these tubes is the narrow tuning range. 
Six tubes are required to cover a frequenej’’ range of less than 2 to 1. 
Shift of frequency in a transmitter requires frequent replacement of tubes, 
an operation that is inconvenient even with the most streamlined plug-in 
units. Cost and bulk are also considerable; in fact, would soon become 
prohibitive if a larger frequency range were required. The fact that these 
tubes are available today is explained by the situation at the time they 
were developed. The early multicavity magnetrons w'ere spot-frequency 
oscillators, which sufficed for radar applications. A^Hien the need was 
felt for loAV-power tunable c-w magnetrons, it was realized that the time 
required for development increased at least as 
fast if not faster than the tuning range. The 
need was so urgent that only a small tuning 
range was requested. The first experimental 
tubes were actually built for only 6 per cent 
range. . 

The successful development of the 6J21 
demonstrates what can be done with combined 
L- and C-rings. A tuning range of 1.5:1 is a 
considerable improvement. If the 6J21 anode 
and tuner were to be scaled down to 1200 volts, 
the dimensions and clearances would become so small as to present a 
very difficult manufacturing problem. It is by no means hopeless, how- 
ever, to attempt to use the same general idea, modified to suit the smaller 
tubes. 



■Flexible 

Diaphragm 


Magnetic r in ''Tuning 
Field \ Til ( Screw 

Fig. 22-16. — Schematic 
representation of a donutron 
(cathode assembly omitted). 
One anode half has its fingers 
shaded and the other drawn 
in outline for the sake of 
clarity. 


22-12. The Squirrel-cage Magnetron or Donutron. — different 
approach to the multisegment magnetron is shown in Fig. 22-16. The 
resonator is a short cylindrical cavity, and the anode segments extend as 
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fingers from the two flat sides of the cavity. In the simplest form of this 
tube, as sho^vn in the figure, every other finger is attached to the same side 
of the cavity. The fingers thus form a “squirrel cage” around the 
cathode, and the cavity outside the electrode system is shaped somewhat 
like a doughnut. One of the flat sides of the cavity is flexible, tuning 
being accomplished by moving the two finger systems axially, relative to 
each other. Roughly we can condder the finger systems as a capacitive 
loading on the ca\’ity resonator. Variation of the capacitance changes 
the resonance frequency of the cavity, 

22-13. Resonance Modes. — 'If, as a first approximation, the electro- 
magnetic-field configuration is assumed to 
be the same in all planes perpendicular 
to the axis of the electrode system, the 
space analysis of the field into modes and 
component waves that revolve around the 
cathode will be exactly the same as for 
the multicavity magnetron (Sec. 20-5). 
The resonant system that determines the 
frequencies of the various modes is quite 
different, however, and the discussion of 
the operation, advantages, and disadvan- 
tages of the donutron m\\ necessarily center around the modes and mode 
separation of the resonant system. 

It is convenient to think of the resonant system as a combination of 
three separate components, the annular cavity, the finger systems, and 
the interaction space plus end cavities (Fig. 22-17). For all the reso- 
nance modes of interest here, the dimensions of the interaction space are 
small compared ■with the wavelength. Consequently, the interaction 
space is nonresonant, contributing only a pure susceptance to the equiva- 
lent network of the resonator. The finger system can act either as a 
pure capacitance, when the instantaneous voltage between the two halves 
is the same at all points, or as a resonant sjrstem, when a standing wave 
exists in the system, the zigzag slot between the halves acting as a 
reentrant transmission line, as illustrated in Fig. 22-18. If the zigzag 
shape is disregarded and the slot is considered to be a smooth line, the 
transverse voltage varies with the azimuth coordinate 0, as indicated by 
the relation 

sin p8 A- cos p9 (22-1) 

where Ap and Bp are constants to be determined from the boundary 
conditions, and the resonance modes of the line are found by giving p all 
integral values from 0 tow. resonance frequencies of these modes 
depend on the length of the fingers and on the spacing and radius of the 
finger system. 


^Cathode & 

End Cav/iies 

^Finger System 
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The resonance modes of the annular cavity also give an axial voltage 
difference of the form of Eq. (22-1). The radial variation of this voltage 


is 

Vr = P„e’-‘Jr(kr) + Qr,ci-‘N„{kr) ( 22 - 2 ) 


where Jp and Np represent the Bessel and Neumann functions of order 
p, k is 2ff/X, r the radius, and Pp and Qp are constants to be determined by 
the boundary conditions. The resonance frequencies of the various 
inodes are determined b 3 ’- the maximum and minimum radii of the cavity. 

To find the resonances of the whole S 3 ’’stem from theory, the suscep- 
tance of the three parts of the S3’’stem, as seen from the boundary lines and 
surfaces between them, should be calculated. Plotting these suscep- 
tances as functions of frequenc 3 ^, adding them, and finding the frequencies 
for which their sum is zero would give the resonance frequencies of the 
donutron. This procedure must be carried 
out for all values of p in order to find all the 
resonance modes. As the interaction space 
can be considered to be nonresonant and 
the reentrant line has only one resonance 



for each value of p, tliis procedure 'will be 
exactly the same as that used to anal 3 ’’ze the 


Fig. 22-18. — Reentrant line 

formed by finger system. 


long-line effect in Sec. 21-8. As in that anal 3 ’-sis, the zeros that represent 
admittance maximums, or series resonance, should be disregarded. The 


resonance frequencies are illustrated in Fig. 22-19. 



Fig. 22-19. — Resonance frequencies of the donutron (modes C and D). Bi, susceptance 
of interaction space, R/, susceptance of finger system; Be, susceptance of cavity; fc and fa, 
frequencies of resonance modes C and Z). 


22-14. Resonance Modes from Cold Tests. — The resonance modes 
have been studied by cold tests by means of the test equipment indicated 
schematically in Fig. 22-20. An oscillator is modulated 100 per cent by a 
square wave of 2000-cycle frequency, and its output is fed through a 
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lossy line to the output loop of the mi^etron to be tested. The cathode 
of this tube has been replaced by ft dummy that is provided with a radial 
probe protruding a small distance outside the cylindrical surface of the 
cathode. This dummy cathode is kept revolving by a synchronous 



Fig. 2^20. — Coid-tMt cQuipmest. 

motor. The modulated r-f power picked up by the probe is fed to a 
crystal detector, which is connected to an audio amplifier. The output 
of this amplifier is applied to the vertical plates of a cathode-ray oscil- 
loscope, the linear time sweep of 
which is synchronized >vith the motor 
that drives the probe. The screen 
of the oscilloscope ■will consequently 
show a pattern that is a plot of the 
square of the radial electric field at 
the cathode vs. the azimuthal coordi- 
nate 0. The tangential component is 
proportional to this radial component 
but 90 deg out of phase in space. 
This fact ties these patterns in with 
the analj’sis of the tangential com- 
ponent of the electric field given in 
Sec. 20-5 in terms of pairs of waves 
traveling around the interaction 
space with one ■wave traveling in each 
direction. Now of course any pair 
of components can be expressed as 
the sum either of two traveling or of 
two stationary components according to the identity 

= Pc'"* sin 0 -h Qe*"* cos 6 (22-3) 

where A, B, P, and Q are constants determined by the boundary condi- 
tions. 

As the resonance modes are made up of component waves of this kind, 
the same identity applies to the modes. As pointed out in Sec. 29-5, the 
T-mode has always a standing-wave nature, because there are equal com- 



Fio. 22-21. — Resonantce modes of 
donutroQ (tube 39). 
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ponents of opposite rotation of all the waves comprising this mode. All 
other modes will also appear in pairs, of which both members can be 



Fig. 22-22. — Cold-test patterns (tube 39, 16 fingers). 


thought of as identical sets of component waves, different only in the 
direction of rotation, or as two standing-wave systems displaced 90 deg 
from each other in space. ^ In considering the electron interaction, the 


* See footnote 1, p. 484. 









548 VERY HiaH-FREQUBNCr TECHNIQUES [Chap. 22 

concept of traveling waves is helpful; the analysis of the resonance modes 
of the system, hcwvever, is easier in terms of the stationary wave patterns. 

Figures 22-21 and 22-22 show the tuning curves and cold-test patterns 
for a donutron with IG equal fingers. Four principal types of oscillations 
are indicated. The modes designated A and B in the figures both give 
cold-test oscillograms of the form (a ± hsinfl)®, the only difference 
between the two being the sign between the two terms. These patterns 
represent a ir-mode oscillation that U unbalanced vath respect to the 
cathode. The main reason why A and B are considered different modes 
is the fact that mode A is practically unaffected by tuning, while mode B 
is tunable. The explanation probably is that in mode A the circuit 
between anode and cathode (the “unbalanced” circuit) determines the 
frequency of resonance, while in mode B the fundamental mode of 
the cavity and also the capacitance of the finger system determine 
the frequency. Mode A gives small voltage between the fingers and has 
never produced much power in hot operation. 

If we disregard the unbalance, mode B represents the operation for 
which the finger magnetrons originally were designed. In this mode the 
r-f electric field outside the finger system is parallel to the axis of the tube 
and independent of the azimuthal coordinate 0; it falls off to zero at the 
circumference of the cavity. The r-f magnetic lines outside the fingers 
are circles concentric with the tube axis. Operation with efficiencies up 
to 35 per cent has been obtained in this mode, but the output is seriously 
limited by a low mode-jump current. The main cause of this probably is 
th at th e heavy capacitive loading that the finger system represents makes 
•\/L/C and the shunt impedance low. Because mode-C operation 
appeared more promising, the possibilities of mode-B operation have not 
been thoroughly investigated. Tuning ranges of 1 .1 to^l to 1.3 to 1 have 
been obtained with plain fingers; ranges up to 1.7 to 1 or more have been, 
recorded for tubes in which the capacitance at the tips of the fingers has 
been increased by tabs or rings fastened to the finger tips. 

22-16. C-mode Operation. — ^Mode C is the resonance of lowest 
frequency for p = 1 in Eqs. (22-1) and (22-2) and corresponds to a stand- 
ing wave of 1 wavelength on the reentrant line formed by the finger 
system. The r-f electric field in the cavity is axial in this mode also, and 
its maximums coincide in azimuth with the voltage maximums on the 
finger system; and the voltage nodes and the zeros of the electric field in 
the cavity occur at the same azimuth. The shape of the lines of the r-f 
magnetic field is indicated in Fig. 22-23. The radial magnetic field is 
zero at the voltage antinode and maximum at the voltage node on the 
finger system. The coupling loop is shown in the position of maximum 
coupling, i.e., displaced 90 deg from the nodal plane of the finger system. 

Because the admittance of the reentrant line formed by the finger 
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system is considerably larger than the admittance of the cavity, the 
resonance frequency is largely determined by the line. This makes it 
possible to predict the wavelength from the length of the zigzag line 
formed by the gap between the fingers. When the tuner is set so that 
this gap is constant at all points of the line, it has been found that for 
all known finger magnetrons the wavelength is approximately half the 
total length of the zigzag line, i.c., 



2-nra + Nl 
2 


(22-4) 


Loop 


where ?a is the anode radius, N the number of fingers, and I the length of 
the fingers. Changing the dimensions of 
the cavity has been found to have only a 
relatively small influence on the frequency 
of resonance! 

It should be emphasized that this is a 
purely empirical formula. If the line were 
unfolded, the first resonance should of 
course occur for a wavelength equal to the 
full length of the line. The folding of the 
line reduces the distributed inductance, 
because a large part of the current rvill 
by-pass the fingers, and it happens that 
for practical dimensions this effect will cut 
the wavelength approximately in half. 

The cold-test oscillograms Ci, C 2 , and C 3 in Fig. 22-22 indicate that 
the radial electric field close to the cathode varies with the azimuth 
according to the relation 



Fia. 22-23.- 


-IW magnotio field of 
mode C. 


-(■ 


N 


A sin 5 sin ^ J3 sin ^ 




(22-5) 


A and B vary wth the axial position of the probe along the cathode. 
At the mid-point of the cathode, B AA’^ould be expected to be zero. Tliis is 
not quite true in the scope picture (7i, which indicates that the geometrical 
and electrical symmetry of the system was not perfect under the condi- 
tions for which this picture was taken. Beyond the finger tips, close to 
the wall of the end cavity, A would be expected to be zero; the pattern C 3 
approximates (sin QY and confirms this expectation. 

For the electron interaction in the tube the first term in Eq. (22-5) is 
the important one. It can be expanded as follow^s : 


£r - sin 6 sin ~ 0 

2i 





( 22 - 6 ) 
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Instead of the 7r-mode, for '^hich n « iV/2, xre thus have in mode-C 
operation, in the interaction space, two pairs of revolving modes vitb 
mode numbers n =* N/2 + 1 and N/2 — 1, respectively. In the mode- 
line diagram of Fig. 20-15 the two lines representing operation in which 
the electrons synchronize with these components are fairly close together 
if N is large compared nith unit}’; because the frequency of resonance is 
the same, the angular velocity of each component is inversely propor- 
tional to its mode number. The operation with n = N/2 + 1 is most 
likely to be established because this mode line is lower and will be reached 
first when the anode voltage is building up. 

22-16. The Phase-reversing Anode. — An improvement in perform- 
ance of C-mode operation has been obtained uith the phase-reversing 
anode. The construction of such an anode and a comparison between the 
instantaneous voltages on the fingers of a regular anode and a phase- 
reversing anode are shown in Fig. 22-24, where the finger systems are 
shown unfolded. On the symmetrical anode A in C-mode operation, 
two adjacent fingers at each nodal plane in 
the cavity will have voltages of the same 
polarity. The revolving space-charge cloud 
will be subject to a more umfonn field con- 
figuration if the polarity of adjacent fingers 
alternates regularly all the way around the 
anode. Tins has been accomplished in the 
phase-reversing anode simply by a slight 
rearrangement of the fingers, as shown in B 
Hg. 22-24. The sine curves represent the 
potential distribution on the walls of the 
cavity. Each finger is attached to the ade that gives the finger the desired 
polarity. At each voltage node two adjacent fingers are attached to the 
game side of the ca^'ity and can be made as one broad finger. The radial 
r-f electric field component now has the approximate value 



Tio. 23-24. — Comparisoa of 
gynmetrical anode A and phase- 
reversing anode B. 


S, « - sia ^ 0 ^1 + j cos 29 — cos 49 + ■ ■ 

+ + . . . (22-7) 


The fundamental component Las increased in amplitude in the ratio 
4;ir, and only one component and one mode line must be considered, 
because the other terms in the expansion are of appreciably smaller 
amplitude. We can say that the phase-reversing anode makes possible 
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the operation of the electronic sj’-stem in the ir-mode (n = iV/2) in spite 
of the fact that the cavity and the reentrant line oscillate in the mode for 
which p = 1. A third advantage of this anode design is that oscillation 
in the A and B modes is just as much discouraged as the C mode is encour- 
aged. Actuall}’-, the A and B modes have not been observed at all in 
tubes with phase-reversing anodes. 

22-17. Mode Degeneracy. — The degeneracy of the C mode has 
presented some problems in finger magnetrons. As already mentioned 
each mode except the vr-mode is actually a degenerate pair and we can 
think of each pair as two field patterns, the nodal lines and maximums of 
which are 90 deg apart in space. Now if the geometry of the system is 
not perfectly symmetrical or, as is usually the case, a coupling loop is 
inserted at one point in the cavity, the degenerac}’' may be removed, so 
that the resonance frequencies of the pair may differ slightly. A certain 
amount of coupling maj’’ then also exist between the two modes. 

Figure 22-25 shows tuning cuiwes 
for a mode pair of this kind. These 
observations were made bj^ cold tests 
on a tube with symmetric anode. 

The modes have been identified by 
their position in relation to the cou- 
pling loop; one vdth practically no 
coupling to the loop has been called 
the red mode; the other one -with 
maximum coupling to the loop the 
black mode. Field patterns from 
cold tests for the red and black modes 
are shown in Fig. 22-26 for various 
positions of the probe, beginning at 
the mid-point of the cathode and 
moving toward the wall of the cavity. 

The fact that no pattern is quite 
pure indicates the presence of both 
modes; in the red-mode pattern higher modes must also be assumed 
present to explain the irregularities. , 

The presence of two modes coupled to each other and of nearly but not 
quite equal resonance frequency leads to instability of operation and is 
highly undesirable. In order to change the resonance frequency of the 
red mode substantially without affecting the black mode, the equivalent 
capacitance of the mode can be increased by adding a capacitance across 
the line at the point where the voltage in the black mode is zero and the 
voltage in the red mode is a maximum. Figure 22-27 shows a way of 
accomplishing this. Tivo extra fingers are added outside the regular 
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Flo. 22-25. — Tuning of black and red 
modes (mode C, tube 47). 
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finger system in such a way that they form capacitors with the wide 
fingers (obtained by combining two fingers) in a phase-reversing anode. 
The effect on the tuning curves and mode separation is demonstrated in 
Kg. 22-28. The alternate possibility of increasing the capacitance at 



Fio. 22-27. — Longitudinal and transverse cross sections of overlap phase-reversing anode. 


the tips of all fingers except the two unde fingers has also been tried suc- 
cessfully. The red curve then falls below the black curve. 

The performance in C-mode operation has been considerably better 
than in the B mode. Output power of about 50 watts has been obtained 
consistently over appreciable periods of time, though adequate life tests 
have not yet been performed. Con- 
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siderably higher power has been re- '°|ijij — TTTTTTT" 

corded on short tests. The efficiency is 

in the range 30 to 50 per cent. 

22-18. The Effect of Finger Shape 9 -1-1^ 

on Tuning Range. — ^The tuning range T 

varies considerably with the number j£ ji ~~.'^ -RedC 

and length of the fingers. A large nura- 

ber of long fingers has in general given 

rather poor results, but there are indi- J 

cations that this is due to mechanical ^ ^ rri: -Bhck c 

difficulties and lack of precision in the — — 

tuning mechanism. If the gaps at the - 1 - ^ — 

tips of the fingers do not decrease uni- | | 7 

formly at all fingers when the tube is % 10 20 30 40 so 60 

tuned toward longer waves, a large Finger Spocing,.001-in.Units 

number of modes appear at the long- 22-28— Cold resonances (overlap 

wave end of the range differing in model, tube 5i). 

wavelength by only a few millimeters. Recent results ■with improved 
tuning mechanisms have demonstrated satisfactory operation over 
a tuning range of more than 1.5 to 1. Figure 22-29 shows the tun- 
ing curve and output power for constant input of a tube tvith a phase- 
reversing anode and overlapping fingers for elimination of the red mode. 
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Pig. 22-28. — Cold resonances (overlap 
model, tube 51). 

Recent results ivith improved 
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By increasing the capacitance at the finger tips >vith tabs, tuning ranges 
up to 2 to I have been obtained, but the operation was marred at the 
long-wave end of the range by the millimeter moding mentioned above. 
It is evident, however, that the results quoted here by no means approach 
the limits of what can be accomplished noth these tubes. Several 
schemes for impro^'ing the linearity of the tuning curves have been sug- 
gested, but no experimental data are as yet available. 



Fio. 22-29.— Tuaiog and output curves for overlap phMcsreversine model (tube 17 ). 

Another subject that lias not yet been thoroughly investigated is the 
nature and possibilities of the lughcr modes, B, E, etc., which have been 
obscr\'ed in cold tests. They all seem to belong to the family for which 
p *= 1. They have not been found in hot operation. 

In conclusion it can be stated that the donutron with the overlap 
phase-rc^-ersing anode shonm in Fig. 22-27 has demonstrated the pos- 
sibility of building a finger magnetron with appreciable tuning range, 
simple construction, and remarkable freedom from mode trouble. The 
difficulty of cooling the narrow fingers, however, seems to limit this 
design to loiv-pow er tubes. 


